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PREFACE 

TO 

THE     NINTH     EDITION 


Since  the  first  edition  of  this  text  book  appeared  in  1876,  the 
progress  of  Telegraphy  has  been  phenomenal.  That  pro- 
gress has  been  marked  by  a  steadily  increasing  demand  for 
the  exhibition  of  technical  knowledge  and  skill  on  the  part 
of  the  artisans  and  operators  engaged  in  the  engineering  and 
commercial  branches  of  Telegraphy  in  this  country ;  and 
we  are  glad  to  be  able  to  bear  witness  to  the  fact  that  those 
concerned  have  responded  to  this  demand  in  a  way  that 
does  them  infinite  credit.  A  standard  of  technical  know- 
ledge that  was  exceptional  in  the  Telegraph  Service  a  few 
years  ago  is  now  the  rule,  and  the  time  is  not  distant  when 
we  shall  look  in  vain  and  without  regret  for  the  engineering 
or  commercial  employ^  who  has  no  knowledge  of  the 
principles  of  the  science.  It  was  in  the  hope  of  hastening 
this  desirable  consummation  that  this  book  was  first  written, 
and  we  venture  to  hope  that  this  present  edition  will  tend 
still  further  in  the  same  direction. 

Dealing  with  so  wide  a  subject  in  such  limited  space,  the 
book  makes  no  pretension  to  a  full  treatment  of  each  system 
described.  It  rather  aims  at  providing  such  a  general  intro- 
duction to  the  art  and  science  of  Telegraphy  as  will  enable 
the  student  to  proceed  to  the  study  of  more  advanced  works, 
and  give  to  the  operator  an  intelligible  explanation  of  the 
apparatus  with  which  he  has  to  deal.     Where  a  system  is  in 
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actual  use  in  England,  the  English  practice  is  described — 2l 
plan  which,  while  it  has  an  immediate  advantage  for  the 
English  student,  is  also  the  most  natural,  inasmuch  as  the 
British  Postal  Telegraph  Administration  is  distinctly  in  the 
forefront,  and  the  British  practice  is  largely  followed  by  the 
majority  of  our  Colonies. 

NEW   EDITION   (1905). 

The  present  edition  has  been  thoroughly  revised  and 
enlarged,  and  includes  descriptions  of  the  most  modem 
and  prominent  devices  used  in  telegraphy,  in  relation  to  fast- 
speed  recorders,  to  automatic  and  translating  apparatus  for 
submarine  circuits,  to  Murray's  improvements  in  the  Wheat- 
stone  Automatic  Apparatus,  and  to  the  new  Telegraph 
Switching  System.  The  paper-insulated  telephone  cable, 
now  so  largely  used,  is  treated  of  at  length.  A  chapter  upon 
Wireless  Telegraphy,  considered  theoretically,  and  also  in 
its  most  recent  practical  application,  has  been  added.  In 
the  Appendix  have  been  furnished,  in  so  far  as  they  relate 
to  telegraphy,  the  British  Standards  for  Copper  Conductors 
adopted  last  year  by  the  Engineering  Standards  Committee. 
To  afford  space  for  so  much  new  matter,  it  has  been 
necessary  to  omit  some  which,  to-day,  does  not  enter 
within  the  scope  of  ordinary  practice,  and  which  is  not, 
therefore,  of  immediate  interest  to  the  modern  telegraphist. 
In  the  preface  to  a  former  edition  we  had  pleasure  in 
acknowledging  the  valuable  assistance  afforded  us  by 
Mr.  J.  Gavey  (Engineer-in-Chief  of  the  Postal  Telegraphs) 
and  by  Mr.  Arthur  J.  Stubbs  (now  Superintending  Engineer, 
Metropolitan  North  District),  and  we  take  this  opportunity 
of  again  expressing  our  indebtedness  to  these  gentlemen, 
and  to  others— but  especially  to  Mr.  E.  O.  Walker,  who  has 
corrected  and  revised  the  proofs — who  have  kindly  lent 
descriptive  matter  and  illustrations  for  use  in  the  present 
edition. 

March  1905. 
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CHAPTER   I. 

ELECTRICAL  TERMS. 

It  is  not  intended  that  this  book  shall  be  a  treatise  on 
electricity. '  It  is  a  Text-book  of  Telegraphy,  dealing  with 
the  application  of  electricity  to  the  conveyance  of  informa- 
tion to  distant  points  beyond  the  reach  of  the  ear  and  the 
eye.  As,  hQwever,  practical  telegraphy  is  wholly  dependent 
upon  electricity,  some  acquaintance  with  the /elementary 
principles  of  that  science  is  essential  on  the  part  of  the 
reader  if  he  is  to  understand  telegraphy ;  and  these  there- 
fore will  be  incidentally  introduced  so  as  to  render  the 
explanations  given  as  much  as  possible  independent  of 
previous  knowledge.  At  the  outset  it  is  necessary  that  the 
student  ^ould  have  a  clear  understanding  of  the  meaning 
of  some  of  the  technical  terms  commonly  employed  in  con- 
nection with  telegraphy,  and  accordingly  these  will  be 
explained  in  the  present  chapter;  but  the  question  what 
electricity  is,  whether  it  be  a  fluid  or  a  force,  Aether  it  be  a 
form  of  matter  or  a  form  of  energy,  will  not  be  discussed, 
the  practical  application  not  being  dependent  on  theory. 

Electricity  is  an  agent  pervading  terrestrial  and  solar 
space,  and  is  as  universal  in  its  effects  as  are  heat  and  light. 
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We  are  cognisant  of  its  existence  when  we  hear  the  roar  of 
thunder  and  see  the  flash  of  lightning,  but  we  do  not  know 
its  particular  form  any  more  than  we  know  that  of  sound  or 
that  of  light.  The  sound  of  the  thunder  and  the  flash  of  the 
lightning  affect  the  ear  and  the  eye — we  hear  the  sound  and 
see  the  light — but  we  do  not  assume  the  existence  either  of 
sound  or  of  light  as  distinct  entities  or  things.  We  can 
speak  of  the  quantity  of  sound  caused  by  the  explosion  of  a 
cannon  or  by  the  blowing  of  a  penny  whistle ;  the  quantity 
of  light  emitted  by  a  glow  lamp  or  by  a  rushlight;  the  quan- 
tity of  heat  required  to  melt  a  pailful  of  ice  or  to  solder 
a  metal  joint,  without  implying  by  the  term  quantity  a  mass 
or  volume  of  anything  actually  present  The  term  implies 
relative  magnitude  only.  It  is  the  answer  to  the  question 
*  how  much  ?  *  It  implies  the  notion  of  more  or  less.  When 
we  speak  of  the  magnitude  of  electricity  present  we  speak 
of  its  quantity.  When  we  read  of  a  church  spire  destroyed, 
of  trees  riven  to  splinters,  of  wires  fused,  or  of  flocks 
killed,  the  damage  done  is  due  to  the  electricity  passing, 
and  the  amount  of  that  damage  is  referable  to  its  magni- 
tude or  quantity.  If  we  take  a  piece  of  sealing-wax,  a  glass 
rod,  or  an  ebonite  comb,  and  rub  it  against  the  coat  sleeve, 
we  find  it  has  the  property  of  attracting  feathers,  straws,  and 
other  light  bodies.  Electricity  has  been  excited  upon  its 
surface,  and  the  force  of  attraction  is  found  to  increase 
with  the  quantity  of  electricity  present.  Equally  the  force 
with  which  bodies  are  attracted  towards  each  other  is  an 
indication  of  the  quantity  of  electricity  excited.  So  we 
may  say  that  electric  quantity  is  the  magnitude  or  amount 
of  electricity  present. 

We  may  therefore  assume  that  the  electricity  on  a  body 
has  a  physical  magnitude  which,  like  all  other  physical 
magnitudes,  is  capable  of  measurement  and  of  reference  to 
some  standard.  Since  quantity  implies  the  notion  of  more 
or  less,  we  must  be  able  to  answer  the  question  *  more  or 
less  than  what  ? '    All  physical  magnitudes  need  a  standard 
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of  reference  or  unit  with  which  comparison  and  therefore 
calculation  can  be  made.  The  notion  of  more  or  less  is 
supplied  by  the  number  of  these  units  which  are  present. 
If  we  wished  to  express  in  feet  the  distance  between  any 
two  places,  we  might  say  *  let  the  distance  between  a  and  b 
be  fy  or  if  we  wished  to  express  in  gallons  the  volume  of 
water  in  a  tank,  we  might  say  *  let  the  capacity  of  the  tank 
be  ^,'  /  and  g  respectively  representing  ^f*  feet,  and  *^,^ 
gallons ;  /and  g  standing  for  any  number  whatever,  and  the 
foot  and  gallon  being  the  units  or  standards  of  reference 
taken  or  understood.  So,  too,  if  we  wanted  to  find  the 
quantity  of  electricity  required  to  effect  a  certain  purpose, 
we  might  commence  by  saying  *  let  the  quantity  of  electricity 
be  qy  by  which  we  should  mean  an  unknown  number,  *  q ' 
units  of  electricity,  and  our  investigation  might  bring  it  out 
•oi  of  a  unit,  or  3  units,  or  50  units,  or  any  other  number. 
The  unit  quantity  of  electricity  in  general  use  has  been 
called  a  coulomb^  from  one  of  the  great  French  philosophers. 
Thus  we  see  that  in  the  literal  representation  of  a  physical 
quantity  we  assume  the  existence  of  a  standard  or  unit  to 
which  we  give  a  name,  as  foot,  gallon,  coulomb,  and  we 
express  its  value  numerically  or  represent  it  by  the  use  of  a 
letter. 

Whenever  electricity  has  been  produced  by  any  means, 
the  bodies  which  exhibit  evidence  of  its  presence  are  said  to 
be  electrified  or  charged  with  electricity,  and  their  condition 
is  said  to  be  one  of  electrification.  For  instance,  a  cloud 
which  is  capable  of  discharging  itself  with  a  flash  of  lightning 
is  said  to  be  electrified.  A  piece  of  sealing-wax  rubbed  with 
flannel  or  fur  becomes  electrified.  A  glass  rod  rubbed  with 
silk  is  also  electrified.  In  the  two  latter  cases  although  both 
substances  have  been  electrified  by  friction,  yet  the  character 
of  the  electrification  in  each  case  is  different.  The  sealing- 
wax  and  glass  seem  to  be  imbued  with  exactly  opposite 
qualities  :  for  while  two  bodies,  each  electrified  by  contact 

with  either  the  sealing-wax  or  the  glass,  repel  each  other, 

B  2 


4  Electrical  Terms 

two  bodies,  one  electrified  by  the  glass  and  the  other  by  the 
sealing-wax,  will  attract  each  other.  By  an  arbitrary  con- 
vention the  electricity  excited  on  glass  has  been  called 
positive^  while  that  excited  on  sealing-wax  has  been  called 
negative.  All  electrified  bodies  are  either  positively  or 
negatively  electrified.  A  thundercloud,  for  instance,  may  at 
one  time  be  positively  and  at  another  time  negatively 
charged.  When  a  cloud  charged  positively  approaches  a 
cloud  equally  charged  negatively  and  discharge  (lightning) 
takes  place  between  them,  complete  neutrality,  or  zero, 
results.     This  justifies  the  use  of  the  opposite  terms. 

Whenever  we  walk  upstairs  or  ascend  a  hill  we  are  con- 
scious of  having  expended  energy.  We  have,  in  fact,  raised 
our  bodies  through  a  certain  height  against  the  influence  of 
the  force  of  gravity.  We  have  done  work  upon  our  bodies  ; 
and  whenever  we  make  an  effort  against  a  force  of  any  kind, 
through  any  distance,  we  do  work.  Thus  a  horse  does  work 
in  drawing  a  load,  heat  does  work  in  converting  water  into 
steam,  and  thereby  driving  trains  and  propelling  vessels. 
Electricity  does  work  when  it  moves  substances  against  the 
force  of  gravity,  or  when  it  flows  against  resistance,  and  all 
electrical  phenomena  are  illustrations  of  energy  expended, 
and  are  measured  by  the  work  done  in  producing  them. 

An  electrified  body  acquires  a.  certain  quality  or  condition 
by  which  it  possesses  this  power  of  doing  work.  In  the 
same  way  that  a  poker  placed  in  the  fire  must  acquire  a  high 
temperature  before  it  bums  the  hand,  or  as  water  must 
acquire  a  high  pressure  before  it  bursts  the  pipe,  so  an 
electrified  body  must  acquire  a  certain  condition  before  it  is 
capable  of  doing  work.  The  property  possessed  by  such  a 
body,  which  is  analogous  to  temperature  and  pressure,  is 
called  potential. 

If  it  be  desired  to  transfer  heat  from  a  to  b  (fig.  i),  it  is 
essential  that  the  temperature  at  b  be  lower  than  that  at  a  \ 
and  if  it  be  desired  to  cause  a  flow  of  liquid  or  gas  between 
two  such  points,  it  is  equally  essential  that  there  be  a  differ- 
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ence  of  pressure  between  them.  So  if  we  desire  to  transfer 
electricity  from  a  to  b  either  along  a  conducting  wire,  such 
as  that  of  a  submarine  cable,  or  through  the  air,  it  is  im- 
perative that  the  potential  at  b  be  less  than  at  a. 

Hence,  potential  implies  that  function  of  electricity 
which  determines  its  motion  from  one  point  to  another, 

And^  the  difference  of  potential^  which  determines  the 
amount  of  this  motion,  is  called  electro-motive  force. 
The  unit  of  electro-motive  force  is  called  a  volt. 

The  transference  of  electricity,  such  as  that  from  a 
charged  cloud  to  the  earth,  from  a  piece  of  glass  rubbed 
with  silk  to  a  piece  of  ebonite  rubbed  with  flannel,  or  a 


Fig.  X. 


signal  from  Europe  to  America,  may  take  place  in  different 
times)  the  path  between  a  and  b  offers  obstruction  to  the 
passage  of  electricity ;  the  medium  through  which  it  passes, 
whether  composed  of  an  air  space  or  of  any  conducting 
material,  is  an  obstacle  to  be  overcome.  Electricity  in 
motion  does  work,  it  excites  light,  decomposes  liquids  into 
their  constituent  elements,  generates  heat,  produces  mag- 
netism, &c. ;  and  the  amount  of  work  done  in  a  given  time 
with  the  same  electro-motive  force  depends  on  the  resistance 
to  be  overcome  :  hence  the  term  resistance  implies  that 
quality  of  a  conductor  in  virtue  of  which  it  limits  the  amount 
of  work  being  done  in  a  given  time  by  a  given  electro -motive 
force. 
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The  unit  of  resistance  is  called  the  ohm^  from  Ohm,  the 
German  physicist,  who  determined  mathematically  the  laws 
that  regulate  the  flow  of  electricity.*  It  is  convenient  for 
brevity's  sake  to  use  a  symbol  to  represent  the  ohm  as  we 
use  **  to  represent  degrees,  and  '  minutes.  The  symbol  in 
general  use  is  w,  the  Greek  omega.  Thus  we  say  that  the 
resi<;tance  of  a  wire  between  London  and  Birmingham  is 
1,200*',  and  that  of  one  of  the  Atlantic  cables  is  6,ooo-. 

Those  bodies  which  offer  very  great  resistance  to  the 
passage  of  electricity  through  them  are  called  insulators  \ 
those  which  offer  very  little  resistance  are  called  conductors. 
The  difference  between  a  conductor  and  an  insulator  is  one 
of  degree  only.  Thus  the  resistance  of  a  given  volume  or 
mass  of  metal  is  very  small  compared  with  that  of  an  equal 
volume  of  glass,  ebonite,  or  air.  The  former,  therefore,  is  a 
conductor,  the  latter  are  insulators.  The  property  of  matter 
which  determines  its  resistance  is  evidently  molecular,  for  it 
varies  with  and  is  dependent  upon  the  physical  structure 
and  condition  of  a  body  as  well  as  upon  its  mass.  For  in- 
stance, water,  when  a  liquid,  is  a  conductor ;  when  a  solid, 
an  insulator;  while  some  substances  are  insulators  when 
cold,  and  conductors  when  hot. 

Under  certain  conditions  conducting  bodies  have  the 
power  of  accumulating  and  retaining  a  quantity  of  electricity, 
and  the  amount  which  they  can  thus  retain  is  termed  their 
CAPACITY.  The  unit  of  capacity  is  the  farad  \  but  as  this 
is  too  great  for  ordinary  use,  a  sub-unit  known  as  the 
microfarad^  which  is  one-mjllionth  part  of  a  farad,  has 
been  generally  adopted. 

The  transference  of  electricity  from  one  point  to  another 
is  called  a  current.  A  current  can  flow  only  between  two 
points  at  different  potentials  separated  from  each  other  by  a 
resisting  medium.  To  produce  a  continuous  current  these 
points  must  be  maintained  at  different  potentials.     A  current 

*  For  Ohm's  Law,  see  Appendix,  Section  A 
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will  flow  from  the  higher  to  the  lower  potential  so  long  as  a 
difference  of  potential  exists,  but  when  the  potentials  are 
equalised  it  will  cease. 

Hence  we  see  that  what  is  understood  by  the  term 
CURRENT  is  an  apparent  transference  of  electricity  from  one 
point  to  another  to  produce  equalisation  of  potential.  One 
current  differs  from  another  only  in  itsstrength^or^  in  other 
words,  in  the  quantity  of  electricity  which  is  transferred  by 
each  in  equal  times.  The  unit  of  current  is  an  amphr,  but 
as  this  unit  is  too  great  for  telegraph  purposes,  a  sub-unit 
known  as  the  milliampire  is  used  by  telegraph  engineers. 
The  milliampfere  is  one-thousandth  part  of  an  ampere. 

A  current  is  always  supposed  to  flow  from  the  point  of 
higher  potential  to  that  of  lower  potential.  The  former 
point  is  taken  to  be  positive  to  the  latter ;  and,  vice  versd, 
the  lower  is  taken  to  be  negative  to  the  higher  point  The 
terms  positive  and  n^ative  currents  are  frequently  used,  but 
they  are  misnomers.  There  is  only  one  current  flowing  be- 
tween A  and  B  (fig.  i),  and  it  varies  in  direction.  It  is 
quite  correct  to  apply  the  term  positive  or  negative  to  cur- 
rents with  respect  to  a  given  pointy  and  by  those  terms  to 
imply  direction  only,  for  while  stationed  at  a  given  place 
currents  may  ^oy^  from  or  towards  us ;  but  it  is  quite  incor- 
rect to  speak  of  positive  or  negative  currents  without  reference 
to  a  given  point,  for  what  is  a  positive  current  at  one  point 
is  a  n^ative  current  at  another.  The  current  is,  however, 
supposed  to  flow  from  the  body  positively  charged  to  that 
negatively  charged.  For  the  sake  of  convenience  the  po- 
tential of  the  earth  is  always  assumed  to  be  zero ;  so  that 
when  we  speak  of  the  potential  of  a  body,  we  really  speak  of 
the  difference  between  its  potential  and  that  of  the  earth. 
This  does  not  mean  that  the  earth  has  no  potential,  for  every 
thunderstorm  and  every  telegraph  line  tells  us  that  it  has, 
and  we  shall  have  to  speak  of  phenomena  which  show  us 
that  different  portions  of  the  earth's  surface  have  different 
potentials  at  different  times;  but  generally,  the  tendency  of 
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all  bodies  electrically  connected  with  the  earth  is  to  fall  or 
to  rise  to  its  potential. 

A  current  can  only  be  constant  when  we  have  two  points 
separated  from  each  other  by  an  invariable  resistance,  and 
maintained  at  the  same  difference  of  potential.  The  material 
conveying  the  electricity,  whether  it  be  earth,  air,  water,  or 
matter  in  any  form,  separately  or  conjointly,  is  called  a 
CIRCUIT,  and  the  circuit  is  the  whole  path  along  which  the 
electricity  is  supposed  to  flow. 

These  are  the  principal  terms,  independent  of  all  hypo- 
theses, which  are  used  in  the  science  of  electricity  in  its 
application  to  telegraphic  purposes,  and  it  is  upon  their 
clear  comprehension  that  the  ease  or  difficulty  of  the  mastery 
of  the  technical  details  of  telegraphy  depends.  The  nature 
of  electricity  itself  is  not  known,  nor  is  it  necessary  to  the 
telegraphist  that  it  should  be  known  by  him.  He  is  princi- 
pally interested  in  its  quantitative  measurement  and  its 
application  to  practical  purposes.  Let  him  master  its  ele- 
mentary principles,  its  general  ideas,  its  properties  and  its 
conditions,  and  he  can  well  afford  to  leave  to  physicists  the 
discussion  of  its  nature,  and  to  mathematicians  the  deter- 
mination of  its  laws. 


CHAPTER  II. 

BATTERIES. 

If  two  plates  of  different  metals  be  immersed  in  acidulated 
or  saline  water  it  is  found  that  a  difference  of  electrical 
potential  is  established  between  them.  Let  Zn  (fig.  2)  be  a 
zinc  plate  and  Pt  a  plate  of  platinum  immersed  in  acidulated 
water,  then  as  long  as  the  two  metals  are  kept  apart,  as 
shown,  no  action  is  observed  to  take  place  between  them, 
but  immediately  they  are  metallically  connected  together, 
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either  by  being  brought  into  actual  contact  at  any  point,  or 
by  means  of  a  wire  (a,  fig.  3),  and  so  long  as  they  remain 
so  connected,  the  zinc  is  eaten  away  and  the  acidulated  water 
is  decomposed  into  its  constituent  elements,  one  of  which 
unites  with  the  zinc  to  form  a  salt  of  that  metal,  while  the 
other — namely,  hydrogen — appears  at  the  platinum  plate  in 
the  form  of  bubbles,  some  of  which  adhere  to  the  plate 
while  others  rise  to  the  surface  of  the  liquid. 

The  wire  employed  to  connect  the  two  plates  outside 
the  liquid  also  appears  to  become  possessed  of  some  very 
remarkable  properties. 


Fig.  2. 


Fig.  3. 


a.  If  it  be  wound  round  a  piece  of  soft  iron  it  will 
render  that  iron  for  the  time  being  magnetic,  and  almost 
immediately  it  is  removed  the  iron  will  lose  all  trace  of 
magnetism. 

b.  If  it  be  placed  in  the  immediate  neighbourhood  of 
a  freely  suspended  magnetic  needle,  the  needle  will  at  once 
exhibit  a  tendency  to  place  itself  at  right  angles  to  it 

c.  If  the  wire  be  broken  and  the  ends  immersed  in 
water,  the  water  will  be  decomposed;  oxygen  collects  at 
the  end  of  the  section  proceeding  from  the  platinum  plate, 
and  in  this  nascent  state  forms,  as  a  rule,  an  oxide  of  the 
metal  composing  the  wire.  Hydrogen  rises  from  the  end 
of  the  section  coming  from  the  zinc  plate. 
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The  other  manifestations  of  the  energy  which  the  wire 
possesses,  viz.  its  generation  of  heat,  its  production  of  light, 
and  its  physiological  effects,  may  be  passed  over,  for  they 
are  not  at  present  employed  in  practical  tel^raphy. 

To  this  combination  of  two  different  metals  in  acidu- 
lated water  the  name  of  a  ceil  is  given ;  and  a  series  of  such 
cells,  properly  arranged,  forms  a  galvanic  or  voltaic  battery. 
It  is  convenient  to  represent  a  cell  symbolically  or  conven- 
tionally by  a  thick  and  thin  line  of  different  lengths — the 
former  representing  the  zinc  and  the  latter  the  platinum 
plate,  as  in  fig.  4.  A  battery  is  similarly  represented  by  a 
combination  of  these,  as  shown  in  the  same  figure. 


A  Cell. 


Fig.  4. 


Ill 


A  Battery. 


The  action  observed  is  said  to  be  due  to  a  current  which 
is  assumed  to  start  from  the  chemically  attacked  zinc  plate, 
to  pass  through  the  liquid  to  the  platinum,  and  thence  to 
return  by  means  of  the  wire  to  its  starting  point  This  term 
*  current '  (p.  7)  is  purely  a  convention  of  language,  and  must 
not  be  taken  to  imply  in  any  way  the  actual  transference  of 
matter  from  one  point  to  another.  The  word  was  introduced 
in  the  early  days  of  electricity,  when  electricity  was  believed 
to  be  a  fluid,  and  it  has  ever  since  been  retained. 

The  energy  which  the  wire  possesses  in  virtue  of  this 
transference  of  electricity,  or,  as  we  may  now  call  it,  the 
strength  of  the  current,  varies  with  the  metals  which  are 
employed  in  the  cell,  as  well  as  with  the  solution  in  which 
they  are  placed.    In  water  acidulated  with  sulphuric  or 
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nitric  acid  the  maximum  effect  is  obtained  when  the  metals 
farthest  apart  in  the  following  list  are  used  :  silver,  copper, 
antimony,  bismuth,  nickel,  iron,  lead,  tin,  cadmium,  zinc. 
In  water  acidulated  with  hydrochloric  acid  the  above  order 
is  modified  as  follows:  antimony,  silver,  nickel,  bismuth, 
copper,  iron,  lead,  tin,  cadmium,  zinc. 

Various  theories  have  been  advanced  to  account  for  the 
determination  of  the  difference  of  potential  resulting  in  this 
peculiar  action,  but  they  all  involve  theoretical  considera- 
tions beyond  the  scope  of  this  work. 

The  zinc  plate  of  a  cell  is  named  the  positive  plate  or 
element,  the  pktinum  or  copper  the  negative  plate  or 
element.  These  terms  positive  and  negative  convey  no 
meaning  of  themselves  ;  they  are  merely  intended  to  denote 
the  relative  condition  of  the  two  elements.  The  result  in 
the  cell  of  the  flow  of  current  is  this :  the  liquid  itself  is 
decomposed  ;  the  hydrogen  (H)  rising  at  the  copper  (Cu) 
plate  leaves  it  untouched,  and  the  oxygen  (O)  attacks  the 
zinc  (Zn)  plate,  and  gradually  eats  it  away  by  forming  zinc 
oxide  (ZnO).  Assuming  first  that  pure  water  (HjO)  is  made 
use  of,  the  action  which  takes  place  may  be  symbolically 
represented  thus : 

Before  contact — 


Zn,  H2O,  H2O,  H2O,  Cu. 
After  contact — 


ZnO,  H2O,  H2O,  H2CU. 

But  zinc  oxide  (ZnO),  which  is  non-conducting,  is  insoluble 
in  water,  and  consequently  if  pure  water  were  used  the 
action  would  soon  cease,  because  the  zinc  plate  would  be 
speedily  covered  with  an  insulating  compound.  Hence 
sulphuric  acid  (H2SO4)  is  added,  which  instead  of  zinc 
oxide  deposits  the  soluble  zinc  sulphate  (ZnS04),  so  that 
the  zinc  plate  is  left  clear  for  further  action.    The  addition 
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of  H2SO4  has  also  the  effect  of  reducing  the  resistance 
offered  by  the  water  to  the  passage  of  the  current    This 
action  is  symbolically  represented  thus  : 
Before  contact — 


Zn,  H2SO4,  H2SO4,  H2SO4,  Cu. 
After  contact — 


ZnS04,  H2SO4,  H2SO4,  H2CU. 

Although  the  deposition  of  hydrogen  upon  the  copper 
plate  is  quite  harmless  so  far  as  the  copper  itself  is  con- 
cerned, yet  it  has  a  very  deleterious  effect  upon  the  general 
working  of  the  cell.  The  workmg  is  impeded,  and  the  electro- 
motive force  (p.  5)  is  very  sensibly  diminished  by  it.  To 
this  obstructive  action  the  name  oi  galvanic  polarisation  has 
been  given.  It  is  due  to  the  fact  that  the  free  hydrogen 
accumulating  upon  the  copper  plate  behaves  with  respect  to 
it  in  a  manner  almost  exactly  similar  to  that  of  the  zinc 
itself — that  is  to  say,  the  hydrogen  assumes  a  positive 
potential  relative  to  the  copper.  The  result  is  very  nearly 
the  same  as  if  two  plates  of  zinc  were  opposed  to  each 
other.  If  such  were  the  case,  no  difference  of  potential 
could  be  determined,  and  consequently  no  current  would 
be  obtained. 

It  will  thus  be  seen  how  essentially  necessary  a  matter  it 
becomes  to  prevent  the  accumulation  of  free  hydrogen  upon 
the  negative  plate. 

This  object  has  been  attained  in  various  ways. 

In  Smee's  battery  the  deposition  of  hydrogen  on  the 
negative  plate  was  prevented  by  mechanical  means.  He 
coated  the  plate  with  finely-divided  platinum,  and  the 
hydrogen,  being  readily  discharged  from  its  roughened  sur- 
face, rose  in  bubbles  to  the  surface  of  the  liquid.  This 
battery  is  not  practically  employed  in  telegraphy  now,  and 
may  therefore  be  passed  over  without  further  comment. 

In  1836  Daniell  invented  the  battery  which  bears  bis 
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name,  in  which  he  succeeded  in  completely  eliminating 
polarisation.  This  battery  appears  under  various  modifi- 
cations, but  the  principle,  which  is  as  follows,  is  the  same 
in  all. 

Zinc  and  copper  are  employed  as  the  positive  and  nega- 
tive plates  respectively,  but  instead  of  being  in  the  same 
liquid  they  are  placed  in  different  liquids,  which  are  separated 
from  each  other  by  a  porous  partition.  The  liquid  sur- 
rounding the  zinc  is  diluted  sulphuric  acid  ;  that  surrounding 
the  copper  a  solution  of  copper  sulphate  (CUSO4).  The 
part  played  by  the  latter  is  the  distinguishing  feature  of 
Daniell's  battery.  The  instant  the  two  plates  are  connected 
with  each  other  action  commences ;  the  zinc  plate  is 
attacked,  and  a  salt  (zinc  sulphate)  of  that  metal  is  formed ; 
the  hydrogen  liberated  at  the  copper  plate  reduces  the 
copper  sulphate,  expelling  from  it  the  metallic  copper, 
which  is  thrown  down  in  a  perfectly  pure  state  upon  the 
copper  plate  of  the  cell.  The  hydrogen  then,  by  combining 
wijth  the  radicle  SO4,  forms  sulphuric  acid  (H2SO4),  which, 
finding  its  way  through  the  porous  partition  into  the  zinc 
cell,  maintains  the  solution  there  at  a  constant  strength. 

The  consequence  of  this  is  that  the  positive  plate  is 
gradually  eaten  away,  and  the  liquid  surrounding  it  becomes 
a  solution  of  the  zinc  sulphate  ;  the  copper  sulphate  is  re- 
duced, but  the  negative  plate — the  main  point  to  be  looked 
after — is  kept  perfectly  clean  and  bright  by  the  deposition 
upon  it  of  pure  metallic  copper  thrown  down  by  the  hydrogen 
from  the  solution  of  copper  sulphate. 

The  action  of  a  Daniell's  battery  may  be  symbolically 
represented  thus  : 

Before  contact — 


Zn,  H2SO4,  H2SO4,  II  GUSO4,  CUSO4,  Cu. 
After  contact — 

ZnSO,,  H^04,  H2SO4,  II  CUSO4,  CuCu 
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The  electro-motive  force  ctf  a  Danidl  cdl  is  taken  to  be 
I -079  volt. 


One  of  the  most  convenient  of  the  various  forms  of 
Daniell's  battery,  and  that  which  has  been  much  employed 
in  the  various  telegraph  sys- 
tems, is  the  following : — 

A  teak  trough  (teak  is 
selected  on  account  of  its 
durability,  and  from  the 
fact  that  it  shows  little 
tendency  to  warp)  is  di- 
vided into  five  spaces  or 
cells,  which  are  separated 
Pi^  ^  from  each   other  by  slate 

partitions  (figs.  5  and  6). 
It  is  then  coated  thoughout,  including  the  slate  parti- 
tions, with  marine  glue.'  The  object  of  this  is  to  render 
the   trough   perfectly  water-tight  and  prevent  any  leabige 
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from  one  cell  to  another.  On  the  adhesive  surface  thus 
formed  a  glass  plate  is  fixed  at  the  sides  and  bottom  of 
each  cell,  as  otherwise  the  materials  of  the  battery  would 
adhere  to  the  cells.  At  the  right  of  each  cell  is  placed  a 
porous  earthenware  pot,  kept  in  position  by  a  snMlll  ridge 
running  parallel  to  the  sides  of  the  cell,  and  in  which  is 
inserted  a  thin  copper  plate  four  inches  square.  Opposite 
the  porous  pot  in  each  cell  is  placed  the  zinc  plate,  four 
and  a  half  inches  wide  and  two  and  a  half  inches  deep. 

The  porous  cells  are  then  filled  to  about  one  third  of 
their  height  with  crystals  of  copper  sulphate,  and  pure  water 
is  poured  in  up  to  the  level  of  the  top  of  the  zinc  plate. 
A  short  time  is  allowed -for  this  solution  to  force  the  air 
from  and  to  saturate  the  porous  earthenware,  after  which  the 
zinc  divisions  are  filled  with  pure  water  to  within  a  quarter 
of  an  inch  of  the  top  of  the  zinc  plates.  The  copper  plate 
of  one  cell  is  connected  with  the  zinc  of  the  succeeding  cell 
by  a  copper  strap  passing  over  the  slate  partition.  The 
plates,  in  fact,  are  permanently  connected  with  each  other, 
and  are  issued  in  pairs.  One  end  of  a  copper  strap  is 
fastened  to  the  copper  plate  by  means  of  a  copper  rivet, 
and  the  other  end,  after  being  well  tinned  for  about  |  inch 
so  as  to  insure  good  metallic  connection,  is  cast  into  the 
2dnc  plate. 

The  last  copper  and  the  last  zinc  are  each  connected 
to  a  brass  binding  screw  or  terminal,  which  become  re- 
spectively the  positive  and  negative  poles  of  the  battery.^ 

In  setting  up  a  DanielFs  battery  there  are  various  points 
to  which  special  attention  must  be  given,  a  disregard  of  any 
one  of  which  will  more  or  less  mar  its  action. 

a.  The  copper  sulphate,  which  is  manufactured  by 
dissolving  either  pure  copper  or  scales  of  cupric  oxide  in 

to  stand  for  ten  or  twelve  days.  Two  parts  of  shellac  are  then  added 
to  one  part  of  this  mixture,  and  the  compound  thus  obtained  is  cooled 
on  marble  slabs. 

•  Note  that  the  connection  at  the  negative  plate  is  ^t  positive  poU 
and  that  at  ikat  positive  plate  the  negative  pole. 


"16  Batteries 

sulphuric  acid,  must  be  of  the  purest  possible  description. 
The  foreign  ii^redient  mainly  to  be  found  in  it  is  iron, 
whose  presence  may  be  ascertained  by  the  following  test : — 
The  copper  sulphate,  like  all  the  copper  salts,  forms  with 
excess  of  ammonia  a  deep  blue  solution,  whilst  the  iron 
sulphate,  under  similar  circumstances,  is  precipitated  as  a 
dirty-brown  powder.  If,  therefore,  to  a  solution  of  copper 
sulphate'  ammonia  be  added  until  this  deep  blue  colour  is 
obtained,  the  amount  of  iron  present,  provided  there  really 
is  any,  can  be  readily  known.  In  good  copper  sulphate  it 
should  never  exceed  -55  per  cent. 

b.  The  metals,  but  more  especially  the  zinc,  should  be 
as  pure  as  can  possibly  be  obtained.  This  applies  to 
the  metals  not  only  for 
Daniell's  battery,  but  for 
every  other  species  of  bat- 
tery as  well.  For,  if  any 
foreign  ingredients  make 
their  appearance  the  action 
of  the  battery  is  seriously 
interfered  with ;  the  effect 
■  '  is  the   same   as   though  a 

number  of  small  plates  of  different  metals  were  opposed  to 
each  other.  Local  currents  are  generated,  the  plates  are 
needlessly  attacked,  and  the  general  condition  of  the  battery 
is  impaired.  Let  fig.  7  represent  a  portion  of  a  zinc  plate 
containing  several  particles  of  iron,  tin,  or  lead,  which  are 
the  usual  impurities  to  be  met  with  in  it.  The  contact  of 
either  of  these  metals  (say  lead)  vith  zinc  causes  the  latter 
to  have  a  positive  potential  relatively  to  the  former,  and  if 
the  impurity  be  on  the  surface  of  the  plate,  a  liquid  arc 
intervenes  so  that,  all  the  required  conditions  being  present, 
a  cuirent  starts  from  the  zinc  to  the  lead  through  the  liquid 
(fig.  7  a).  Owing  to  the  local  action  which  is  thus  com- 
menced, the  dnc  plate  is  eaten  away  to  no  purpose,  the 
liquid  is  decomposed,  and  the  hydrogen  which  is  liberated 
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partially  polarises  the  zinc  plate  (p.  12).  The  consequence 
is  that  the  resultant  ^  current  may  be  materially  weakened, 
at  the  same  time  that  the  battery  is  proportionately 
injured. 

The  possibility  of  anything  like  this  occurring  is  pre- 
vented in  various  ways.  Pure  zinc,  on  account  of  its 
expense,  cannot  be  employed.  The  object,  however,  is 
attained  either  by  covering  the  zinc  with  mercury — a  process 
called  amalgamation^  or  by  employing  a  solution  of  zinc 
sulphate  in  place  of  acidulated  water  in  the  zinc  cells. 

Mercury  possesses  the  power  of  combining  with  several 
of  the  other  metals,  and  forming  alloys,  which  are  known 
as  amalgams.  Zinc  may  be  amalgamated  by  being  first 
cleaned  with  hydrochloric  or  sulphuric  acid  and  then 
rubbed  over  with  mercury.  The  ordinary  liquid  arc  can 
then  no  longer  intervene  between  the  various  impurities  in 
the  plate— a  mercurial  metallic  arc  takes  its  place  (fig.  7  b). 
Consequently  the  conditions  for  a  local  current  are  des- 
troyed, and  no  local  action  on  the  surface  of  the  plate  can 
take  place  ;  at  the  same  time  a  perfectly  homogeneous 
surface  is  presented  for  the  general  working  of  the  battery. 

Amalgamation,  however,  is  not  adopted  in  the  Daniell's 
battery  employed  in  telegraphy ;  it  has  been  found  more 
advantageous  in  every  respect  to  adopt  the  suggestion  (first 
made  by  Mr.  Fuller  in  1853),  to  employ  a  solution  of  the 
zinc  sulphate  if  the  battery  is  to  be  brought  at  once  into  use. 
But  it  will  be  seen  (p.  13)  that  zinc  sulphate  is  spontaneously 
formed  in  the  action  of  the  battery.  Consequently  if  the 
action  be  allowed  to  go  on  for  some  time,  say  forty- eight 
hours,  before  the  battery  is  actually  required,  it  becomes 
unnecessary  to  use  at  the  outset  anything  more  than  water 
in  the  zinc  cell. 

■  The  term  resultant  implies  the  ultimate  effect  of  a  series  of  actions 
which  may  be  similar  or  opposite  in  their  character.  There  may  be 
several  causes  present  to  determine  currents  in  the  same  or  different 
directions,  and  the  resultant  current  is  the  final  result  or  algebraic  sum 
of  the  currents  arising  from  all  those  causes. 

C 
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c.  The  coppa*  sulphate  used  must  be  in  the  form  of 
crystals,  and  not  a  powder.  In  the  latter  state  it  dissolves 
slowly,  and  in  time  adheres  so  tenaciously  to  the  cell  that 
it  can  with  difficulty  be  removed. 

d»  Care  must  be  taken  that  the  zinc  plate  does  not  touch 
the  porous  cell.  Should  it  do  so  a  local  action  commences 
at  once,  due  to  the  fact  that  some  of  the  copper  sulphate 
makes  its  way  through  the  porous  partition  into  the  zinc 
division,;,  and  may  come  in  contact  with  the  zinc  plate. 
Now  the  compound  radicle  SO4  (which  together  with  Cu 
makes  up  copper  sulphate)  has  a  far  greater  affinity  for  zinc 
than  for  copper,  it  consequently  leaves  the  latter  which  is 
precipitated  in  a  metallic  state  on  the  side  of  the  porous 
partition  or  upon  the  zinc  plate  as  a  black  spongy  deposit 

Batteries  such  as  those  described,  in  which  these  pre- 
cautions have  been  taken,  will  remain  in  constant  action  for 
some  weeks  without  requiring  any  attention  whatever.  At 
the  expiration  of  a  month  it  becomes  necessary  to  refresh 
them,  and  the  following  points  must  then  be  seen  to : 

a.  The  solution  in  the  zinc  cell  should  not  be  supersatu- 
rated with  the  zinc  sulphate.  The  result  of  this  would  be 
the  deposition  of  crystals  on  the  zinc  plate,  the  copper  strap, 
and  along  the  edges  of  the  cell,  whereby  the  liquid,  would  be 
carried  off  by  capillary  action,  and  short-circuits  formed 
between  the  cells.  Should  this  occur,  the  crystals  must  be 
removed,  a  portion  of  the  liquid  drawn  off,  and  the  cell  re- 
filled with  water.  The  solution  is  in  the  best  possible  state 
when  it  is  semi-saturated  with  the  zinc  sulphate ;  its  con- 
ducting power  is  then  at  a  maximum. 

b.  The  zinc  plate  should  be  examined,  and  if  there  be 
any  quantity  of  what  at  first  sight  appears  to  be  black  mud 
upon  it,  this  should  be  scraped  off  and  carefully  laid  aside. 
The  *  black  mud '  contains  the  purest  copper,  and  its  pre- 
sence on  the  zinc  plate  is  thus  accounted  for : — Liquids 
differing  in  specific  gravity  and  separated  from  each  other 
either  by  gravity  alone  or  by  a  porous  diaphragm,  possess  the 
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power  of  gradually  diffusing  into  each  other,  and  in  time 
forming  a  mechanical  mixture.    As  the  specific  gravities  of 
a  solution  of  the  zinc  sulphate  and  of  a  solution  of  the 
copper  sulphate  are  different,  they  mingle  with  each  other 
in  course  of  time  through  the  porous  partition  ;  but  no 
sooner  does  the  copper  sulphate  enter  the  zinc  cell  than  the 
radicle  SO4  leaves  it  and  unites  with  the  zinc,  for  which, 
as  has  been  already  observed  (p.  18,^),  it  has  a  more  decided 
•affinity.      The  copper  of  the  copper  sulphate  is  thus  set 
free  and  deposited  on  the  zinc  plate.     The  action  of  the 
battery  is  thereby  gradually  weakened,   until  eventually, 
when   the  zinc  plate  is  covered  with  copper,  the  current 
entirely  ceases  to  flow.      It  is  just  in  effect  as  if  two 
plates  of  the  same  metal  were  employed,  between  which  no 
difference  of  potential  can  of  course  be  determined.    The 
copper,  on  account  of  the  finely-divided  state  in  which  it  is 
precipitated  from  its  sulphate,  speedily  becomes  oxidised 
and  loses  its  bright  metallic  lustre. 

c.  The  copper  cell  should  be  examined,  and  if  the 
crystals  of  copper  sulphate  are  nearly  exhausted  a  fresh 
supply  should  be  added,  and  water  poured  in  to  supply  the 
place  of  that  which  may  have  been  carried  off  by  evapora- 
tion. 

d.  Special  care  should  be  taken  that  the  connecting 
straps  and  the  terminal  binding  screws  are  kept  bright  and 
clean. 

The  battery,  at  the  end  of  two  months,  if  it  has  been 
in  constant  use,  and  three  months  if  it  has  been  but  mode- 
rately worked,  should  be  thoroughly  cleaned  throughout. 
The  solution  in  the  zinc  cell  is  first  drawn  off  by  means  of  a 
syringe  and  placed  for  further  use  in  a  vessel,  into  which  it 
is  advisable  to  throw  a  few  scraps  of  zinc,  for  any  copper 
which  may  be  held  in  solution  will  thus  be  thrown  down 
and  only  the  zinc  sulphate  left.  The  liquid  in  the  copper 
ceH  is  drawn  off  in  the  same  manner,  any  crystals  which 
may  remain  being  taken  out.     The  plates  are  next  removed, 

c  2 
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well  scraped  and  cleaned,  the  'mud'  obtained  from  the 
zinc  being  carefully  preserved  in  a  box  provided  for  the 
purpose. 

The  porous  cells  are  then  cleared  of  the  copper  with 
which  they  have  become  partially  encrusted.  The  presence 
of  copper  on  them  cannot  well  be  prevented ;  it  is  one  of 
the  results  of  a  local  action  which  owes  its  origin  partly  to 
the  intermingling  of  the  zinc 
sulphate  and  the  copper  sul- 
phate, and  partly  to  the  im- 
purities which,  in  the  shape  of 
metallic  dust  or  small  pieces 
of  carbon,  are  occasionally  to 
be  met  with  in  the  porous 
cell  itself.  This  deposition  is 
prevented  to  some  extent  by 
the  plan  adopted  with  a  view 
to  check  the  diffusion  of  the 
copper  sulphate  solution  into 
the  zinc  cell,  which  is  the 
saturation  of  the  porous  cell 
with  melted  parafBn  wax,  ex- 
cept at  the  part  immediately 
opposite  the  zinc  plate.  The 
Fin.  B.  ithnaiiia.  celjs  themselves  must  be  well 

rinsed  out,  the  metal  deposited 
in  them  scraped  off,  and  every  particle  of  foreign  matter 
removed. 

The  battery  is  re-charged  in  the  same  way  as  it  was 
originally  chained.  The  porous  pots  are  replaced,  the  plates 
refitted,  new  ones  being  substituted  for  any  which  are  found 
to  be  imperfect ;  the  porous  cells  are  charged  with  copper 
sulphate  crystals  and  filled  to  the  right  level  with  pure  water, 
and  the  solution  drawn  off  from  the  zinc  cells  is  diluted  with 
pure  water  and  replaced. 

It  is  essential  that  the  battery  shall  be  placed  in  a 
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dry  position,  free  alike  from  the  extremes  of  heat  and  cold, 
and  be  protected  as  for  as  possible  ^lainst  the  accumulation 
of  dust  upon  it.  If  it  rests  on  damp  ground  it  is  worked 
unnecessarily  and  its  force  is  cbnsequently  reduced,  for  the 
damp  ground  more  or  less  short-circuits  the  battery.  To 
prevent  this  the  batteries  are  sometimes  placed  upon  wooden 
racks,  the  boards  of  which  should  be  of  a  triangular  section, 
as  shown  in  fig.  8. 

The  various  forms  and  sizes  of  Daniell's  battery  are  de- 
vised chiefly  with  reference  to  the  conditions  under  which 
they  are  ordinarily 
used.  One,  which 
has  been  employed 
to  a  considerable 
extent  in  Great 
Britain,  is  the 
'  Chamber '  form, 
introduced  by  Muir- 
head  alwut  1858. 
Into  a  vessel  of 
glazed  porcelain  or 
of  ebonite  a  flat 
porous  earthenware 
pot,   as    shown    in 

fig.     9,     is      placed,  Kig.  9.    !rdr=als.«. 

the  pot  having  been 

previously  saturated,  except  at  the  part  opposite  the  zinc 
plate,  with  melted  paraffin  wax.  This  porous  pot  contains 
the  copper  plate  with  the  solution  and  crystals  of  the  copper 
sulphate  ;  the  zinc  is  placed  in  the  porcelain  vessel,  which 
is  filled  up  as  before  with  water.  The  action  as  well  as 
the  mode  of  treatment  is  exactly  similar  to  that  which  has 
been  already  described.  At  a  large  station,  where  every 
facility  is  afibrded  for  cleaning  batteries,  the  'Chamber' 
cells  can  be  more  easily  handled  than  those  of  the  trough  ; 
whilst  if  it  be  found  necessary  to  employ  increased  battery 
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power,  a  few  of  these  cells  can  be  very  conveniently  added 
to  those  previously  in  use. 

The  conditions  to  be  fulfilled  by  a  good  working  battery 
for  ordinary  practical  purposes  are  : 

I  St.  That  the  electro-motive  force  and  internal  resist- 
ance shall  be  constant 

2nd.  That  the  materials  used  in  the  construction  and 
maintenance  of  it  shall  not  be  expensive. 

3rd.  That  when  the  battery  is  not  being  worked  there 
shall  be  no  waste  of  the  materials  employed;  in  other 
words,  there  shall  be  no  local  action. 

The  Daniell  battery  fulfils  the  first  condition  as  satis- 
factorily as  any  battery  which  has  yet  been  invented. 

Local  action,  causing  a  variation  in  the  strength  of  the 
current,  does  take  place,  as  was  pointed  out  at  p.  16,  ^ ; 
but  if  the  precautions  indicated  above  to  prevent  this 
are  taken,  the  variation  is  so  slight  as  to  be  impercep- 
tible in  practical  working,  and  no  inconvenience  is  felt 
from  it. 

In  point  of  cheapness,  both  in  construction  and  main- 
tenance, the  Daniell  contrasts  favourably  with  its  rivals.  A 
battery  of  five  cells  similar  to  that  which  has  been  described 
above,  charged  and  ready  for  use,  costs  15J. ;  in  the  course 
of  twelve  months,  if  the  battery  has  been  fairly  worked,  ten 
pounds  of  sulphate  of  copper  are  used ;  and,  including  the 
labour  of  refreshing  and  cleaning  out,  the  annual  cost  of 
the  maintenance  of  it  may  be  set  down  at  7^.  6^/. 

It  does  not  fulfil  the  third  condition.  Even  when 
DanielFs  battery  is  at  rest  there  is  a  waste  of  the  materials 
employed.  By  reason  of  the  action  to  which  reference 
has  been  made  (p.  16,  b\  the  liquids  diffuse  into  each  other 
through  the  porous  cell,  and  the  copper  sulphate  is  gradually 
reduced. 

On  account  of  this  the  porous  cells  of  a  Daniell  battery 
which  is  required  only  for  occasional  use  are  made  con- 
siderably thicker  than  those  already  described ;  in  this  way 
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the  mixture  of  the  two  solutions  is^  retarded,  but  at  the 
same  time  the  resistance  to  the  current  as  it  passes  from 
plate  to  plate  is  increased. 

Several  modifications  of  the  Daniell's  battery,  to  which 
reference  will  be  made  hereafter,  have  been  introduced  with  a 
view  to  prevent  as  far  as  possible  the  diffusion  of  the  liquids. 

Next  to  Daniell's,  the  battery  which  of  late  years  has 
obtained  most  favour  in  Great  Britain  is  that  invented  by 
the  late  M.  Leclanch^,  of  the  Eastern  Railway  of  France^ 
in  1866. 

Zinc  is  employed  in  this  cell  as  the  positive  element, 
and  carbon  as  the  negative  element.  The  depolarising 
agent  is  manganese  dioxide  (Mn02),  the  pyrolusite  of 
mineralogists.  This  mineral  is  to  be  found  in  Germany, 
France,  Hungary,  Brazil,  Cornwall,  Devon,  &c.,  and  is  one 
of  the  main  sources  of  supply  of  oxygen.  For  use 
in  the  battery  it  is  broken  up  into  coarse  grains  and 
carefully  sifted ;  in  this  way  all  that  exists  in  the  form 
of  a  powder  is  got  rid  ot  It  is  mixed  with  an  equal 
volume  of  carbon  crushed  to  about  the  same  state  as  the 
dioxide  of  manganese  itself.  An  earthenware  porous  pot, 
into  which  a  plate  of  carbon  has  been  placed,  is  then  filled 
with  this  mixture.  The  zinc,  which  is  in  the  shape  of  a 
rod,  is  surrounded  by  a  solution  of  chloride  of  ammonium 
(NH4CI),  the  ordinary  sal-ammoniac  ;  and  when  it  is  con- 
nected with  the  carbon  plate  the  following  action  takes 
place  : — ^The  zinc  is  attacked  by  the  chlorine  ;  chloride  of 
zinc  is  formed,  and  dissolved  in  the  liquid.  The  other  con- 
stituent of  the  sal-ammoniac  besides  chlorine,  namely,  am- 
monium (NH4),  is  immediately,  on  being  set  free,  oxidised 
by  the  dioxide  of  manganese,  and  ammonia  and  water  are 
thereby  formed.  So  long  as  this  simple  action  goes  on  un- 
impeded by  any  other,  galvanic  polarisation  is  prevented, 
and  the  strength  of  current  obtained  from  this  combination 
remains  constant.  The  manganese  dioxide  is  reduced 
to  a  lower  oxide  known  as  the  sesquioxide  (MnaOa).    What 
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actually  takes  place  may  be  symbolically  represented  as 
follows : 

Before  contact — 

Zn  +  aNH^CI  ||  2MnOj+C 
After  contact— 

ZnCl,+  2NHj+H20||  MnjOa+C. 

The  results  of  the  action  are,  the  formation  of  chloride 

of  zinc,  free  ammonia,  and  water,  and  the  reduction  of  the 

dioxide  of  manganese  to  the  sesquioxide. 

Three  sizes  of   cells  are  made,   the    form  generally 

adopted  being  that  shown  in  fig.  lo.  Into  a  glass  vessel 
containing  a  solution  of  sal-am- 
moniac a  zinc  rod  is  placed ; 
the  porous  pot  containing  the 
carbon  plate  and  the  mixture 
of  pounded  carbon  and  di- 
oxide of  manganese  is  next 
inserted  into  it.  This  carbon 
plate  is  fitted  with  a  lead  top, 
into  which  a  binding  screw  is 
fixed  for  the  purpose  of  tx>n- 
necting  it  with  the  wire  pro- 
ceeding from  the  neighbouring 
zinc.  Lead  is  employed  in 
preference  to  any  other  metal, 
chiefly  on  account  of  its  stability, 
p,~^  and  it  is  of  great  importance 

that  good   contact  should  be 

insured  between  it  and  the  carbon. 

In  setting  up  a  Leclanch^'s  battery  the  following  points 

must  be  carefully  attended  to  : 

a.  A  strong  solution  of  sal-ammoniac  should  be  used 

(not  crystals  with  a  supply  of  water)  ;  and  care  should  be 

taken  that  none  be  spilt  on  the  edges  of  the  cell  or  on  the 
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porous  pot,  as  this  is  apt  to  give  rise  to  capillary  and  sub- 
sequent chemical  action.  In  the  action  of  the  battery 
double  salts — oxychlorides  of  zinc  and  zinc-ammonic- 
chlorides — are  formed.  They  are  the  result  of  a  secondary 
action  which  makes  its  appearance  after  the  battery  has 
been  kept  steadily  at  work  for  a  short  time,  and  which 
seriously  interferes  with  its  constancy.  So  long  as  chlorine 
only  is  set  free  at  the  positive  plate  and  ammonium  liberated 
at  the  negative,  so  long  is  galvanic  polarisation  averted ;  but 
as  soon  as  oxygen  arises  at  the  zinc  and  hydrogen  uncon- 
sumed  accumulates  on  the  carbon — which  actually  does 
occur  after  continued  working  for  a  few  minutes — galvanic 
polarisation  ensues,  a  counter  current  is  generated,  and  the 
resultant  strength  of  current  obtained  from  the  battery  is 
reduced.  This  galvanic  polarisation,  along  with  every  trace 
of  secondary  action,  speedily  disappears  if  the  battery  be 
left  to  itself;  and  it  is  not  observable  at  all  if  the  battery  is 
called  into  play  only  at  intervals. 

b.  The  porous  cell  should  stand  not  more  than  two- 
thirds  its  height  in  the  solution,  as  the  latter  tends  to  creep 
up  the  pot  by  capillary  action,  and  when  the  water  has 
evaporated,  a  crust  of  the  salt  is  formed  in  the  neck  of  the 
vessel  which  may  short-circuit  the  cell. 

c.  The  connecting  wires  from  the  carbons  to  the  suc- 
ceeding zincs  must  be  carefully  protected.  This  is  done 
by  covering  them  with  paint,  tar,  gutta-percha,  Chatterton's 
compound,*  or  any  other  substance  of  a  similar  nature. 
India-rubber  has  been  found  to  answer  the  purpose  as  well 
as  anything.  The  object  of  this  is  to  prevent  the  free 
ammonia  given  off  in  the  action  of  the  battery  from  reaching 
the  metallic  wire ;  if  the  wire  is  exposed  to  the  smallest 

*  Chatterton's  compound  is  a  mixture  of  resin,  Stockholm  tar,  and 
gutta-percha,  in  the  following  proportions : — 

I  pound  of  resin. 

I      ,,      „  Stockholm  tar. 

3  pounds  of  gutta-percha. 
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extent,  the  ammonia  attacks  it  and  gradually  eats  it  through. 
The  result  is  that  the  circuit  is  broken,  and  the  batteiy  is 
for  the  time  rendered  perfectly  useless. 

d.  The  dioxide  of  manganese  which  is  used  is  of  the 
form  known  as  needle  manganese.  All  the  dust  should  be 
carefiilly  removed  from  the  coarse  powder  into  which  this 
is  broken  up.  Ledanch^  found  the  presence  of  a  small 
amount  of  fine  powder  in  the  porous  pot  to  be  not  only 
injurious  to  the  action  of  the  battery,  but  also  to  interfere 
greatly  with  its  constancy. 


Fig.  II.    {thiealuie. 

The  top  of  the  carbon  pot  is  covered  with  marine  glue^ 
or  an  asphalte  composition.  Care  has  to  be  taken,  however, 
to  leave  a  hole  in  the  same  so  as  to  allow  the  air  to  escape 
when  the  pot  is  placed  in  the  solution.  The  cells  of  a 
Leclanch^'s  battery  are  joined  up  in  the  usual  way  to  form 
a  series.  Fig.  ri  shows  how  three  of  these  cells  are  so 
connected. 

A  Leclanch^s  battery  thus  set  up  will  remain  in  good 
condition  for  a  period  varying  according  to  the  amount  of 
work  which  it  is  called  upon  to  do.     If  it  be  required  only 


Leclanchi  Battery  27 

for  occasional  use,  such  as  the  ringing  of  bells  for  either 
signalling  or  domestic  purposes,  or  if  it  be  employed  upon 
a  speaking  circuit  along  which  comparatively  little  traffic 
passes,  it  is  really  difficult  to  say  how  long  the  battery  would 
last,  provided  the  precaution  be  taken  to  add  every  now 
and  then  a  little  water  to  the  liquid  in  the  cells  to  com- 
pensate for  evaporation,  and  if  need  be  cleaning  the  zincs. 
On  busy  circuits,  however,  it  cannot  be  relied  upon  to  any- 
thing like  the  same  extent  as  the  Daniell,  because  (unless 
the  current  is  very  weak)  the  hydrogen  is  liberated  at  the 
surface  of  the  carbon  faster  than  the  Mn02  can  be  de- 
oxidised, and  polarisation  ensues.  The  zinc  salts  which  are 
formed  da  not  admit  of  being  readily  dissolved  by  the 
solution  of  sal-ammoniac ;  the  secondary  action  already 
alluded  to  makes  itself  felt ;  the  strength  of  the  current 
consequently  varies,  and  constancy  is  lost.  And  not  only 
this ;  the  porous  pots  crack  in  considerable  numbers ;  the 
glass  cells  occasionally  break  from  no  apparent  external 
cause,  and  the  connecting  wires,  if  exposed  to  the  slightest 
extent,  are  very  liable  to  be  eaten  through  by  the  free 
ammonia  given  off.  A  local  action,  too,  is  observed  to 
take  place  between  the  connecting  wire,  the  brass  binding 
screw,  and  the  lead  top  of  the  carbon  plate.  Salts  of  lead 
are  there  formed,  causing  disconnections  in  the  circuit. 
An  attempt  was  made  to  get  rid  of  this  local  action  by  weld- 
ing or  soldering  the  wire  on  to  the  lead  top  of  the  carbon 
plate,  and  issuing  the  elements  in  pairs,  as  in  the  case  of 
the  form  of  DanielPs  battery  which  has  been  described 
(p.  15)  ;  but  this  is  not  convenient.  White  lead  is  also  apt 
to  form  in  considerable  quantities  at  the  junction  of  the 
carbon  with  the  lead. 

In  the  conditions  to  be  fulfilled  by  a  good  working 
battery,  Leclanch^'s  battery  possesses  one  decided  advantage 
over  Daniell's,  and  that  is,  that  there  is  no  waste  of  materials 
when  the  battery  is  not  actually  at  work,  for  the  diffusion 
which  takes  place  in  DanielFs  battery  cannot  exist  with  the 
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single  fluid  in  Leclanch^'s.  In  point  of  cheapness,  however, 
as  well  as  constancy,  the  Daniell's  battery  holds  its  own. 
A  five-cell  Leclanch^,  of  the  fonn  described,  would  cost 
\is.  6d. ;  the  cost  of  maintenance,  like  the  constancy,  will 
vary  according  to  the  purpose  for  which  it  is  employed. 

Ledanch6  dispensed  vrith  the  porous  pot  by  a^lo- 
meraCing  into  one  mass  under  hydraulic  pressure  a  mixture 
of  40  parts  manganese  dioxide,  55  parts  powdered  carbon, 
and  5  parts  gum  lac  resin.  Solid  bloclcs  are  thus  formed, 
which  are  placed  against  the  carbon  plate  and  held  there  by 


india-rubber  bands.  The  durability  of  the  battery  is  thus 
considerably  increased,  and  its  internal  resistance  reduced. 
In  one  form  of  the  Agglomerate  Leclanch^  as  they  are 
called,  a  flat  carbon  plate  has  a  block  on  each  side  of  it,  and 
the  zinc  is  the  usual  rod.  This,  however,  perhaps  owing  to 
some  defect  in  manufacture,  is  not  entirely  satisfactory  ;  but 
another  form,  shown  in  fig.  la,  and  known  as  the  Six-block 
Agglomerate,  is  extremely  good.  It  consists  of  a  central 
carbon  block  grooved  to  take  six  agglomerate  cylindrical 
rods  which  are  placed  around  it ;  the  combination  is 
wrapped  round  with  a  piece  of  canvas  and  kept  together  by 
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rubber  rings.  In  this  case  the  zinc  element  is  in  the  form  ofa 
cylinder,  which  almost  completely  surrounds  the  agglomerate 
combination  and  so  further  tends  to  reduce  the  resistance 
of  the  cell.  In  the  figure  the  two  elements  are  shown 
separate,  and  part  of  the  canvas  coverii^  is  removed  from 
the  agglomerate  combination.' 

The  electro-motive  force  of  the  Leclanche  cell  at  its  best 
may  be  i'6  volt,  but  in  practice  it  cannot  be  relied  upon  to 
give  more  than  r"4  volt. 

The  so-called  dry  cells  have  recently  been  so  much 
improved  that  they  are  fast 
coming  into  more  general  use, 
but  as  a  rule  the  electro- 
motive force  of  this  type  of 
cell  diminishes  very  rapidly 
after  a  comparatively  short 
time,  while  its  internal  resist- 
ance increases  abnormally, 
frequently  amounting  to  hun- 
dreds of  ohms,  These  cells 
have,  however,  the  advantage 
of  extreme  portability,  and  in 
the  best  forms  of  dry  cell  this 
advantage  may  outweigh  the  Fic,  13. 

disadvantages    due    to    the 

above-mentioned  defects.  One  other  important  point  is  that 
after  once  being  set  up  they  require  no  further  attention 
until  renewal  is  necessary. 

Fuller's  mercury -bichromate  battery  {fig.  13)  is  very 
extensively  employed.  The  zinc  rod,  which  is  of  the  form 
shown,  cast  on  a  copper  wire,  is  placed  in  a  porous  pot, 
with  two  ounces  of  mercury,  by  which  the  zinc  is  kept  self- 
amalgamated  (p.  17).  The  carbon  plate  and  porous  pot  are 
then  inserted  in  a  quart-size  earthenware  jar,  into  which  are 

•  In  a  laler  form  the  end  of  the  zinc  [s  cut  off  at  an  angle,  and  the 
line  is  suspended  clear  of  the  bottom  of  the  cell. 
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placed  four  ounces  of  bichromate  of  potash.  The  outer  jar 
is  then  filled  up  to  within  two  inches  of  the  top  with  water 
and  four  ounces  of  sulphuric  acid;  water  and  a  quarter  of 
an  ounce  of  sulphuric  acid  being  added  in  the  porous 
pot. 

The  battery  is  ready  for  work  as  soon  as  it  is  charged, 
but  its  full  strength  is  not  attained  for  some  hours.  Polari- 
sation takes  place  in  this  as  in  most  other  batteries ;  its  effect 
when  working  through  low  resistance  is  to  vary  the  strength 
of  the  current,  but  when  working  through  a  high  resistance 
the  variation,  even  if  it  occurs,  is  not  perceptible. 

The  electro-motive  force,  which  is  the  main  consideration 
in  all  batteries,  is  equal  to  2*14  volts  per  cell — about  twice 
that  of  the  Daniell  cell.  By  varying  the  thickness  of  the 
porous  pot  and  the  strength  of  the  solution,  the  internal 
resistance  may  be  made  to  range  from  half  an  ohm  up  to 
four  ohms,  according  to  the  work  which  the  battery  is  called 
upon  to  perform. 

The  maintenance  of  this  battery  is  inexpensive,  and  the 
labour  required  to  keep  the  cells  in  good  working  order  is 
not  considerable.  So  long  as  the  solution  in  the  earthenware 
jar  remains  of  a  deep  orange  colour  no  attention  is  required ; 
but  when  it  assumes  a  bluish  tint  a  portion  should  be  with- 
drawn, and  a  further  supply  of  bichromate  of  potash,  sul- 
phuric acid,  and  water  added ;  at  the  same  time  it  may  be 
necessary  to  withdraw  a  part  of  the  solution  from  the  porous 
cell,  replacing  it  by  water. 

The  zinc  should  remain  bright  and  silvery  in  appearance 
when  it  is  raised  out  of  the  solution.  If  it  be  dull  or  black 
it  shows  that  there  is  not  sufficient  mercury.  Care  should 
be  taken  to  use  the  full  quantity — two  ounces  for  a  quart- 
size  cell. 

Other  forms  of  constant  batteries  occasionally  (but  now 
very  rarely)  employed  for  practical  purposes  in  England  are 
Grove's  and  Bunsen's.  A  Grove's  cell  consists  of  a  plate 
of  zinc  as  the  positive  element,  in  dilute  sulphuric  acid, 
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separated  by  means  of  a  porous  partition  from  a  plate  of 
platinum  (Pt),  the  negative  element,  which  is  immersed  in 
concentrated  nitric  acid  (HNO3).  When  the  circuit  is  com- 
pleted the  zinc  is  attacked,  the  soluble  sulphate  of  zinc  is 
formed,  and  the  liberated  hydrogen  passing  through  the 
porous  pot  decomposes  the  nitric  acid,  forming  water  and 
nitrogen  peroxide  (N2O4),  which,  unlike  hydrogen,  is  in- 
capable of  adhering  to  the  platinum  plate,  and  rises  in  the 
form  of  a  dark  brown  poisonous  vapour. 

The  action  which  takes  place  may  be  symbolically  repre- 
sented thus : 

Before  contact — 

Zn+H2S04  II  2HN03-f-Pt. 

After  contact — 

ZnS04  II  2H20-hN204-hPt 

The  low  resistance  of  the  Grove's  battery  combined  with 
its  high  EMF.  makes  it  well  adapted  for  experimental  pur- 
poses where  a  considerable  current  is  required  through  a 
(fircuit  of  low  resistance.  For  such  purposes,  however, 
secondary  cells  (p.  36)  are  now  more  generally  employed. 

Bunsen's  battery  is  similar  to  Grove's,  with  the  exception 
of  the  negative  element  The  expensive  platinum  employed 
in  Grove's  battery  is  replaced  in  Bunsen's  by  carbon  specially 
prepared  for  the  purpose. 

It  has  been  already  mentioned  that  two  liquids  varying 
in  specific  gravity  possess  the  power  of  diffusing  into  each 
other,  and  ultimately  forming  one  mechanical  mixture. 
Graham  showed  that  this  process  of  diffusion  was  an  ex- 
tremely slow  one,  and  Fick  advanced  the  now  universally 
accepted  theory  that  the  rate  of  diffusion  among  different 
liquids  varies  inversely  as  the  square  root  of  their  specific 
gravities.  Advantage  has  been  taken  of  these  facts  in  the 
arrangement  of  galvanic  batteries,  in  which  the  porous 
partition  is  dispensed  with  altogether,  and  the  liquids  are 
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kept  apart  by  gravity  alone.  A  copper  plate  is  placed  at 
the  bottom  of  the  vessel  (fig.  14),  and  over  it  is  poured  a 
saturated  solution  of  copper  sulphate.  A  less  dense  solution 
of  zinc  sulphate  in  which  the  zinc  plate  is  immersed  is 
placed  over  this.  The  connecting  wire  leading  to  each 
succeeding  cell  is  covered  with  india-rubber  or  gutta-percha, 
to  protect  it  from  the  free  acid  formed  in  the  action  of  the 
battery. 

Such  is  the  principle  of  all  the  gravity  batteries.     Unless 

aided  by  some  mechanical  contrivance  they  have  not  proved 

*  a  success.     Absolute  rest,  so  that  the  liquids  may  not  be 

shaken  up  together,  is  indispensable  for  their  working  :  and 
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Fig.  14. 


even  when  this  condition  is  fulfilled,  the  waste  of  zinc  and 
copper  sulphate  which  takes  place  is  far  greater  than  in  the 
case  of  the  ordinary  Daniell  battery. 

The  Minotto  is  one  of  the  earliest  and  perhaps  the  best 
known  of  all  forms  of  gravity  battery. 

It  consists  of  a  round  glazed  earthenware  jar,  in  the 
bottom  of  which  is  placed  a  circular  copper  disc  with  three 
holes  perforated  in  it,  as  shown  at  c  in  fig.  15.  Into  these 
holes  is  slipped  the  conductor  of  an  insulated  copper  wire, 
which  has  been  stripped  of  its  covering  for  a  distance  of  about 
2^  inches.  This  is  well  hammered  into  the  copper  plate 
so  as  to  insure  perfect  metallic  contact  without  the  employ- 
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ment  of  solder,  which  is  liable  to  introduce  a  danger  of  local 
action.  If  solder  is  used  instead  of  the  threading  throt^h, 
the  joint  has  to  be  very  carefully  insulated.  Over  the  copper 
plate  is  packed  from  eight  to  twelve  ounces  of  copper 
sulphate,  and  above  this  is  placed  a  piece  of  linen  or  blotting- 
paper.  Next  comes  a  layer  of  moistened  sawdust,  or,  in  the 
event  of  sawdust  not  being  procurable,  of  clean  river  sand, 
which  is  to  be  preferred  to  the  sea  sand.  This  is  likewise 
covered  with  a  piece  of  blotting-paper,  upon  which  finally 
rests  the  zinc  plate,  fitted  with  a  brass  terminal,  as  shown  in 
fig.  15.  The  insulated  wire,  the  end  of  which  has  been 
firmly  welded  into  the  copper  plate,  is  led  up  through  the 


copper  sulphate  and  the  layer  of  sawdust  or  sand,  which  is 
tightly  pressed  down,  and  is  attached  to  the  zinc  of  the 
succeeding  cell.  The  whole  is  filled  up  with  clean  water  to 
a  height  of  about  an  eighth  of  an  inch  above  the  level  of 
the  zinc  plate. 

The  connecting  wire  should  be  very  carefully  examined, 
and  rejected  if  the  trace  of  a  flaw  in  the  insulating  covering 
is  detected.  No  covering  of  tape  should  ever  be  employed, 
for  the  moisture  spreading  in  time  wholly  over  it,  plays  the 
part  of  a  return  wire,  and  places  the  cell  on  '  short  circuit'  ^ 
To  prevent  local  action  between  the  zinc  plate  and  the  brass 
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terminal,  it  is  necessary  to  apply  a  coating  of  coal  tar  and 
resin  on  each  side  of  their  junction. 

This  form  of  battery  has  been  employed  for  many  years 
in  India,  and  has  given  every  satisfaction ;  the  number  of  cells 
in  use  at  almost  all  the  offices  is  comparatively  so  limited 
that  they  can  all  receive  daily  attention  ;  and  if  the  froth 
generated  in  the  action  be  then  drawn  off  and  replaced  by  a 
little  pure  water,  the  cells  will  continue  at  work  for  a  very 
long  period.     From  eighteen  to  twenty  months  is  the  average 
life  assigned  to  them.     It 
is  stated  that  even  upon 
important  lines  they  some- 
times last  for  two  years ; 
and  upon  local  lines,  where 
little  work  is  done,  for  as 
long  as    thirty    to    thirty- 
two   months.      No   other 
form    of    battery    is    used 
in     India     for     telegraph 
circuits.     None  but   some 
other  modification  of  the 
Daniell  could  successfully 
compete  with  it ;  for  the 
means  of  transit  are  gene- 
.  rally    so     slow    and    ex- 

pensive that  considerable 
inconvenience  might  arise  were  any  materials  employed  in 
the  battery  which  did  not  form  a  portion  of  the  general 
stock-in-trade  of  the  country.  The  copper  sulphate  pos- 
sesses this  advantage  in  being  an  article  of  commerce ;  it 
is  manufactured  amongst  the  natives,  by  whom  it  is  largely 
employed  for  medicinal  purposes,  and  it  can  be  procured 
at  very  short  notice  whenever  the  necessity  arises. 

Another  form  of  gravity  battery  is  the  Meidinger,  which 
is  extensively  used  in  Germany.  It  consists  of  a  glass  cell 
of  the  shape  shown  in  fig.  1 6,  with  a  smaller  glass  vessel 
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inside  it  and  resting  on  its  bottom.  Into  the  latter  a  copper 
cylinder  is  placed ;  to  this  a  copper  wire  covered  with 
gutta-percha  is  attached,  and  thence  passes  to  the  next  cell. 
Into  the  cell  a  zinc  cylinder  is  inserted,  and  is  supported  upon 
the  projecting  ledge.  A  wooden  lid  covers  the  whole,  and 
through  an  aperture  cut  in  its  centre  a  glass  vessel  in  the 
form  of  a  test  tube  with  a  few  holes  perforated  in  the 
bottom  is  suspended,  and  reaches  about  halfway  down  into 
the  smaller  vessel. 

This  cell  is  set  up  by  filling  the  test  tube  with  crystals 
of  the  copper  sulphate,  and  the 
vessel,  up  to  within  about  a 
quarter  of  an  inch  of  the  top  of 
the  zinc  plate,  with  a  solution  of 
the  magnesia  sulphate  (MgSO^. 
Epsom  salts).  The  copper  sul- 
phate, after  dissolving,  passes 
through  the  holes  in  the  test 
tube,  and  from  its  greater  specific 
gravity  settles  at  the  bottom  of 
the  vessel.  The  zinc  and  mag- 
nesia sulphates,  being  specific- 
ally lighter,  remain  on  the  sur- 
face   until,    by   diffusion,  they 

gradually  mingle  with  the  cop-  y^^  ^^    ^^^  ^^  ^^ 

per  sulphate  ;   it  then  becomes 

necessary  to  recharge  the  cell.  In  this,  however,  as  in 
every  other  form  of  gravity  battery,  it  is  essential  that  the 
solutions  shall  remain  undisturbed,  and  that  every  precaution 
be  taken  against  their  being  shaken  up  and  thereby  mixed 
with  each  other. 

In  Siemens  and  Halske's  form  of  Daniell's  battery  (which 
is  also  a  German  pattern)  the  main  point  is  the  substitution 
of  specially  prepared  paper  pulp  in  place  of  the  porous 
earthenware  or  unglazed  porcelain  partition  of  the  ordinary 
form.    One  of  these  cells  is  shown  in  fig.  17.     a  is  a  glass 


1 


36  Batteries 

vessel,  at  the  bottom  of  which  a  cross  of  sheet  copper  of  the 
form  K  is  placed ;  over  this  stands  a  tube,  c,  of  imglazed 
porcelain,  having  its  lower  part  widened  out  bell  fashion. 
Into  this  tube  a  supply  of  crystals  of  the  copper  sulphate 
is  placed  and  water  filled  in.  'The  glass  vessel  is  packed 
as  far  as  r  with  the  paper  pulp,  which  in  its  preparation 
has  been  treated  with  sulphuric  acid,  and  worked  up  into 
a  homogeneous  glutinous  mass.  This  is  well  pressed 
down,  and  over  it  stands  the  zinc  cylinder  z  surrounded 
with  water.  A  copper  wire,  covered  with  gutta-percha-,  pro- 
ceeds from  the  copper  plate  k  through  the  sulphate  of  cop- 
per solution  to  the  next  cell,  where  it  is  attached  to  a  neck 
cast  in  the  zinc  plate  similar  to  that  shown  in  the  figure. 

The  various  batteries  already  described  generate  elec- 
tricity by  chemical  action  without  the  aid  of  a  current  from 
another  source,  and  are  therefore  called  primary  batteries. 
When,  however,  plates  of  similar  metal  are  immersed  in  a 
proper  solution,  and  a  current  is  passed  through  them,  de- 
composition of  the  liquid  follows,'gases  adhere  to  the  plates, 
'  polarisation '  ensues  and  a  battery  is  formed.    This  is  a 

*  secondary y  *  accumulator^^  or  *  storage  *  battery  :  it  accumu- 
lates or  stores  energy  under  the  influence  of  a  primary  current. 
When  the  energy  is  being  stored  the  battery  is  said  to  be 

*  charging,'  and  when  the  accumulated  energy  is  being 
liberated  to  be  *  discharging.'  If  two  platinum  wires  were 
immersed  in  dilute  sulphuric  acid  and  thus  polarised  by  the 
liberated  gases,  the  return  of  electric  energy  would  be 
momentary  and  small,  but  if  the  wires  were  replaced  by 
large  lead  plates  and  the  current  allowed  to  act  upon  them 
and  the  acid  for  some  considerable  time,  then  a  much 
greater  supply  of  energy  could  afterwards  be  stored. 
The  production  of  a  secondary  current  in  this  way  was 
discovered  in  1801,  but  no  practical  use  was  made  of  the 
fact  until  Plants  in  i860  introduced  batteries  of  remarkable 
power  constructed  of  two  sheets  of  lead  rolled  together, 
and  separated  by  a  strip  of  insulating  material.     The  plates 

*  This  is  called  *  electrolysis.* 
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were  placed  in  a  solution  of  dilute  sulphuric  acid  and 
subjected  to  electrolysis.  The  oxygen  set  free  at  one  of 
the  two  plates  formed  peroxide  of  lead  (Pb02)  upon  its 
surface,  while  the  hydrogen  evolved  against  the  opposite 
plate  left  there  pure  soft  metallic  lead.  As  peroxide  of  lead 
is  a  conductor  of  electricity,  it  follows  that  two  dissimilar 
electrodes  ®  were  obtained,  and  conditions  established 
analogous  to  those  of  an  ordinary  voltaic  battery. 

The  amount  of  peroxide  of  lead  formed,  or  the  quantity 
of  energy  stored,  determines  the  capacity  of  the  battery  for 
doing  external  work.  Theoretically  an  equivalent  supply  of 
electrical  energy  to  that  put  in  ought  to  be  given  out,  but 
this  cannot  be  attained  in  practice.  The  Plants  method  of 
producing  useful  plates  was  slow  and  tedious.  Faure  in  1 88 1 
much  increased  the  capacity  of  secondary  cells  and  expedited 
their  formation  by  coating  the  lead  plates  with  a  mixture 
or  paste  of  red  lead  or  minium  (Pb304)  and  sulphuric 
acid  (H2SO4).  This  results  in  the  formation  of  lead  sulphate 
(PbS04).  When  a  current  is  sent  through  such  a  cell  for 
the  purpose  of  *  charging,'  the  paste  upon  the  negative  elec- 
trode (the  positive  plate  of  the  cell)  is  converted  into  lead 
peroxide  (PbOa),  and  the  paste  upon  the  positive  electrode 
{negative  plate)  is  reduced  to  spongy  lead.  The  chemical 
action,  though  really  of  a  more  complex  nature  than  is 
shown  below,  may  nevertheless  be  symbolically  represented 
in  its  first  and  last  stages  thus : 

Before  charging — 

PbS04  +  2H,0  +  H2SO4  +  PbS04. 

After  charging— 

PbOa,  H^4,  H2SO4,  H2SO4,  Pb. 

"  An  electrolyte  is  any  compound  substance  which  in  solution  is 
capable  of  being  decomposed  into  its  constituent  elements  by  the 
passage  of  a  current  of  electricity.  The  poles— the  conductors  by 
which  the  current  enters  or  leaves  the  electrolyte— are  called  electrodes  ; 
that  by  which  the  current  enters  is  the  anode  or  positive  pole  ;  that  by 
which  it  leaves,  the  ccUhode  or  negative  pole. 
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It  will  thus  be  seen  that  in  the  process  of  *  charging ' 
the  solution  becomes  more  and  more  acid,  since  (as  shown 
above)  the  H2O  is  displaced  by  H2SO4  ;  the  density  of  the 
liquid  in  consequence  gradually  increases.  The  cell  is  said 
to  be  fully  *  charged'  when  as  much  as  possible  of  one 
plate  has  been  converted  into  red  peroxide  of  lead,  of  the 
other  into  grey  spongy  metallic  lead,  and  the  liquid  has 
acquired  its  greatest  density.  The  density  of  the  liquid, 
when  measured  by  a  hydrometer,  should  show,  when 
charged,  1*25  and  when  discharged  i'i8.  The  hydrometer 
is  a  good  indicator  of  the  condition  of  the  cell,  and  it  is  a 
good  plan  to  provide  one  for  each  cell.  It  is  easy  to  tell 
when  a  cell  is  fully  charged  by  the  hydrometer  and  by  a 
voltmeter  ;  the  former  will  show  1*25  and  the  latter  2*5 
volts.  The  liquid  becomes  milky  through  the  gases  that 
are  evolved  when  the  plates  are  saturated. 

Modem  practice  varies  very  considerably.  Some  manu- 
facturers coat  the  positive  plate  {Le.  that  plate  in  connection 
with  the  negative  pole  of  the  charging  dynamo)  with  a  paste 
of  PbO  (litharge,  or  monoxide  of  lead)  and  acid.  Others 
use  minium,  lead  sulphate,  and  litharge  mixed ;  but  in  all 
cases  the  ultimate  action  is  as  though  one  plate  consisted  of 
lead  peroxide  and  the  other  of  lead. 

It  is  important  to  notice  that  the  lead  exchanges  the 
radicle  SO4  for  the  oxygen  contained  in  two  molecules  of 
water,  and  thus  liberates  four  atoms  of  hydrogen,  two  of 
which  combine  with  the  SO4  (liberated  from  the  PbS04) 
to  form  H2SO4,  and  the  remainder  unite  with  the  O  of  the 
PbO  to  form  H2O,  leaving  the  lead  itself  in  a  grey  spongy 
condition.  In  this,  therefore,  as  in  the  former  case,  the 
solution  becomes  more  and  more  acid  and  therefore  denser 
during  the  charging  process. 

The  secondary  or  return  current  produced  in  dis- 
charging the  cell  practically  reverses  the  chemical  action. 
The  reactions  which  occur  are  of  a  very  complex  nature, 
and  can  only  be  represented  in  outline.  In  the  first  part 
of  the  reaction  only  the  acid  in  the  cell  is  involved,  but  for 


Secondary  Batteries  39 

the  sake  of  symmetry  we  will  include  the  water  in  the  repre- 
sentation.   The  condition  of  the  cell  after  charging  is  : — 

PbOa + 2H2SO4  +  H2O  +  Pb ; 

and  during  discharge  this  first  becomes — 

PbO  +  H2SO4  +  H2O  +  H2O  +  PbS04. 

But  here  a  secondary  reaction  occurs,  due  to  the  fact  that 
lead  monoxide  is  decomposed  by  sulphuric  acid,  forming 
lead  sulphate  and  water,  thus  : — 

PbO  +  H2SO4 =PbS04  +  H2O. 

Hence,  bearing  in  mind  that  the  reaction  occurs  in 
two  stages,  we  may  represent  the  first  and  last  conditions 
thus  : 

Commencement  of  discharge — 

Pb02+2H2S04  +  H20  +  Pb. 
End  of  discharge — 

PbS04  +  H2O  +  H2O + H2O  +  PbS04. 

In  practice  the  discharge  is  never  allowed  to  become 
so  complete  as  is  represented  by  the  last  formula ;  the 
cells  are  always  re-charged  before  they  are  completely 
exhausted,  so  that  the  negative  plate  always  contains  some 
spongy  lead  and  the  positive  plate  some  lead  peroxide.  In 
the  process  of  discharging,  the  excess  of  acid  is  absorbed  by 
the  plates  and  the  solution  returns  to  its  normal  condition. 
The  charging  current  should  always  have  a  definite  density 
per  square  inch  of  positive  plate.  This  is  usually  in  Faure 
cells  '025  ampere.  Thus  by  knowing  the  surface  exposed  it 
is  easy  to  calculate  the  current  required  to  charge  the  cells 
properly.  If  less  current  is  used  the  cells  become  in  time 
sulphated  or  coated  with  a  white  salt  A  freshly  made  solu- 
tion having  a  density  of  1*20,  during  the  first  making-up  of 
the  cell  falls  to  about  1*16,  due  to  the  conversion  of  H2SO4 
into  PbS04,  but  when  the  cell  becomes  fully  charged  the 
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density  rises  to  1*25.  During  the  process  of  discharge  the 
density  of  the  solution  should  never  be  allowed  to  fall 
below  I '1 8;  in  fact  re-charging  should  commence  when  it 
falls  to  I '20.  Since  the  liquid  contains  more  acid  when 
the  cell  is  charged  than  when  it  is  discharged,  its  resistance 
will  be  less  in  the  former  than  in  the  latter  case.  The 
variation  may  amount  to  20  per  cent. 

Manifestly  the  capacity  of  a  cell  depends  upon  the 
amount  of  material  (paste  or  lead)  available  for  oxidisation 
in  the  one  case,  and  reduction  in  the  other;  hence  the 
greater  the  mass  of  material  and  the  surface  of  the  opposing 
plates  the  greater  will  be  the  amount  of  energy  which  it  is 
possible  to  store. 

Secondary  cells  may  be  divided  into  two  main  types, 
one  being  known  as  the  Plants  cell,  the  other  as  the  Faure 
or  pasted  cell.  The  main  difference  between  these  types 
being  that  in  the  one  case  the  plates  are  of  solid  lead  cast 
so  as  to  give  as  great  a  surface  as  possible ;  in  the  other 
type  the  plates  consist  of  a  light  framework  or  grid  which  is 
filled  to  its  utmost  capacity  with  paste.  Figs.  18  and  i8a 
show  standard  plates  of  these  two  characters.  Some  few 
manufacturers  combine  these  types,  using  Plants  negatives 
and  pasted  positives. 

It  is  generally  supposed  that  the  Plants  plate  has  a 
longer  life  than  a  pasted  plate.  It  also  has  a  slight  ad- 
vantage as  being  capable  of  withstanding  greater  discharge 
currents  without  disintegration.  On  the  other  hand  the 
pasted  plates  are  decidedly  lighter  and  cost  somewhat  less. 

The  internal  resistance  of  an  ordinary  secondary  cell  is 
very  small,  being  about  o'cois". 

The  use  of  these  cells  for  telegraph  and  telephone 
purposes  is  being  considerably  extended,  and  where  facilities 
exist  for  recharging  them,  such  as  where  there  is  an  elec- 
tric-light system,  their  introduction  is  a  distinct  advantage, 
since  a  great  number  of  circuits  may  be  worked  on  the 
universal  principle  (see  p.  121)  from  one  set  of  those  cells. 
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CHAPTER  III. 

SIGNALLING    INSTRUMENTS. 

Telegraphy  is  the  art  of  conveying  to  distant  points  the 
first  elements  of  language — either  letters  or  numerals — by 
certain  preconcerted  signals  or  sounds ;  and  the  formation  of 
these  signals,  by  means  of  the  action  of  currents  of  electricity 
upon  permanent  magnets,  upon  soft  iron,  and  upon  electro- 
lytes, ^  forms  the  next  portion  of  our  subject. 

Telegraphic  signals  are  either  visible  or  audible. 

Visible  signals,  again,  are  either  permanent  or  transient  \ 
in  other  words,  they  are  either  recording  or  non-recordings 
and  they  differ  from  each  other  either  in  form  or  position. 

Audible  signals,  on  the  other  hand,  are  always  transient 
or  non-recording  \  they  differ  from  each  other  either  in  tone 
or  duration. 

Hence  we  have  different  systems  of  telegraphy  in  which 
the  signals  are  registered  in  different  ways,  and  the  currents 
do  their  work  by  different  methods. 

A. — The  Needle  System. 

The  needle  is  a  visible  system  with  transient  or  non- 
recording  signals.  It  takes  its  name  from  the  fact  that  the 
alphabet  is  formed  by  the  vibration  of  a  small  pointer  or 
needle^  movable  between  two  fixed  stops,  n  s  (fig.  19)  is 
such  a  needle,  movable  in  the  plane  of  the  paper  about  its 
centre  c,  the  distance  of  its  motion  being  restricted  by  the 
stops  a  and  b.  This  needle  is  capable  of  receiving  two 
distinct  motions,  the  one  to  a  and  back,  and  the  other  to  b 
and  back.  Its  normal  position  is  vertical.  In  the  earliest 
needle     system    five    of   these    movable    pointers    were 

*  See  footnote,  p.  37. 
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employed  ;  the  number  was  afterwards  reduced  to  two,  and 
this  has  been  gradually  superseded  by  a  needle  system 
where  only  one  pointer  is  employed,  and  which  therefore 
goes  by  the  name  of  the  Single- 
Needle  System. 

Since  we  have  a  motion  to 
the  right  and  a  motion  to  the 
left  as  well,  we  can  combine 
these  two  motions  in  any 
order  or  number  we  please, 
and  so  form  a  series  of  pre- 
concerted signals  which  shall 
represent  the  alphabet.  Thus, 
taking  those  letters  which  are 
most  frequently  used — Viz,  e  ^^^*  ''' 

and  t — one  motion  to  the  left  is  the  letter  e,  one  motion  to 
the  right  the  letter  t ;  and,  taking  those  letters  least  used 
— viz.  X  and  z— one  motion  to  the  right,  two  motions  to  the 
left,  and  one  motion  to 
the  right  represent  x; 
two  motions  to  the  right 
and  two  to  the  left  repre- 
sent z.  All  the  other  let- 
ters are  similarly  formed 
of  two,  three,  or  four 
combinations ;  and  thus, 
by  a  series  of  combina- 
tions, not  exceeding  four 
movements  of  the  needle, 
the  whole  of  the  alphabet 
can  be  formed.  The 
manner  in  which  the 
alphabet  is  made  is  shown  by  the  above  diagram  (fig.  20), 
the  little  stroke  ,  representing  a  motion  to  the  left  and  the 
longer  stroke  /  a  motion  to  the  right. 

The  motions  of  the  needle  are  produced  by  the  mutual 


Fig.  20. 
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action  of  currents  and  magnets.  Electricity  and  magnetism 
are  so  intimately  related  to  each  other  that  they  may  be 
considered  to  be  only  different  phases  of  the  same  agency. 
Thus  the  motion  of  a  magnet  always  produces  electricity  ; 
the  transference  of  electricity  always  produces  magnetism. 
The  neighbourhood  of  a  current  is,  in  virtue  of  this  fact, 
a  magnetic  field — a  term  introduced  by  Faraday  to  denote 
the  entire  space  through  which  a  magnet  diffuses  its  influence 
— and  a  magnet  or  a  piece  of  soft  iron  placed  there  is 
influenced  by  the  magnetism  of  that  field. 

Thus,  if  the  wire  a  b  (fig.  21)  be  traversed  by  a  current 
in  the  direction  shown  by  the  arrow,  it  is  surrounded  along 
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Fig.  3z. 


its  whole  length  by  a  magnetic  field.  If  a  freely  suspended 
magnet  be  placed  in  this  field,  it  will  itselfmoveina  certain 
direction,  which  direction  is  dependent  on  the  polarity  of 
the  field.  If  in  fig.  22  the  wire  a  were  conceived  to  be  sur- 
rounded by  a  ring  of  little  magnets, 
all  freely  suspended  by  their  centres 
at  any  distance  a  a^  they  would 
assume  the  positions  shown  in  the 
figure,  with  all  their  n  poles  turned 
in  one  direction  and  all  their  s 
poles  in  the  opposite  direction.  If 
their  n  poles  were  free,  they  would 
move  in  a  circular  path  or  orbit 
around  the  wire,  in  the  direction 
shown.  Hence  we  may  conceive  a 
wire  conveying  a  current  to  be  surrounded  by  a  series  of 
concentric  tubes  of  magnetised  matter,  each  formed  by  a 
series  of  concentric  rings  of  magnetised  molecules  whose 
poles  are  all  tangential,  or  at  right  angles  to  a  radius  of  the 


Fig.  32. 
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45 


ring.  Such  a  series  is  shown  in  fig.  22.  Thus,  if  a  magnet 
be  brought  within  the  neighbourhood  of  the  wire,  it  will 
be  acted  upon  by  the  directive  power  of  these  imaginary 
magnetised  molecules  and  tend  to  place  itself  at  right  angles 
to  the  wire,  and  always,  under  the  same  circumstances,  in 
the  direction  shown  by  the  molecules  in  fig.  152.  We  have 
conceived  the  current  flowing  in  one  direction  ;  if  it  flow  in 
the  reverse  direction,   the  polarity  of  the  field  will  be 


Fig.  23. 

reversed.  Hence  a  current  in  one  direction  will  cause  a 
magnet  suspended  above  it  to  deflect  to  one  side  and  a 
currerit  in  the  opposite  direction  to  the  other  side  (fig.  23), 
and  whenever  the  magnet  is  placed  in  the  direction  of  the 
wire,  it  will  always  tend  to  form  a  tangent  to  a  circle 
having  that  wire  for  a  centre.  There  is  no  difficulty  in 
remembering  this  direction  of  deflection.  Taking  the  face 
of  a  watch  and  conceiving  the  current  as  going  from  you, 
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the  N  poles  will  all  be  '  Afegatively  routed,*  or  moved  W 
the  right,  like  the  bands  of  a  watch  (fig.  22).  The  enei^ 
of  this  action  between  a  current  and  a  magnet  depends 
upon  the  strength  of  the  current  passing,  upon  the  strength 
of  the  poles  of  the  magnet,  upon  its  shape  and  weight,  and 
upon  the  distance  between  the  magnet  and  the  wire. 


The  strength  of  the  current  acting  upon  the  magnet  can 
practically  be  multiplied  at  will.  If  the  wire  take  a  turn 
round  the  magnet,  as  shown  in  fig.  24,  it  will  be  evident, 
on  a  tittle  consideralion,  that  the  directive  action  of  the 
current  as  it  passes  above  the  magnet  is  the  same  as,  and  is 


added  to,  that  of  the  current  as  it  passes  below  :  the  effect 
of  the  current  below  the  magnet  is,  in  fact,  duplicated  by 
the  additional  turn.  Hence  the  effect  is  triplicated  in  fig.  24. 
Thus,  by  multiplying  the  number  of  turns  we  multiply  the 
effective  action  of  the  current  upon  the  magnet.  In  this 
way  we  have  the  means  of  rendering  sensible  the  presence 
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of  the  weakest  possible  current,  and  we  can,  by  varying  the 
direction  of  the  current,  vary  its  directive  influence  upon  a 
m^net  suspended  along  its  length,  so  as  to  make  it  move 
either  to  a  ^  or  to  ^  iif  (fig.  25). 

The  single-needle  instrument  is  based  upon  these  fun- 
damental facts. 

There  are  two  forms  of  the  single-needle  instrument  in 
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general  use,  viz.  the  drop-handle  and  the  pedal  or  tapper 
form.  The  essential  principles  of  each  are  precisely  the 
same ;  the  only  difference  between  them  lies  in  the  me- 
chanism of  the  manipulator  or  sending  portion  of  the 
instrument. 

Fig.  26  gives  a  view  of  a  tapper  form  of  instrument,  and 
fig.  37  of  a  drop-handle  sinftle  needle  from  which  the  case 
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and  dial  have  been  removed,  a  (fig,  27)  is  Che  receiving 
portion  of  the  apparatus.  It  consists  of  two  ivory  bobbins 
wound  with  fine  silk-covered  copper  wire,  and  placed  sym- 
metrically with  respect  to  a  small  magnetic  needle  free 
to  move  inside  them  (see  p.  52  and  figs.  32  and  33)- 
Fixed  upon  the  same  axis  as  this  small  magnetic  needle 
is  an  indicator  moving  over  the  outside  of  the  dial 
(fig,  26).  The  motion  of  this  indicator  is  limited  by  two 
small  ivory  stops   placed  upon  the  dial,  which  is  so  con- 
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stnicted  as  to  be  capable  of  rotating  upon  its  centre.  The 
presence  of  earth  currents  (see  p,  175),  by  deflecting  the 
indicator,  would  stop  the  working  of  the  circuit  if  this  pro- 
vision were  not  made  for  rotating  the  dial.  By  this  means 
the  dial  can  be  placed  in  such  a  position  that  the  average 
earth-current  deflection  places  the  needle  in  position  mid- 
way between  the  stop-pins. 

If  now  a  current  of  electricity  pass  through  the  coils,  the 
magnetic  needle  and  the  indicator  will  be  deflected.  The 
direction  of  this  deflection  will  depend  upon  the  direction 
in  which  the  current  is  passing.  The  two  coils  are  wound 
quite  distinct  from  each  other,  but  one  end  of  each  is 
soldered  to  the  brass  frame  and  they  thus  act  as  if  they 
formed  one  continuous  coil.  The  advantage  of  this  ar- 
rangement is  that  should  the  wire  in  either  get  broken  or 
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fijsed — as   may  happen  by  lightning — the  instrument  will 
still  work,  provided  the  wire  be  carried  over  to  either  of  the 
screws.    All,  therefore,  that  is  necessary  to  enable  com- 
munication to  be  efifected  by  this  instrument,  is  an  arrange- 
ment by  means  of  which  the  magnetic  needle  can  be 
deflected  to  right  or  left  at  will ; 
in    other  words,  an    arrange- 
ment by  which  the  direction  of 
the    current    passing   through 
the  coils  can  be  reversed  when 
desired.      An  investigation  of 
the  mechanism   of  the  com- 
mutator, or   sending    portion 
of  the  instrument,  will  show 
how  this  is  carried  out  (figs.  28 
and  2<j). 

The  wire  from  the  positive 
pole  of  the  battery  is  attached 
to  the  tenoinal  marked  c,  that 
from  the  negative  to  the  ter- 
minal z.    The  line-wire  is  led 
to  A,  and  a  wire  from  earth  is 
connected  to   b.     The  arbor . 
of  the  handle  consists  of  two 
parts,  D  and  f,  formed  of  gun- 
metal,  and  separated  by  some  "'  '^'   '   '"  "™ 
insulating    material :    ebonite    or,    more    frequently,   box- 
wood is  employed.     To  D  a  wire  leading  to  terminal  c  is 
attached,  to  f  a  wire  leading  to  terminal  z.    p,  p'  are  two 
steel   springs,  each  of  which   is   connected    with  separate 
brass  bars,  b  and  b',  on  the  base  of  the  instrument ;  by  this 
means  /  is  connected  with  terminal  a  through  the  coils, 
and  p'   is  connected  widi  tenninal   b  by  means   of  the 
other  portion  of  brass-work  b'.    These  two  springs  press 
against  the  'bridge'  shown  at  f,  thus  maintaining  the  con- 
tinuity of  the  line.     The  section  f  of  the  arbor  carries  over 
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it  a  metallic  pin  or  projection  m^  which  when  the  arbor  is 
at  rest  remains  between  the  two  springs  /  and  /'  without 
touching  either ;  whilst  d  is  similarly  fitted  beneath  with 
a  pin  or  projection  tn'y  which  when  the  arbor  is  at  rest 
remains  between  the  two  pieces  of  brass-work  b  and  V, 

Let  now  the  handle  be  moved  to  the  left :  the  projec- 
tion w!  of  the  section  d  moves  to  the  left,  and  pressing 
against  the  brass-work  b — which  along  with  the  spring/  is 
in  connection  with  a — brings  the  positive  pole  of  the  battery 
on  to  the  line-wire ;  at  the  same  moment  the  projection  tn 
of  section  f  is  thrown  to  the  right,  and  pressing  against  the 
spring/' — which  with  the  brass-work  b!  is  in  connection  with 
B — breaks  its  connection  with  the  bridge  and  puts  the 
negative  pole  to  earth.  In  this  way  a  positive  current  is 
sent  along  the  line,  through  the  receiving  apparatus  at  the 
distant  station,  deflecting  the  needle  there,  and  returning  by 
means  of  the  earth  to  b  and  thence  to  the  negative  pole  of 
the  battery. 

Let  the  handle  be  next  turned  to  the  right.  Everything 
is  reversed :  the  projection  m*  is  now  thrown  into  contact 
with  ^,  and  thereby  puts  the  positive  to  earth  ;  tn  is  mean- 
while pressed  against  spring  p^  and  thus  brings  the  negative 
to  line.  The  current  may  now  be  regarded  as  passing 
along  the  earth  through  the  coils  at  the  receiving  station, 
deflecting  the  needle  in  the  opposite  direction  to  what  it 
previously  did,  and  returning  along  the  wire  to  a  and  thence 
to  the  negative  pole  of  the  battery. 

The  principle  of  the  sending  portion  of  the  *  pedal '  or 
*  tapper '  form  of  single  needle  is  as  follows  : 

c  and  z  (fig.  30)  are  two  strips  of  metal  to  which  the 
positive  and  negative  poles  of  the  battery  are  respectively 
brought.  E  and  l  represent  two  metallic  springs  which  are 
in  connection  with  the  *  earth '  and  line  respectively,  and 
which,  when  at  rest,  press  against  z.  If  now  l  be  depressed 
and  brought  into  contact  with  c  the  circuit  is  completed, 
and  the  current  starting  from  c  traverses  the  line  wire  and 
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the  coils  of  the  receiving  instrument  at  the  distant  station, 
returning  by  means  of  the  earth  to  e,  and  so  to  the  battery. 
If,  on  the  other  hand,  e  be  depressed  while  l  retains  its 
normal  position,  the  direction  of  the 
current  is  reversed,  for  the  positive 
pole  of  the  battery  is  now  to  earth  and 
the  negative  to  line ;  consequently  the 
needle  at  the  distant  station  is  deflected 
in  the  opposite  direction. 

The  mechanical  details  of  the 
pedal  commutator  are  such  as  cannot 
be  clearly  shown  in  a  small  diagram, 
but  if  the  principle  stated  above  is 
clearly  understood,  its  electrical  func- 
tions will  be  apparent  upon  considera- 
tion of  fig.  31,  which  shows  the  normal 
electrical  connections  of  the  latest 
form  of  this  instrument. 

The  single  needle  is  essentially  an 
English  instrument ;  it  was  invented  and  is  still  largely 
employed  in  England,  especially  upon  the  railways,  where 
no  other  form  of  instrument  has  ever  been  able  to  compete 
with  it  The  adjustment  of  the  receiving  portion  of  the 
apparatus  is  of  the  simplest  possible  character  ;  in  fact,  when 
once  at  work  no  adjustment  whatever  is  required.  Any 
reasonable  number  can  be  joined  up  in  circuit  upon  the 
same  wire  without  fear  of  a  complaint  as  to  their  working, 
unless  it  may  be  that  of  weak  signals ;  and  this  can  be 
readily  obviated  by  the  employment  of  additional  battery 
power.  The  main  defect  in^  the  older  form  of  instrument 
was  the  liability  of  the  small  magnet  inside  the  receiving 
coils  to  be  partially,  sometimes  entirely,  demagnetised,  and 
even  reversed  in  polarity  by  lightning.  Mr.  S.  A.  Varley, 
however,  in  1866  entirely  removed  this  defect  by  the  intro- 
duction of  needles  which  are  maintained  in  an  invariable 

magnetic  condition   by  induction  from  large  permanent 
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Fig.  30. 
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magnets.  Instead  of  the  small  permanent  magnet,  a  soft 
iron  needle  of  the  shape  shown  in  fig.  32,  n  5,  is  employed. 
This  owes  its  magnetism  to  the  influence  of  two  permanent 
bar  magnets,  n  s  and  n'  s',  whose  like  poles  are  adjacent 
to  each  other,  and  which  are  fixed  to  a  slip  of  soft  iron  let 

Down  line  or  E. 


Fig.  31. 

into  the  inner  cheek  of  each  bobbin.  These  bar  magnets 
are  very  seldom  demagnetised  by  lightning,  except  during 
storms  of  exceptional  violence.  They,  however,  like  all 
permanent  magnets,  lose  their  magnetism  after  a  time,  and 
require  remagnetisation. 

Another  arrangement  of  induced  needle,  devised   by 


Induced  Needles  S3 

Mr.  C.  E.  Spagnoletti,  is  shown  in  fig.  33.  in  this  case  the 
permanent  magnets  are  of  horseshoe  form,  one  being  placed 
above  and  the  other  below  the  axis  of  the  needle,     Tha 


induced  soft  iron  needle  is  in  two  sections,  and  of  the  form 
indicated,  they  are  separated  magnetically  by  being  brazed 
together  with  a  layer  of  spelter  between  them.     The  axle  is 


f 

u 

N 
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of  soft  iron  in  two  sections,  the  front  part  being  extended 
to  form  the  lower  half  of  the  needle,  and  the  back  part  of  it 
continued  into  the  upper  half.    The  like  poles  of  the 
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permanent  magnets  are  adjacent,  and  thus  the  upper  end  of 
the  central  needle  is  induced  with  s  polarity,  and  the  lower 
end  with  n  polarity. 

This  form  of  induced  needle  gives  a  rather  firmer  impact 
than  the  Varley  needle  with  the  same  strength  of  current 
A  simple  but  very  important  addition  to  the  single-needle 

dial  has  been  introduced  of  late 
years  in  the  form  of  tin  sounders. 
One  pattern  of  tin  sounder  is 
shown  in  fig.  34.  It  consists  of 
a  small  tin  plate  cut  and  bent  as 
shown,  and  so  fitted  that  each 
time  the  needle  is  deflected  it 
strikes  either  one  or  the  other  of 
the  two  tin  sounders.  These 
sounders  can  be  easily  arranged 
'^**  to    give     sufficiently    distinctive 

sounds  for  the  two  signals  to  be  distinguished,  and  by  this 
means  the  operator  is  enabled  to  read  off  the  deflections  by 
sound.  Other  metals  have  been  tried,  but  commercial  tin 
(that  is,  tinned  sheet  iron)  seems  to  give  distinctly  the  best 
result  for  this  purpose.  A  later  form  provides  for  fixing  the 
sounders  independently  of  the  bridge,  which  is  preferable. 

B. — The  Acoustic  System. 

The  acoustic  system  is,  like  the  needle,  a  transient  or 
non-recording  system,  but  differs  from  it,  as  its  name  implies, 
in  the  fact  that  the  ear  is  made  use  of  instead  of  the  eye  to 
interpret  the  signals  sent.  There  are  two  types  of  instrument 
employed  in  working  this  system,  viz.  the  Sounder  and  the 
Belt. 

Both  these  instruments  are  based  upon  the  electro- 
magnetic effects  of  the  current.  Inasmuch  as  the  neigh- 
bourhood of  a  current  is  a  magnetic  field,  and  filings  of  iron 
placed  in  that  field  acquire  magnetic  properties  (p.  44),  it 
follows  that  if  we  envelope  a  mass  of  iron  filings— or  even 
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better,  a  piece  of  iron  itself— with  a  ring  of  wire  conveying  a 
current,  every  filing  or  molecule  of  iron  within  this  circle 
will  be  similarly  magnetised ;  that 
is,  it  will  be  so  magnetised  that 
similar  poles  lie  in  similar  direc- 
tions. Let  A  B  (fig.  35)  be  such  a 
wire,  conveying  a  current  in  the 
direction  shown,  and  s  a  flat  disc 
of  soft  iron.  Now  inasmuch  as 
every  molecule  constituting  the  ^Ki.  35. 

soft  iron  disc  lies  in  the  magnetic 

field  of  that  current,  it  will  be  polarised  in  the  direction  shown 
11  fig.  36  ;  and  as  all  these  molecules  have  their  polarities  in 


the  same  direction,  the  resultant  effect  is  as  though  there 
were  one  magnet  whose  N  pole  was  above  and  s  pole  was 
below  the  disc     Moreover,  if  instead  of  one  ring  of  wire  we 


Fig.  38, 

were  to  surround  the  disc  with  several  rings,  the  current 
flowing  in  the  same  direction  in  each  ring,  as  shown  by 
fig.  37,  the  effect  would  be  magnified  ;  and  if  we  were  to 
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superpose  several  discs,  as  in  fig.  38,  thus  surrounded  with 
rings  in  all  of  which  the  current  flowed  in  the  same  direction, 
the  effect  would  be  still  further  magnified,  and  we  should 
have  a  powerful  bar  magnet,  N  s.  Precisely  this  effect  is 
produced  by  winding  a  helix  of  wire  around  an  iron  bar  or 
core.  By  combining  two  such  iron  bars  (fig.  39)  by  a 
cross  piece  of  soft  iron/,  and  surrounding  each  bar  with  a 
coil  of  silk -covered  wire,  we  construct  an  electro-magnet  which 
is  powerfully  magnetised  every  time  a  current  flows,  and 

I "  I 


which  therefore  exerts  attraction  upon  a  bar  of  soft  iron  or 
armature  (a)  placed  in  front  of  it.  The  power  which  this 
electro- magnc I  exerts  depends  upon  the  strength  of  the 
current  flowing,  upon  the  number  of  turns  the  wire  takes 
around  the  core,  and  upon  the  size  of  this  core.  Thus  a 
very  powerful  current  requires  but  a  few  turns  of  wire  to 
produce  a  considerable  efTect,  while  a  very  weak  current 
requires  a  great  number  of  turns  to  produce  any  effect  at  all,' 
The  direction  of  the  poles  of  the  magnet  is  dependent 
■  See  Appendix,  Section  P,  with  regard  to  the  Winding  uf  Electro- 
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upon  the  direction  of  the  current  and  upon  the  direction  in 
which  the  helix  is  wound.  Electro -magnets  are  almost 
invariably  wound  with  the  right-handed  helix,  shown  sym- 
bolically by  fig.  40,  and  the  polarity  due  to  the  different 
directions  of  the  current  is  shown  by  a  and  b.  Thus,  if  the 
current  flows  around 


the   i 
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direction  of  the  hands 
of  a  watch  whose  face 
is  held  before  the  eyes, 
the  K  pole  is  away  from 
us. 

We  can  fix  the  ar- 
mature of  the  electro- 
magnet at  the  end  of 
a  lever  ab  (fig.  41), 
pivotted  at  c,  and  limit  its  play  by  the  two  screws  d  and  e. 
We  can  also  maintain  the  lever  in  its  normal  position 
pressing  against  e  by  means  of  the  antagonistic  spring  S, 
and  then  whenever  a  current  of  sufficient  strength  passes 
through  the  coil,  whatever  its  direction  may  be,  the  attrac- 


tion of  the  magnetised  core  will  overcome  the  tension  of 
the  sprjng,  and  cause  the  end  li  of  the  lever  to  make  a 
sharp  blow  against  the  adjusting  piece  d,  and  take  up  the 
position  shown  in  the  figure.     When  the  current  ceases,  the 
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attraction  also  instantly  ceases,  and  the  lever  is  pulled 
smartly  back  into  its  normal  position  against  e.  by  the 
action  of  the  spring  s.  The  blows  made  by  the  lever  against 
d  and  e  emit  distinct  and  clear  sounds,  which  are  taken 
advantage  of  to  convey  to  the  ear  the  letters  of  the  alphabet 
and  other  preconcerted  signals.  This  is  the  principle  of  the 
Sounder. 

I.  The  Sounder. 

How  can  we  convert  the  sound  made  by  the  contact  of 
the  lever  against  the  two  hmiting  stops  into  an  alphabet  ? 
We  have  shown  (p.  43)  how  two  motions,  a  motion  to  the 
right  and  a  motion  to  the  left,  of  a  vertical  needle  are 
applied  to  the  communication  of  preconcerted  signals 
through  the  eye  ;  and  we  have  seen  that,  by  means  for  in- 
stance of  tin  sounders,  we  can  do  the  same  thing  through 
the  ear  if  we  make  one  kind  of  sound  to  represent  the 
motion  to  the  left  and  another  kind  of  sound  to  represent 
the  motion  to  the  right.  This,  however,  requires  the  com- 
paratively complicated  two-lever  mechanism  of  the  com- 
mutator, as  well  as  that  the  receiving  instrument  shall  be 
polarised,  and  that  there  be  three  possible  positions  of  the 
indicator.  In  the  sounder  we  have  still  two  sounds,  but 
one — that  against  the  stop  d — is  always  produced  when  a 
current  is  sent,  no  matter  in  which  direction  ;  and  the  other 
is  produced  only  on  the  cessation  of  the  current.  We  are, 
therefore,  obliged  to  obtain  our  two  signals,  not  by  the 
direction  in  which  the  current  is  sent,  but  by  regulating  the 
time  during  which  it  flows. 

The  lever  striking  d  gives  the  commencement  of  the 
signal,  and  striking  e  the  end  of  the  signal.  The  time 
elapsing  between  these  two  sounds  determines  the  kind  of 
signal.  Representing  the  one  signal  by  a  dot  (•),  and  the 
other  by  a  dash  ( — ),  we  have  the  dot  and  dash  alphabet  of 
Morse. 

It  will  be  seen  that  in  this  alphabet  we  have  introduced 
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duration  as  an  element  of  signalling.  It  is  really  duration 
of  silence  rather  than  duration  of  sound.  The  signals  are 
formed  of  short  or  long  intervals  of  silence  between  the 
sounds  produced  by  the  lever  striking  first  d  and  then  ^, 
forming  dots  and  dashes  \  separated  by  spaces^  which  are  the 
intervals  between  the  two  sounds  made  by  the  lever  as  it 
strikes  e  and  d  successively.  There  are  three  kinds  of 
spaces  :  the  space  separating  the  elements  of  a  letter,  that 
separating  the  letters  of  a  word,  and  that  separating  the 
words  themselves.  Thus  sound  reading  and  sending  is  a 
method  by  which  time  is  divided  into  accurate  multiples 
of  some  arbitrary  standard  or  unit,  viz.  the  dot. 

1.  A  dash  is  equal  to  three  dots, 

2.  The  space  between  the  elements  of  a  letter  is  equal 
to  one  dot, 

3.  The  space  between  the  letters  of  a  word  is  equal  to 
three  dots, 

4.  The  space  between  two  words  is  equal  to  six  dots. 

The  basis  of  the  alphabet  therefore  is  the  dot 
•  representing  the  letter e 

and  the  dash 

—  representing  the  letter t 

Placing  a  dot  before  each  of  these  elementary  characters, 
we  have 


Placing  a  dash  before  each  elementary  signal,  we  have 

— •      n 

m 


Go 
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Now  prefixing  each  of  the  above  four  signals  with  first  a 
dot  and  then  a  dash,  we  have 


u 

r 

w 

d 

k 

g 
o 


Pursuing  the  same  system  with  these  eight  characters,  we 
have 


.••  •  • 


(German) 


(German) 


(German) 


V 

f 
u 
1 
a 

P 

J 

b 

X 

c 

y 

z 

q 

o 
ch 


There  is  also  the  French  accented  fe  • ,  but  with 

this  exception  no  letter  exceeds  four  signals. 
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A  combination  of  five  signals  is  employed  to  represent 
the  numerals  and  cypher. 


I 

2 

3 
4 

S 
6 

7 
8 

9 
o 


The  stops  and  other  signs  of  punctuation  are  made  by  a 
combination  of  six  signals. 


Period  or  full  stop 

Repetition  or?   

Horizontal  stroke,  or  the  di- ) 
visional  bar  of  a  fraction  j 

Hyphen 

Apostrophe  

Note  of  exclamation  ! 


••*...•.*•••     ••    ••    •• 


•  •  -^  -  -^— '  •  • 


•  •  • 


•  • 


There  are  many  other  signals  in  use,  such  as 

for  the  vertical  stroke  of  a  fraction,  and  some  of  those 
indicated  above  are  rarely  employed  in  England.  Ch^ 
for  instance,  has  been  abandoned  because  it  is  so  much 
like  '  to: 

Fig.  42  represents  a  simple  sounder  arranged  for  the 
conveyance  of  the  above  signals  to  the  receiving  clerk,  and 
is  the  one  which  is  at  present  generally  employed  in  Eng- 
land. The  sounder  is  in  every  respect  the  simplest  of  all 
the  signalling  apparatus  in  use,  and  simplicity  in  construe- 
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tion  is  a  great  consideration  when  technically  unskilled 
operators  are  employed.  The  ends  of  the  wire  of  the 
electro- magnet  are  connected  to  brass  terminals  fixed  on 
the  wooden  base,  and  to  these  terminals  the  line  and  earth- 
wires  are  brought.  One  end  of  the  antagonistic  spiral 
spring  is  attached  to  a  vertical  arm  projecting  from  the 
lever  and  the  other  to  an  adjusting  screw  (shown  to  the 
left  in  the  figure),  by  means  of  which  its  tension  may  be 
increased  or  decreased  at  pleasure  so  as  to  compensate  for 


the  variation  in  the  strength  of  the  line  current.  The  ad- 
justable stop  which  passes  through  the  lever  strikes  against 
the  angular  bridge-piece  when  the  armature  is  attracted, 
and  the  other  forms  the  banking  stop  for  the  lever  in  its 
position  of  rest. 

Tke  Key. — How  are  these  currents  of  varying  duration 
sent  by  the  sending  station?  The  apparatus  for  doing  so, 
called  a  key,  is  much  simpler  than  that  required  in  the  needle 
system,  because  no  reversals  are  needed,  currents  in  only 
one  direction  being  required.  The  key  (fig.  43)  consists  of 
a  simple  brass  lever,  which  is  in  connection  with  the  line 
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wire,  and  which  is  pivotted  so  as  to  be  movable  about  its 
centre  on  a  brass  piece  fixed  upon  a  wooden  base.  It  is 
maintained  in  its  normal  position  by  a  spiral  spring, 
causing  the  back  of  the  lever  to  be  held  in  contact  with 
the  back  stop,  which  is  in  connection  with  earth  through 
the  receiving  instrument,  thus  preserving  the  continuity  of 
the  line.  One  pole  of  the  battery  is  placed  in  connection 
with  the  front  contact  piece,  the  other  pole  being  put  to 
earth.  Thus,  whenever  the  key  is  depressed  the  lever  is 
brought  into  contact  with  the  front  stop  and  the  current 
flows  to  Une.   The  moment  the  key  is  released  the  contact  is 


broken  and  the  current  ceases.  The  duration  of  the 
current  thus  evidently  depends  upon  the  duration  of  this 
contact.  These  currents  pass  through  the  receiving  instni- 
ment  at  the  distant  station  and  operate  the  sounder  in  the 
manner  described  at  p.  57.  Hence  to  send  dots  and 
dashes  by  this  key  it  is  only  necessary  to  tap  or  move  it 
as  one  would  the  key  of  a  piano  in  order  to  produce 
crotchets  and  quavers. 

Such  is  the  sounder  in  its  simplest  form,  though  it  is 
not  always  possible  to  work  it  in  this  simple  form  except 
for  very  short  distances.  When  other  systems  have  been  de- 
scribed  a  comparison  will  be  drawn  between  the  advantages 
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and  disadvantages  of  the  different  plans  in  use,  and  an  in- 
dication given  as  to  why  the  sounder  is  so  very  genaally 
preferred  to  other  forms  of  signalling  apparatus. 

The  Relay. — But  as  we  have  said,  it  is  not  alwajrs  pos- 
sible to  work  it  in  this  simple  form.  As  the  lines  increase 
in  length,  and  consequently  in  resistance,  and  the  effects 
of  imperfect  insulation  make  themselves  fdt,  the  battery 
power  would  have  to  be  increased  beyond  practicable  limits 
in  order  to  produce  audible  signals  upon  our  sounders. 
Some  method  is  then  needed  by  which  the  inaudible 
weak  line  currents  shall  bring  in  fresh  currents  which  will 
make  the  signals  audible.    This  is  the  function   of  the 


t 


B 


^ — m       ^ 


Local  Circuit 


Fig.  44. 


^J 


relay^  by  which  a  local  battery  is  brought  into  play  which 
works  the  receiving  sounder  in  the  same  way  as  the  line 
current  would  have  done  had  it  been  of  the  requisite 
strength. 

The  relay  is,  in  fact,  nothing  more  nor  less  than  a  more 
delicate  form  of  the  electro- magnet  and  lever  employed  in 
the  sounder  previously  described.  It  is  wound  with  a  finer 
and  longer  wire,  and  all  its  parts  are  more  delicately  con- 
structed, so  that  a  very  weak  current  will  cause  the  armature 
to  move.  However  long  a  line  may  be,  and  however  badly 
it  may  be  insulated,  if  any  currents  at  all  can  get  through,  so 
long  can  relays  be  constructed  to  move  with  those  currents. 
The  principle  of  operation  is  given  by  fig.  44.   s  is  the  electro- 
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magnet  of  the  ordinary  sounder  wound  with  thick  wire,  but 
requiring  to  work  it  a  stronger  current  than  can  be  sent  from 
the  distant  station,  k  is  the  electro -magnet  of  the  relay, 
wound  with  very  fine  wire  and  worked  by  the  line  current. 
B  is  a  local  battery  whose  positive  pole  is  attached  to  one 
end  of  the  coil  of  the  sounder,  and  whose  negative  pole  is 
connected  with  the  lever  of  the  relay.  The  other  end  of  the 
coil  of  the  sounder  is  connected  with  the  lower  contact  i  of 
the  relay.  When  a  line  current  passes  through  b  it  attracts 
the  armature  a  and  brings  the  lever  in  contact  with  i,  so 


completing  the  local  dradt.  The  local  current  therefore 
works  the  sounder,  whose  armature  remains  attracted  just 
as  long  as  does  that  of  the  relay,  and  thus  every  movement 
of  the  relay  is  repeated  on  the  sounder. 

There  are  many  different  forms  of  relay.  Such  a  one  as 
that  just  indicated  is  called  a  non-polarised  relay,  but  it  is 
not  much  used  in  England  for  such  a  purpose.  The  forms 
of  relay  more  largely  used  are  ca^^A  polarised,  because  their 
armatures  are  maintained  in  a  magnetised  condition  by 
permanent  magnets.  They  differ  principally  from  the  non- 
polarised relay  in  that  they  are  affected  by  the  direction 
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of  the  current,  and  under  certain  circumstances  they  are  fet 
more  sensitive. 

Sieniens'  Helay. — A  sectional  view  of  this  apparatus  is 
shown  by  fig.  45,  and  a  plan  of  the  top  by  fig.  46. 

H  s  (fig-  45)  is  a  hard  steel  permanent  magnet,  into  a  slit 
in  the  upper  or  s  end  of  which  is  pivotted  a  soft  iron  arma- 
ture a  b,  capable  of  motion  in  a  horizontal  plane  about  the 


Tic  46.   )  nal  wa. 

centre  b,  and  having  a  small  German  silver  tongue  C  fixed 
to  its  free  end  ;  on  the  lower  or  N  end  of  n  s  rests  an  iron 
bar  A,  which  supports  the  two  soft  iron  cores  of  the  electro- 
magnet E ;  the  further  extremities  of  these  are  terminated 
in  the  pole  pieces  p  and  p,  (fig.  46),  which  are  fixed  by 
screws  and  can  be  moved  to  and  fro  at  will,  d  and  d'  are 
two  contact  points  whose  position  can  be  varied  by  means 
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of  the  adjusting  screw  b.  When  the  tongue  c  presses 
against  the  former,  the  local  circuit  is  completed  ;  when  drawn 
against  the  latter,  which  terminates  in  an  insulating  point, 
it  is  broken.  The  coil  wires  of  the  electro-magnet  are  attached 
to  two  of  the  terminals  as  shown  ;  and  the  other  two  ter- 
minals (a  and  b)  are  electrically  connected  to  the  tongue  c 
and  the  contact  point  d  respectively. 

The  action  of  the  relay  is  as  follows  : 

The  end  n  of  the  permanent  magnet  n  s  induces  s 
polarity  in  the  bar  a  and  the  ends  of  the  cores  next  to  it, 
but  N  polarity  in  the  upper  ends  remote  from  it  and  termi- 
nating in  pPi,  both  of  which  are  therefore  n  poles.  The 
end  s,  on  the  other  hand,  induces  n  polarity  in  that  portion 
of  the  armature  a  b  next  to  it,  and  s  polarity  in  the  further 
extremity  moving  between  p  and  Pi  (c  being  a  non-mag- 
netic metal  is  not  affected).  When,  therefore,  ab  \s>  equi- 
distant from  p  and  Pj,  it  is  equally  attracted  by  both,  and 
may  be  supposed  to  touch  neither  d  nor  d'.  If  the  pole  p 
be  approached  nearer  to  ab^  it  obeys  its  influence  and 
is  attracted  to  the  point  d'.  This  is  the  position  of  the 
armature  when  the  relay  is  at  rest. 

As  soon,  however,  as  the  line  current  enters  the  coils 
in  the  proper  direction  the  electro-magnet  is  thereby  polar- 
ised, so  that  p,  Pj  tend  to  become  respectively  south  and 
north  poles  ;  the  pre-existing  north  polar  magnetism  of  P|  is 
consequently  increased,  while  that  of  p  is  correspondingly 
diminished,  and,  according  to  the  strength  of  the  line  cur- 
rent, this  diminution  may  extend  to  complete  neutralisation 
or  even  reversal.  The  result  is  that  under  the  influence  of 
a  more  powerfully  attracting  force,  c  is  drawn  from  d'  to  d, 
and  remains  there  so  long  as  the  line  current  is  flowing, 
returning  to  d'  when  this  ceases.  In  this  way  the  local 
circuit  is  completed,  and  the  sounder  or  other  instrument 
worked  in  exactly  the  same  manner  as  though  a  line  current 
of  equal  strength  to  that  of  the  local  current  had  been  the 
cause. 

F2 
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The  adjustment  of  the  Siemens'  relay  is  extremely  simple, 
and  the  only  objection  that  is  urged  against  it  is  that  on 
account  of  the  comparative  weight  of  the  moving  parts 
and  the  presence  of  electro-magnetic  inertia  in  the  coils  it 
is  scarcely  sensitive  or  light  enough  for  very  long  lines, 
rapid  sending,  and  extremely  weak  currents.  Fast-speed 
telegraphy  has  necessitated  other  relays  of  greater  delicacy 
and  better  adapted  for  long  circuits  and  for  the  improved 
mode  of  working  that  will  be  described.  The  most  gene- 
rally used  of  these — the  Post  Office  Standard  Relay — will 
be  explained  in  the  Chapter  on  Repeaters  (Chap.  VIII.) 

2.   The  Bell. 
With  any  sensitive  fonn  of  relay  sounders  can  be  worked 
at  any  distance  and  through   any  weather  in   England. 
The  sounder  was  introduced  in  America  and  it  has  there 


supplanted  all  other  forms  of  apparatus.     It  is  also  almost 
universally  employed  in  India.    But  the  earliest  form  of 


Double  Plate  Sounder 
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acoustic  instrument  that  was  used  in  England  was  Bright's 
Bell.  Two  bells  or  plates  of  different  tone  are  used,  the 
hammer  of  one  being  actuated  by  currents  in  one  direction, 
and  that  of  the  other  by  currents  in  the  other  direction. 
The  sound  of  one  bell  corresponds  to  dots,  and  that  of  the 
other  bell  to  dashes.  The  sending  apparatus  is  the  same  as 
in  the  pedal  single  needle,  and  relays  and  local  currents  are 


IS 

1^1. Mill. 1    iMr 


millilli'l'  ffltUllilinilllllllllilliiiiiiuiiHiiiiiiiUiJiiiiiiiii-   ;i'i!iii;iiiuiH 
liotiuiiiiiuiiiiirauiniirtmuiiiiiitiimmiiiniiiiiiiiiiiiiJiiiiiiiiLiiiiDiniiibiimuHimuiJiiaiiiinynni 


piiiiiiiiwiiiiiii^^^^^^^^^^^ 


iiiiiniiiiiiiiiiiirifliim 


Fig.  48.    ^th  real  size. 

needed.  Its  general  construction  is  shown  by  figs.  47  and 
48,  the  former  giving  a  back  view  of  the  relay.  The  relay 
here  shown  is  being  replaced  by  the  Post  Office  Standard. 

3.     The  Double  Plate  Sounder, 

A  modification  of  the  Bright's  Bell  instrument  is  shown 
in  fig  49.  It  is  called  the  Double  Plate  Sounder,  and  con- 
sists of  two  sounders  similar  in  arrangement  to  those  of  the 
Bright's  Bell,  which  are  mounted,  together  with  a  relay, 
in  a  screen  which  is  useful  in  concentrating  and  directing 
the  sound.  The  relay  used  in  this  case  is  the  Post  Office 
Standard.  Instead  of  having  two  tongues,  as  in  the  case  of 
the  relay  for  Bright's  Bell,  it  has  only  one,  which  is  normally 
held,  by  means  of  a  thin  flat  spring,  between  two  contact 
points,  and  is  capable  of  being  moved  against  one  or  the 
other  according  to  the  direction  of  the  current  through  the 
coils,  and  so  closing  the  local  circuit  of  one  or  other  of  the 
sounders. 

In  a  later  form  the  galvanometer  is  in  the  screen,  and 
the  relay  is  placed  on  the  table,  where  it  is  more  accessible 
for  adjustment. 
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4.  Neal^s  Acoustic  Dial. 
The  Neale's  Acoustic  Dial  (fig.  50}  is  an  elegant  and 
most   useful  form   of  needle  instrument.     As  its    name 
suggests,  it  is  really  a  sound-reading  instrument,  but  the 


needle  in  front  makes  it  equally  available  for  reading  by 
sight. 

The  upper  part  of  the  needle  «  a'  is  polarised  by  means 


Neale's  Sounder  j\ 

of  the  permanent  magnet  m,  and  is  arranged  to  stnke  against 
the  pins  ee',  which  are  fixed  to  the  two  sounding-tubes  H' 
upon  the  dial-plate  D.     The  two  tubes  are  made  of  differ- 
ent thickness  so  that  they  may  give  diiferent  notes.     Instead 
of  passing  through  simple  coils  of  wire,  as  in  the  case  of  the 
single  needle,  the  line  current  traverses  a  complete  electro- 
magnet which  is  fixed  vertically  behind  the  dial-plate,  and 
thetwo  pole-pieces  of  which  are  so  shaped  that  their  extremi- 
ties project  throi^h  the  plate  as  shown  at  a,  b.    The  upper 
end  «  of  the  needle  is  there- 
fore within   the   magnetic   in- 
fluence of  the  electro- magnet, 
and  consequently,  whenever  a 
current    of   sufficient    strength 
passes  through  the  coils,  n  will 
be  attracted  towards  o    or  .* 
according  to  the  direction  of 
the    current,    and    will    strike 
against    e    or   ^,   causing  the 
conesponding  tube  to  emit  its 
characteristic  sound. 

Attached  to  the  axle  of  the 
needle  behind  the  plate  is  a 
small  hook,  between  which  and 
a  similar  hook  at  the  upper 
end  of  the  screw  k  a  spiral 
spring  is  fitted.  The  screw  k 
passes   through  the  carriage  d 

in  such  a  way  that  it  can  be  raised  or  lowered  by  the  milled- 
edged  nut  s '  ,so  that  by  this  means  the  tension  of  the  spiral 
can  be  regulated,  thus  providing  that  the  needle  can  be 
adjusted  to  be  brought  back  to  its  normal  position  after 
being  acted  upon  by  the  current.  This  normal  position  for 
reading  as  a  needle  instrument  is  of  course  vertical,  so  thai 
the  needle  may  be  exactly  midway  between  the  two  pins  e  e' ; 
and  any  tendency  of  the  needle  to  hang  over  to  either  side 
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can  be  corrected  by  means  of  the  screw  s^y  upon  the  threaded 
portion  of  which  the  carriage  d  is  fitted  in  such  a  way  that  it 
is  adjustable  from  side  to  side. 

When  properly  adjusted  this  instrument  is  nearly  as 
sensitive  as  the  needle  itself ;  and,  owing  to  its  having  an 
electro-magnet  instead  of  simple  coils,  the  impact  of  the 
needle  when  deflected — and  consequently  the  sound  emitted 
— is  much  greater  than  could  be  the  case  with  the  ordinary 
instrument. 

In  the  instruments  which  have  been  described  the 
signals  are  transient,  and  leave  behind  them  no  permanent 
record  for  reference.  We  have  now  to  deal  with  recording 
instruments,  in  which  the  signals  are  permanent. 

The  simplest  and  earliest  of  all  is  the  *  Morse '  recording 
instrument,  so  called  from  its  inventor. 

C. — ^The  Morse  System. 

The  Embosser, — The  first  *  form  of  Morse  recorder  was 
the  Embosser,  shown  by  fig.  51. 

The  radical  principle  is  exactly  the  same  as  that  of  the 
sounder,  which  has  been  already  described.  The  recording 
arrangement  is  purely  mechanical,  and  is  as  follows : 

E  E  are  the  coils  of  the  electro- magnet,  0  the  armature. 
The  latter  is  attached  to  a  lever  movable  about  an  axis,  and 
carrying  at  its  further  end  a  small  steel  style  s.  When  the 
armature  is  attracted,  so  that  that  end  of  the  lever  is  drawn 
down,  this  style  is  thrown  upwards  and  pressed  against  a 
strip  of  paper  /.  This  strip  of  paper  is  unwound  from  the 
roll  above  by  being  passed  between  two  friction  rollers  w  w', 
which  are  set  in  motion  by  the  action  of  clockwork.  In  the 
centre  of  the  upper  roller  just  over  the  style  is  a  small  groove, 
into  which  the  paper  is  pressed  so  long  as  the  armature  is 
attracted.  A  mark  is  thus  embossed  on  the  upper  surface 
of  the  paper,  which  will  appear  in  the  form  of  either  a  dot 
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or  &  dash  according  to  the  time  that  the  armature  has  been 
held  down  and  the  style  elevated;  these,  it  will  be  seen, 
correspond  to  the  short  or  long  sounds  in  the  simple 
sounder. 

The  Ink-writer. — The  reading  of  the  signals  made  by 
the  embosser  is  so  feiliguing  to  the  eye,  that  the  instniment 
was  very  soon  entirely  supplanted  by  the  more  modem  form 
of  recorder,  viz.,  the  Ink-writer.    The  first  instrument  of  this 
description  was  invented  by  Thomas  John,  an  Austrian 
engineer,   in  1854. 
The    main    object 
which    he   had   in 
view  was  to  reduce 
as  feras  possible  the 
force  which  was  re- 
quired to  drive  the 
style  on  to  the  paper 
before    the     marks 
could  be  distinctly 
recorded  in  the  em- 
bosser.     He    suc- 
ceeded in  doing  this  < 
by  substituting  for 
the  embossing  style 
a     small     metallic 
disc,  which  was  kept 
constantly  revolvir^ 
in  an  ink-well,  and 

which    was    raised  p,^.  si. 

against    the    paper 

as  it  passed  above  it,  making  a  distinct  ink-mark  instead  of 
the  mere  depression.  All  the  ink-writers  which  have  been 
brought  out  since  1854  have  been  simple  modifications  of 
this  idea,  and  the  most  perfect  instrument  which  is  now  in 
use  is  only  a  mechanical  improvement  upon  John's  original 
principle. 
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Various  arrangements  have  been  tried  for  the  purpose  of 
increasing  as  far  as  possible  the  delicacy  of  the  apparatus. 
The  best  for  hand-working  is  that  introduced  by  Messrs. 
Siemens  and  Halske,  which  is  the  type  now  almost  univer- 
sally employed  wherever  recording  instruments  of  this  class 
are  in  use. 


Fig,  sz  shows  one  of  the  latest  forms  of  these,  and  fig.  55 
shows  the  details  of  the  electrical  portion  of  the  receiving 
apparatus. 


.    llhnslu 


E  (fig.  53)  is  the  electro-magnet,  which  is  worked  in  the 
same  way  as  the  sounder,  already  described;  f  is  the  arma- 
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ture ;  s  is  the  antagonistic  spring,  whose  tension  may  be 
increased  or  diminished  at  will  by  means  of  the  screw  c. 
F  is  attached  to  the  lever  /  which  is  movable  upon  the 
axis  at  h  and  carries  the  small  disc  i  at  one  end,  whilst  the 
other  end  moves  between  the  two  points  marked  2  and  3  : 
either  of  these  two  points  may  be  raised  or  lowered  at  will 
by  the  adjusting  screws  a  and  b  :  the  disc  i  dips  into  a 
reservoir  of  ink.  The  paper  is  wound  upon  a  roller  fixed  in 
a  drawer  in  the  base-board  of  the  instrument,  and  its  path 
is  indicated  in  fig.  52.  It  passes  between  two  fi*iction 
rollers,  which  are  set  in  motion  by  means  of  an  ordinary 
clockwork  train  enclosed  in  the  case.  This  clockwork  is 
liberated  by  the  movement  of  a  lever. 

In  addition  to  moving  the  friction  rollers  the  clockwork 
also  causes  the  disc  i  to  revolve  in  the  ink-well  in  the 
opposite  direction  to  that  in  which  the  paper  runs,  and 
in  this  way  the  periphery  of  i  is  kept  constantly  wet  with 
ink  so  long  as  it  is  required.  When,  therefore,  f  is  kept 
down  for  a  short  space  of  time,  i  is  correspondingly  held 
up  against  the  paper  strip  and  records  a  dot  upon  it :  a 
dash  in  like  manner  is  recorded  if  f  be  kept  down  for  a 
longer  time. 

The  paper  which  is  employed  is  slightly  coloured,  and 
is  in  continuous  rolls  of  slip  three-eighths  of  an  inch  in 
width  :  the  ink  is  a  kind  of  printer's  ink  of  good  quality, 
diluted  with  olive-oil. 

This  instrument  has  three  distinct  and  separate  adjust- 
ments : 

1.  Screws  a  and  b,  which  regulate  the  play  up  and 
down  of  the  armature  f,  and  therefore  of  the  inking 
disc  I. 

2.  Screw  c,  which  regulates  the  tension  of  the  antagon- 
istic spring  s,  tightening  or  slackening  it  as  may  be  re- 
quired. 

3.  Screw  D,  which  regulates  the  position  of  the  inking 
disc  with  respect  to  the  paper  and  armature. 
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It  is  regulated  for  working  thus  : 

(a)  The  screw  b  is  first  adjusted,  so  that  the  disc  i  gently 
touches  the  paper  without  pressing  it  too  hard  when  the 
end  of  the  lever /banks  against  the  stud  3. 

If  the  disc  presses  the  paper  too  hard,  it  makes  thick 
and  indistinct  signals ;  if  it  presses  too  lightly  it  causes  the 
disc  to  jump  and  signals  to  split :  thus  —  (t),  may  become 
—  <a).-. 

(^)  Th< 
screw  D  to 
the  lower 
out  aetuall^ 
seen  betwe 
magnet. 

may  I 
an  in< 
inkini  Erri^"- 


If, 


™S,h.i™('l ""»""' 


upon 

shouli 

the  cc  ,  --.—  me  antagonistic 

spring  p.. .-lieu  up. 

As  a  rule,  the  screw  c  is  found  sufficient  to  meet  all  the 
reqairements  of  adjustment ;  and  when  once  a,  b,  and  d 
have  been  fixed  they  rarely  require  alteration. 

C,  however,  requires  to  be  altered  very  frequently,  and 
where  several  stations  exist  in  the  same  circuit  a  differ- 
ent adjustment  is  often  required  for  each. 

(a)  The  ink-reservoir  should  never  be  too  full,  otherwise 
the  apparatus  is  apt  to  become  clogged  with  ink — a  con- 
dition that  indicates  great  carelessness. 

iP)  The  communication  between  the  ink-reservoir  and 
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well  frequently  becomes  choked  with  coagulated  ink  after 
disuse.    This  should  be  cleared  with  a  piece  of  wire. 

{c)  The  ink-reservoir  must  be  frequently  cleaned  out, 
and  the  ink  never  left  in  for  any  length  of  time. 

{d)  When  the  day's  work  is  over  the  paper  should  be 
taken  from  between  the  friction  rollers,  and  the  instrument 
should  be  allowed  to  run  down,  to  prevent  the  weakening  of 
the  main-spring. 

« 

D. — Bain's  Chemical  Marking  System. 

In  the  recording  instruments  described  above  the  signals 
are  recorded  by  means  of  electro-magnetism  ;  but  Bain,  in 
1846,  devised  an  instrument  by  which  the  same  thing 
was  done  through  the  electrolytic  effects  of  the  current. 
Whenever  a  current  passes  through  an  electrolyte,  that  is,  a 
liquid  capable  of  being  decomposed  into  its  constituent 
parts,  the  acid  element  appears  at  the  one  pole,  and  the 
alkali  element  at  the  other.  If  the  liquid  be  coloured  with 
any  vegetable  product,  such  as  red  cabbage,  its  colour  will 
be  changed  at  the  two  poles.  If  a  piece  of  paper  be  soaked 
in  a  solution  of  potassium  iodide  in  water,  iodine  will  appear 
at  the  positive  pole  and  potassium  hydrate  at  the  negative 
pole.  The  former  produces  a  brown  stain  upon  the  paper. 
If  paper  so  soaked  be  drawn  between  a  platinum  point  and 
another  conducting  surface,  and  thus  be  made  part  of  a 
circuit  in  which  a  current  can  flow,  so  long  as  a  current 
flows  a  brown  line  will  be  marked  upon  the  paper.  Thus 
we  can  form  marks  by  the  current  and  spaces  by  the  absence 
of  the  current.  Bain  did  this  in  the  following  way  (fig.  54). 
A  is  a  brass  drum  whose  circumference  is  tinned,  and 
B  is  a  smaller  wooden  roller  pressing  the  paper  p  against  it ; 
motion  is  imparted  to  the  drum  by  clockwork,  so  that  the 
paper  passing  over  it  is  drawn  beneath  the  piece  of  wire  or 
style  3,  which  is  held  in  position  by  the  clip  o.  The  metal 
point  is  in  connection  with  the  line  wire,  and  the  brass 
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It  is  regulated  for  working  thus  : 

{a)  The  screw  b  is  first  adjusted,  so  that  the  disc  i  gently 
touches  the  paper  without  pressing  it  too  hard  when  the 
end  of  the  lever /banks  against  the  stud  3. 

If  the  disc  presses  the  paper  too  hard,  it  makes  thick 
and  indistinct  signals  ;  if  it  presses  too  lightly  it  causes  the 
disc  to  jump  and  signals  to  split :  thus  —  (t),  may  become 
—  (a),  —  (n),  or  .  .  (i). 

{b)  The  electro- magnet  is  then  raised  by  turning  the 
screw  D  to  the  right,  so  that  when  the  lever  /  rests  upon 
the  lower  stud  3,  the  poles  y«j/  clear  the  armature  with- 
out actually  touching  it  A  thin  streak  of  light  should  be 
seen  between  the  armature  and  the  poles  of  the  electro- 
magnet. 

{c)  The  screw  a  is  next  adjusted  so  that  the  lever  / 
may  be  free  to  move  through  a  space  of  about  jV  o^ 
an  inch,  a  and  b  together  so  regulate  the  play  of  the 
inking  disc  that  while  it  just  dips  into  the  ink-well  it 
also  gently  presses  against  the  paper,  so  as  to  mark  it 
clearly. 

If,  when  a  station  is  working,  a  continuous  mark  is  made 
upon  the  paper,  or  signals  run  into  each  other,  screw  b 
should  be  raised.  If  marks  should  still  run  together  when 
the  coils  are  well  clear  of  the  armature,  then  the  antagonistic 
spring  must  be  tightened  up. 

As  a  rule,  the  screw  c  is  found  sufficient  to  meet  all  the 
requirements  of  adjustment ;  and  when  once  a,  b,  and  d 
have  been  fixed  they  rarely  require  alteration. 

c,  however,  requires  to  be  altered  very  frequently,  and 
where  several  stations  exist  in  the  same  circuit  a  difier- 
ent  adjustment  is  often  required  for  each. 

(a)  The  ink-reservoir  should  never  be  too  full,  otherwise 
the  apparatus  is  apt  to  become  clogged  with  ink — a  con- 
dition that  indicates  great  carelessness. 

ip)  The  communication  between  the  ink-reservoir  and 
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well  frequently  becomes  choked  with  coagulated  ink  after 
disuse.    This  should  be  cleared  with  a  piece  of  wire. 

if)  The  ink-reservoir  must  be  frequently  cleaned  out, 
and  the  ink  never  left  in  for  any  length  of  time. 

{d)  When  the  day's  woric  is  over  the  paper  should  be 
taken  from  between  the  friction  rollers,  and  the  instrument 
should  be  allowed  to  run  down,  to  prevent  the  weakening  of 
the  main -spring. 

D, — Bain's  Chemical  Marking  System. 

In  the  recording  instruments  described  above  the  signals 
are  recorded  by  means  of  electro- magnetism  ;  but  Bain,  in 
•  o  .c    ■lamefH    an  instrument    by   which    the   same   thini? 


pote.     iiic  luiu..,.  J, 

If  paper  so  soaked  be  drawn  between  a  platinum 
another  conducting  surface,  and  thus  be  made 
circuit  in  which  a  current  can  flow,  so  long  as 
flows  a  brown  line  will  be  marked  upon  the  pap 
we  can  form  marks  by  the  current  and  spaces  by  tl 
of  the  current.  Bain  did  this  in  the  following  wa; 
A  is  a  brass  drum  whose  circumference  is  tii 
B  is  a  smaller  wooden  roller  pressing  the  paper/  \ 
motion  is  imparted  to  the  drum  by  clockwork,  i 
paper  passing  over  it  is  drawn  beneath  the  piece 
style  3,  which  is  held  in  position  by  the  clip  o.  ' 
point  is  in  connection  with  the  line  wire,  and 
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It  is  regulated  for  working  thus : 

{a)  The  screw  b  is  first  adjusted,  so  that  the  disc  i  gently 
touches  the  paper  without  pressing  it  too  hard  when  the 
end  of  the  lever/banks  against  the  stud  3. 

If  the  disc  presses  the  paper  too  hard,  it  makes  thick 
and  indistinct  signals  ;  if  it  presses  too  tightly  it  causes  the 
disc  to  jump  and  signals  to  split :  thus  —  (t),  may  become 
._(.),^.H<.r..(i). 

screi 
the  : 
out  I 
seen 
magi 

(■ 

may 
an  ii 
inkii 
also 
cleat 

I 
upor 
shou 
thei 
sprii 

As  a  rule,  the  screw  c  is  found  sufficient  to  meet  all  the 
requirements  of  adjustment ;  and  when  once  a,  b,  and  D 
have  been  fixed  they  rarely  require  alteration. 

C  however,  requires  to  be  altered  very  frequently,  and 
where  several  stations  exist  in  the  same  circuit  a  differ- 
ent adjustment  is  often  required  for  each, 

(a)  The  ink-reservoir  should  never  be  too  full,  otherwise 
the  apparatus  is  apt  to  become  clogged  with  ink — a  con- 
dition that  indicates  great  carelessness. 

\J>)  The  communication  between  the  ink-reservoir  and 
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well  frequently  becomes  choked  with  coagulated  ink  after 
disuse.    This  should  be  cleared  with  a  piece  of  wire. 

(c)  The  ink-reservoir  must  be  frequently  cleaned  out, 
and  the  ink  never  left  in  for  any  length  of  time. 

{d)  When  the  day's  work  is  over  the  paper  should  be 
taken  from  between  the  friction  rollers,  and  the  instrument 
should  be  allowed  to  run  down,  to  prevent  the  weakening  of 
the  main-spring. 

« 

D. — Bain's  Chemical  Marking  System. 

In  the  recording  instruments  described  above  the  signals 
are  recorded  by  means  of  electro-magnetism  ;  but  Bain,  in 
1846,  devised  an  instrument  by  which  the  same  thing 
was  done  through  the  electrolytic  effects  of  the  current. 
Whenever  a  current  passes  through  an  electrolyte,  that  is,  a 
liquid  capable  of  being  decomposed  into  its  constituent 
parts,  the  acid  element  appears  at  the  one  pole,  and  the 
alkali  element  at  the  other.  If  the  liquid  be  coloured  with 
any  vegetable  product,  such  as  red  cabbage,  its  colour  will 
be  changed  at  the  two  poles.  If  a  piece  of  paper  be  soaked 
in  a  solution  of  potassium  iodide  in  water,  iodine  will  appear 
at  the  positive  pole  and  potassium  hydrate  at  the  negative 
pole.  The  former  produces  a  brown  stain  upon  the  paper. 
If  paper  so  soaked  be  drawn  between  a  platinum  point  and 
another  conducting  surface,  and  thus  be  made  part  of  a 
circuit  in  which  a  current  can  flow,  so  long  as  a  current 
flows  a  brown  line  will  be  marked  upon  the  paper.  Thus 
we  can  form  marks  by  the  current  and  spaces  by  the  absence 
of  the  current.  Bain  did  this  in  the  following  way  {fig,  54). 
A  is  a  brass  drum  whose  circumference  is  tinned,  and 
B  is  a  smaller  wooden  roller  pressing  the  paper  p  against  it ; 
motion  is  imparted  to  the  drum  by  clockwork,  so  that  the 
paper  passing  over  it  is  drawn  beneath  the  piece  of  wire  or 
style  3,  which  is  held  in  position  by  the  clip  o.  The  metal 
point  is  in  connection  with  the  line  wire,  and  the  brass 
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drum  A  is  in  connection  with  the  earth,  so  that  when  the 
current  flows  from  the  line  to  the  earth,  iodine  appears  at 
the  point  and  leaves  a  brown  line  upon  the  paper.  Dots 
and  dashes  can  thus  be  made,  and  we  have  all  the  require- 
ments of  a  recording  telegraph.  The  following  is  a  sensitive 
and  useful  solution : 

I  part  potassium  iodide, 

20  parts  starch  paste, 

40     „     water. 
The  solution  usually  employed  in  practice  is  composed 


of  one  volume  of  a  saturated  solution  of  potassium  ferro- 
cyanide  (prussiate  of  potash),  one  volume  of  a  saturated 
solution  of  ammonium  nitrate,  and  two  volumes  of  water. 
The  ammonium  nitrate  is  a  deliquescent  salt,^  and  is  used 
to  keep  the  paper  damp,  The  style  {3)  is  of  iron  or  steel 
wire.  When  a  current  flows  from  the  line  through  paper 
soaked  in  this  solution  it  decomposes  the  electrolyte,  the 
acid  radicle  unites  with  the  iron,  and  forms  Prussian  blue. 
Thus  dots  and  dashes  can  be  formed  in  bright  clear  blue. 
The  instrument  is  worked  by  a  key  in  precisely  the  same 
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way  as  that  described  for  the  sounder  (p.  62),  but  it  is 
essential  that  the  direction  of  the  current  be  attended  to,  for 
if  it  flows  in  the  opposite  direction  the  marks  are  made  upon 
the  under  side  of  the  paper.  Hence  a  Bain's  instrument 
must  always  be  worked  with  the  current  passing  from  the 
st}'le  through  the  paper  to  the  roller. 

Although  relays  have  been  used  in  connection  with  this 
apparatus,  the  solution  can  be  made  sufficiently  delicate 
to  be  decomposed  by  the  weakest  currents.  It  is  not  now 
in  practical  use  excepting  for  experimental  purposes,  for 
which  it  is  invaluable,  because  it  is  very  sensitive  to  weak 
currents  and  can  register  its  signals  with  marvellous  rapidity, 
being  independent  of  electro-magnetic  inertia  and  self-induc- 
tion. It  was  at  one  time  the  only  form  of  recording 
instrument  in  use  in  England,  but  was  supplanted  by  the 
Morse  recorder  which  is  less  liable  to  get  out  of  order  and 
also  avoids  the  troublesome  operation  of  preparing  paper 
chemically.  In  Bain's  original  instrument  a  sheet  of  the 
paper  was  fixed  on  a  flat  horizontal  rotating  disc  of  metal, 
and  the  metal  point  moved  from  the  centre  to  the  circum- 
ference, so  that  the  dots  and  dashes  were  made  in  a  spiral 
curve.  Many  ingenious  applications  of  this  principle  have 
been  attempted  by  Bakewell,  Bonelli,  Caselli,  and  others, 
but  descriptions  of  such  apparatus  do  not  come  within  the 
scope  of  this  book. 

The  vibrating  sounder^  which  has  been  extensively  used 
of  late  years,  especially  for  military  purposes,  was  invented 
by  Major  Cardew,  R.E.,  in  1881.  Where  other  instruments 
fail  from  weak  signals  through  faults  of  insulation  on  the 
lines,  the  vibrating  sounder  has  proved  eminently  successful. 
It  has  been  worked  through  sixteen  miles  of  bare  wire  laid 
upon  the  ground  in  England,  and  through  over  twenty- three 
miles  in  Egypt,  even  when  the  conductor  was  in  contact  with 
stay  wires  and  railway  fences.  It  was  used  largely  in  the 
Egyptain  and  South  African  campaigns,  as  well  as  during 
the  frontier  expeditions  in  India,  2uid  on  the  badly-insulated 
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jungle  lines  of  that  country,  Ceylon,  and  West  Africa.  The 
instrument  is  illustrated  diagrammatically  in  figs.  54A  and 
54B,  which  show  two  rather  different  arrangements,  either  of 
which  may  be  used.     In  the  former  an  induction  coil  is 
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Fig.  54A. 


used  ;  in  the  latter  the  coil  is  single  wound  for  the  sake  of 
simplicity  and  cheapness.  Both  work  well,  but  the  latter  is 
the  more  common. 

The  telephone  is  the  receiving  instrument,  and  it  has  the 
advantage  that  it  will  emit  notes  of  any  pitch  that  are 
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audible  by  human  ears  without  adjustment.  A  practised 
signaller  is  able  to  distinguish  the  notes  which  emanate 
from  different  ofifices,  and  can  eliminate  one  message  from 
another    when   his    instrument  is    affected    by  inductive 
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disturbances.  The  coils  of  the  *  buzzer'  are  wound  to 
a  resistance  of  20  ohms  each.  The  spring  armature 
vibrates,  when  a  current  is  caused  to  pass,  similarly 
to  the  hammer  of  an  electric  bell.  The  extra  currents 
thus  engendered  have  a  derived  circuit  in  the  line  and 
through  the  distant  telephone.  The  battery  consists 
usually  of  four  Leclanch^  or  dry  cells  put  up  conveniently 
in  a  box  with  strap  for  portable  purposes,  and,  with  such  a 
battery,  it  has  been  found  possible  to  communicate  over 
300  miles  of  line. 

With  the  aid  of  a  'separator,'  consisting  of  a  small 
condenser  of  ^  microfarad  capacity,  and  a  coil  with  an  iron 
core  wound  inductively  to  200  ohms  resistance,  and  joined 
to  the  line  as  shown  in  fig.  54B,  it  is  possible  to  work  the 
vibrating  sounder  on  an  ordinary  Morse  circuit  without 
interference.  The  condenser  prevents  the  signals  from  the 
Morse  instrument  from  leaking  into  the  vibrator  circuit, 
and  the  choking  coil  softens  the  clicks  from  the  Morse 
instruments  in  the  telephone,  making  it  easier  for  the 
operator  to  read  the  notes  from  the  distant  *  buzzer.*  It  is 
not,  of  course,  necessary  to  use  the  separator  when  the 
circuit  is  worked  exclusively  with  the  vibrating  sounder. 


E.— The  ABC  System. 

This  system,  like  the  needle,  is  transient  or  non-record- 
ing, but  it  conveys  its  signals  directly  to  the  receiver  by 
indicating  with  a  pointer  the  letters  of  the  alphabet  arranged 
consecutively  upon  a  dial.  It  is  the  simplest  of  all  forms  of 
telegraphic  apparatus  for  reading  messages,  but  its  construc- 
tion is  complicated.  The  apparatus  of  this  kind  in  general 
use  in  England  is  Wheatstone's,  but  there  are  many  other 
dial  forms  in  use  in  other  countries,  such  as  Siemens', 
Breguet's,  &c. 
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Wheatstone's  ABC  dispenses  with  the  use  of  a  battery, 
as  the  currents  which  are  employed  to  move  the  indicator 
are  produced  by  the  appHcation  of  magneto-electricity — one 
of  Faraday's  most  brilliant  discoveries — by  which  currents 
are  produced  through  the  relative  movements  of  magnets 
and  wires. 

We  have  stated  (p.  44)  that  when  a  current  is  flowing 
through  a  conductor,  the  neighbourhood  of  that  conductor 
is  converted  into  a  magnetic  field.  The  converse  of  this  is 
also  true,  viz.,  that  when  a  magnetic  field  is  projected  through 
or  traverses  a  conductor,  or  when  a  conductor  traverses  a 


Fig.  55. 

magnetic  field,  that  is  to  say,  whenever  the  relative  positions 
of  the  magnetic  field  and  the  conductor  are  altered,  a  current 
is  produced.  Thus  to  produce  these  effects  motion  is  neces- 
sary, and  their  magnitude  is  dependent  on  the  length  of 
conductor  in  the  field,  the  strength  of  the  magnetic  field, 
and  the  velocity  of  the  conductor  across  it. 

Let  N  s  (fig.  55)  be  a  powerful  fixed  bar  magnet  and  c 
a  movable  hollow  coil  wound  with  a  quantity  of  fine  silk- 
covered  wire,  whose  ends  are  attached  to  the  coil  of  a 
galvanometer  g.  Let  the  coil  c  be  rapidly  moved  over  the 
pole  N  into  the  dotted  position  c' — a  powerful  momentary 
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current  will  traverse  the  galvanometer.  Let  the  coil  be  re- 
stored rapidly  to  its  original  position  c— a  current  of  equal 
strength,  but  in  the  reverse  direction,  will  traverse  the 
galvanometer.  Now  let  the  magnet  be  reversed,  and  the 
same  movements  be  repeated,  the  same  effects  will  be  pro- 
duced, but  in  the  opposite  direction.  Again,  let  the  coil  be 
fixed  and  the  magnet  be  movable.  If  the  n  pole  of  the 
magnet  be  inserted  within  the  coil,  a  powerful  current  will 
traverse  the  galvanometer  ;  and  the  same  will  occur,  but  in 
the  reverse  direction,  when  the  magnet  is  removed.  Reverse 
currents  are  generated  when  the  poles  are  reversed.  The 
currents  produced  by  the  motion  of  the  coil  over  the  n  pole 
and  towards  the  s  pole,  or  by  the  insertion  of  the  n  pole 
into  the  coil,  are  in  the  same  direction,  as  are  also  those 
produced  by  similar  action  between  the  s  pole  and  the  coil. 

The  actual  direction  in  which  the  induced  current  will 
flow  in  each  case  is  determined  by  a  law  first  formulated  by 
I^enz,  and  hence  called  Lenz^s  Law,  It  may  be  enunciated 
thus : 

A  current  induced  in  a  conductor  by  the  relative  movement 
of  the  conductor  and  a  magnet^  or  of  the  conductor  and  another 
conductor  in  which  a  current  is  flowing^  will  flow  in  a  direc- 
tion the  effect  of  which  will  be  to  oppose  the  originating  motion. 

For  instance,  in  moving  c  to  c'  (fig.  55),  asc  approaches 
N  the  current  induced  will  make  the  right-hand  end  of  c 
of  N  polarity,  so  that  the  pole  n  and  the  approaching  coil 
will  tend  to  repel ;  but  in  moving  from  c'  to  c  the  induced 
current  would  give  a  s  polarity  to  the  right-hand  end  of  the 
coil. 

If  the  magnet,  instead  of  being  a  bar  magnet,  be  of  the 
ordinary  horseshoe  form,  and  if  the  coil  instead  of  passing 
over  the  end  of  the  magnet  simply  passes  in  front  of  its 
poles,  the  same  effects  occur  though  in  a  somewhat  dimin- 
ished degree  ;  but  if  the  inside  of  the  coil  be  filled  with  an 
iron  core  this  loss  is  greatly  compensated  for,  because  the 

field  is  thereby  strengthened.     Let  the  coil  be  moved  from 
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It  is  regulated  for  working  thus  : 

(a)  The  screw  b  is  first  adjusted,  so  that  the  disc  i  gently 
touches  the  paper  without  pressing  it  too  hard  when  the 
end  of  the  lever /banks  against  the  stud  3. 

If  the  disc  presses  the  paper  too  hard,  it  makes  thick 
and  indistinct  signals  ;  if  it  presses  too  lightly  it  causes  the 
disc  to  jump  and  signals  to  split :  thus  —  (t),  may  become 
—  (a),  —  (n),  or  .  .  (i). 

{b)  The  electro-magnet  is  then  raised  by  turning  the 
screw  D  to  the  right,  so  that  when  the  lever  /  rests  upon 
the  lower  stud  3,  the  poles  just  clear  the  armature  with- 
out actually  touching  it,  A  thin  streak  of  light  should  be 
seen  between  the  armature  and  the  poles  of  the  electro- 
magnet. 

{f)  The  screw  a  is  next  adjusted  so  that  the  lever  / 
may  be  free  to  move  through  a  space  of  about  iV  of 
an  inch,  a  and  b  together  so  regulate  the  play  of  the 
inking  disc  that  while  it  just  dips  into  the  ink-well  it 
also  gently  presses  against  the  paper,  so  as  to  mark  it 
clearly. 

If,  when  a  station  is  working,  a  continuous  mark  is  made 
upon  the  paper,  or  signals  run  into  each  other,  screw  b 
should  be  raised.  If  marks  should  still  run  together  when 
the  coils  are  well  clear  of  the  armature,  then  the  antagonistic 
spring  must  be  tightened  up. 

As  a  rule,  the  screw  c  is  found  sufficient  to  meet  all  the 
requirements  of  adjustment ;  and  when  once  a,  b,  and  d 
have  been  fixed  they  rarely  require  alteration. 

c,  however,  requires  to  be  altered  very  frequently,  and 
where  several  stations  exist  in  the  same  circuit  a  differ- 
ent adjustment  is  often  required  for  each. 

(a)  The  ink-reservoir  should  never  be  too  full,  otherwise 
the  apparatus  is  apt  to  become  clogged  with  ink — a  con- 
dition that  indicates  great  carelessness. 

ip)  The  communication  between  the  ink-reservoir  and 
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well  frequently  becomes  choked  with  coagulated  ink  after 
disuse.    This  should  be  cleared  with  a  piece  of  wire. 

(c)  The  ink-reservoir  must  be  frequently  cleaned  out, 
and  the  ink  never  left  in  for  any  length  of  time. 

id)  When  the  day's  work  is  over  the  paper  should  be 
taken  from  between  the  friction  rollers,  and  the  instrument 
should  be  allowed  to  run  down,  to  prevent  the  weakening  of 
the  main-spring. 

D. — Bain's  Chemical  Marking  System. 

In  the  recording  instruments  described  above  the  signals 
are  recorded  by  means  of  electro-m^netism  ;  but  Bain,  in 
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pole,      ine  lormer  p[uuui,ca  a.  u.v....,  ™„-  _^...  . 
If  paper  so  soaked  be  drawn  between  a  platinum  po 
another  conducting  surface,  and  thus  be  made  pa 
circuit  in  which  a  current  can  flow,   so  long  as  a 
flows  a  brown  line  will  be  marked  upon  the  paper. 
we  can  form  marks  by  the  current  and  spaces  by  the  i 
of  the  current.     Bain  did  this  in  the  following  way  ( 
A  is  a  brass   drum   whose    circumference   is   tinne 
B  is  a  smaller  wooden  roller  pressing  the  paper/  aga 
motion  is  imparted  to  the  drum  by  clockwork,  so  tnai  me 
paper  passing  over  it  is  drawn  beneath  the  piece  of  wire  or 
style  3,  which  is  held  in  position  by  the  clip  o.    The  metal 
point  is  in  connection  with  the  line  wire,  and  the  brass 
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It  is  regulated  for  working  thus  : 

(a)  The  screw  b  is  first  adjusted,  so  that  the  disc  i  gently 
touches  the  paper  without  pressing  it  too  hard  when  the 
end  of  the  lever/banks  against  the  stud  3. 

If  the  disc  presses  the  paper  too  hard,  it  makes  thick 
and  indistinct  signals ;  if  it  presses  too  lightly  it  causes  the 
disc  to  jump  and  signals  to  split :  thus  —  (t),  may  become 
._(.),-.(„),  or.,  (i). 

(b)  The  electro- magnet  is  then  raised  by  turning  the 
screw  D  to  the  right,  so  that  when  the  lever  /  rests  upon 
the  lower  stud  3,  the  poles y«j/  clear  the  arnaature  with- 
out actually  touching  it.  A  thin  streak  of  light  should  be 
seen  between  the  armature  and  the  poles  of  the  electro- 
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well  frequently  becomes  choked  with  coagulated  ink  after 
disuse.    This  should  be  cleared  with  a  piece  of  wire. 

(c)  The  ink-reservoir  must  be  frequently  cleaned  out, 
and  the  ink  never  left  in  for  any  length  of  time. 

(d)  When  the  day's  work  is  over  the  paper  should  be 
taken  from  between  the  friction  rollers,  and  the  instrument 
should  be  allowed  to  run  down,  to  prevent  the  weakening  of 
the  main-spring. 

D. — Bain's  Chemical  Marking  System. 

In  the  recording  instruments  described  above  the  signals 
are  recorded  by  means  of  electro-magnetism  ;  but  Bain,  in 
1846,  devised  an  instrument  by  which  the  same  thing 
was  done  through  the  electrolytic  effects  of  the  current. 
Whenever  a  current  passes  through  an  electrolyte,  that  is,  a 
liquid  capable  of  being  decomposed  into  its  constituent 
parts,  the  acid  element  appears  at  the  one  pole,  and  the 
alkali  element  at  the  other.  If  the  liquid  be  coloured  with 
any  vegetable  product,  such  as  red  cabbage,  its  colour  will 
be  changed  at  the  two  poles.  If  a  piece  of  paper  be  soaked 
in  a  solution  of  potassium  iodide  in  water,  iodine  will  appear 
at  the  positive  pole  and  potassium  hydrate  at  the  negative 
pole.  The  former  produces  a  brown  stain  upon  the  paper. 
If  paper  so  soaked  be  drawn  between  a  platinum  point  and 
another  conducting  surface,  and  thus  be  made  part  of  a 
circuit  in  which  a  current  can  flow,  so  long  as  a  current 
flows  a  brown  line  will  be  marked  upon  the  paper.  Thus 
we  can  form  marks  by  the  current  and  spaces  by  the  absence 
of  the  current.  Bain  did  this  in  the  following  way  (fig.  54). 
A  is  a  brass  drum  whose  circumference  is  tinned,  and 
B  is  a  smaller  wooden  roller  pressing  the  paper  p  against  it ; 
motion  is  imparted  to  the  drum  by  clockwork,  so  that  the 
paper  passing  over  it  is  drawn  beneath  the  piece  of  wire  or 
style  3,  which  is  held  in  position  by  the  clip  o.  The  metal 
point  is  in  connection  with  the  line  wire,  and  the  brass 
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is  made  to  revolve  by  means  of  the  *  gearing '  or  driving 
wheels  ww'  turned  by  the  handle  h.  Above  this  electrical 
mechanism  is  a  dial,  over  which  is  a  pointer  p  (fig.  63),  the 
end  of  which  traverses  the  circumference  of  the  dial.     This 

dial  is  divided  into  thirty  equal  spaces,  upon 
which  are  marked  the  twenty-six  letters  of 
the  alphabet,  the  three  points  of  punctua- 
tion ,  ; .  and  a  +  known  as  the  zero  stop  : 
inside  these  are  placed,  on  each  side,  the 
numerals,  with  the  cypher  and  a  +.  Op- 
posite to  each  of  the  spaces  is  fixed  a  key 
similar  to  that  shown  by  fig.  64,  which  can 
be  depressed  at  will.  These  keys  are  placed 
outside  an  endless  chain,  held  in  position 
by  being  passed  round  a  series  of  small  pulleys  (fig.  65),  and 
so  arranged  that  only  one  key  can  be  depressed  at  a  time. 
One  effect  of  depressing  a  key  is  to  press  in  the  chain  at 


Fig.  64.    \  real  size. 


Fig.  65. 


that  point  as  shown  at  c  c  ;  when  another  key  is  depressed 
the  chain  is  straightened  and  the  first  key  thereby  thrown 
up  into  its  normal  position. 
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If  now  the  handle  be  turned  and  the  armature  sent 
through  one  complete  revolution  in  front  of  the  four  cores, 
four  separate  currents  differing  alternately  in  direction  are 
generated.  The  motion  is  so  adjusted  that  for  each  of  these 
currents  the  pointer  moves  through  one  space,  and  thus  for 
an  entire  revolution  of  the  armature  the  pointer  goes  through 
four  spf ices,  and  four  distinct  currents  are  sent  in  succession 
along  the  line  to  the  distant  station.  When  a  key  is  de- 
pressed, the  motion  of  the  pointer  is  arrested  on  coming 
opposite  to  it ;  and  the  currents,  instead  of  going  to  line, 
are  cut  off.  This  is  effected  by  means  of  a  carrier  arm 
fixed  *  spring-tight '  on  an  axle,  which  revolves  conjointly 
with  the  pointer,  but  which  is 
thrown  out  of  gear  immediately 
the  pointer  is  arrested  by  the 
depressed  key :  it  remains  so 
until  this  key  is  raised  by  the 
depression  of  another,  and, 
supposing  the  handle  to  be  con- 
tinuously turned,  the  pointer 
and  carrier  arm  then  resume 
their  movement  until  again 
stopped  when  brought  into  con- 
tact with  the  latter  key.  The  contact  maker  k  is  shown  in 
fig.  66  :  L  is  a  spiral  spring  holding  it  against  the  stop  m  in 
its  normal  position  of  rest  As  soon  as  the  handle  is  turned 
and  a  key  depressed  to  admit  of  the  carrier  arm  revolving, 
K  is  drawn  against  n,  which  is  in  connection  with  the  line 
and  so  held  until  the  carrier  arm  is  again  stopped. 

It  occasionally  happens  that  the  endless  chain  in  the 
communicator,  by  means  of  which  the  motion  of  the  keys  is 
r^ulated,  is  either  stretched  to  such  an  extent  that  more 
than  one  key  can  be  depressed  at  the  same  time,  or  (by 
repair,  for  instance)  it  may  be  so  shortened  as  to  prevent 
even  one  key  from  being  depressed.  In  the  first  case  the 
chain  requires  to  be  tightened,  and  in  the  second  to  be 


Fig.  66. 
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slackened.     Provision  is  made  for  effecting  this  by  means 
of  an  arrangement  which  will  be  understood  on  reference  to 

The  endless  chain  is  passed  around  an  additional  pulley 
G,  fixed  upon  a  lever  f,  plvotted  at  e.  In  connection 
with  this  lever  is  an  adjusting  screw  h.  By  screwing  H 
in,  the  lever  is  drawn  outwards,  and,  a  greater  portion  of 


the  chain  being  thus  taken  up  in  the  section  D,  there  is  less 
slack  left.  By  unscrewing  H,  on  the  other  hand,  a  portion 
of  the  chain  is  released  and  the  length  available  for  the 
action  of  the  keys  may  be  thereby  increased  to  whatever 
extent  is  desired. 
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The  Indicator.— Ths  dial  of  the  indicator  is  divided  and 
marked  in  exactly  the  same  manner  as  that  of  the  transmitter. 
Movable  upon  an  axis  in  its  centre  is  a  small  pointer/' 
(fig.    63)   which  indicates  whatever  letters   are  sent.     The 
motion  of  this  pointer  is  regulated  by  a  small  escape-wheel  w 
(fig.  67),  which  is  propelled  by  the  electro-magnetic  arrange- 
ment shown  in  plan  in  iig.  67  and  in  section  in  fig.  68.   e,  e' 
are  two  separate  electro-m^nets,  the  cores  not  being  joined 
across  by  a  piece  of  soft  iron  as  is  ordinarily  done.    The 
coils  are  so  connected  up  that  the  unlike  poles  of  this  pair 
of  electro -magnets  are  adjacent,  and  between  the  coils,  and 
lying  parallel  to  the  cores,  are  two  small  magnets  nfand 
n'  s'  (fig.  68)  fixed  to  an  axis  m  m' .     Upon  this  axis  is  fixed 
an  arm  which  carries  the  ratchet  or  escape-wheel  w,  which 
thereby  moves  to  and  fro  with  it    The  mutual  attraction  and 
repulsion  between  the  cores  when  magnetised  by  the  alter- 
nating currents  that  are  sent  and  these  magnets  gives  an 
oscillatory  motion  to  the  arm,   which   causes  the  escape- 
wheel  to  rotate  in  the  following  manner.     The  wheel  has 
fifteen  teeth  cut  on  its 
circumference  ;  its  play 
is    r^ulated    by    two 
small  pallets  //  (fig. 
67),  and  two  small  steel 
pallet-springs  I  j'.  Each 
motion  to  or  fro  of  the 
magnets  forces  a  tooth 
against     one     of    the 
pallet-springs,     which 
propels     the    escape- 
wheel  forward  through 

a    distance  equal    to  fig.  oh.  j  raJ ««. 

half     a     tooth,     and 

causes  the  pointer  on  the  dial  to  move  through  one  space. 
A  complete  revolution,  therefore,  of  the  armature  in  the 
sender,  which,  as  already  remarked,  generates  four  currents. 
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would  carry  the  escape-wheel  two  teeth  forward  by  four 
movements,  and  move  the  pointer  through  four  spaces,  h 
(figs.  67  and  68)  is  an  adjusting  handle  which  works  the 
pointer  on  the  dial  in  the  same  way  as  is  done  by  the 
currents  passing  through  the  electro-magnet,  so  that  the 
position  of/  and  /'  may  be  made  to  correspond. 

When  two  stations  are  placed  in  communication  with 
each  other,  and  the  apparatus  at  each  is  perfectly  adjusted, 
the  pointer  on  the  communicator  at  the  sending  station 
moves  synchronously  with  that  on  the  indicator  at  the 
receiving  station.  When  at  rest  both  should  point  to  zero, 
and  in  these  circumstances  the  zero  key  must  be  always 
kept  depressed 

When  there  are  only  two  stations  in  circuit  Wheatstone's 
A  B  C  is  found  to  work  very  satisfactorily  indeed.  The 
addition  of  every  intermediate  station  introduces  an  element 
of  irregularity,  and  complicates  to  a  great  extent  the  adjust- 
ment of  the  apparatus.  Four  stations  fitted  with  these  in- 
struments upon  the  same  wire  may  be  accepted  as  the  limit 
of  safety :  only  under  quite  exceptional  circumstances 
should  five  be  tried.  As  these  instruments  are  invariably 
employed  either  upon  circuits  over  which  comparatively 
little  work  passes  or  for  private  wires,  an  alarum  bell  is  used 
in  connection  with  them  for  the  purpose  of  drawing  attention 
when  any  communication  is  to  be  sent.  This  bell  can  be 
cut  out  of  circuit  by  the  movement  of  the  switch  S,  the  top 
of  which  is  shown  in  fig.  63.  When  this  switch  is  at  a  the 
alarum  and  indicator  are  both  in  circuit,  when  turned  to  t 
the  coils  of  the  alarum  are  short-circuited,  and  the  indicator 
only  is  in  circuit. 

The  adjustment,  more  especially  of  the  indicator,  is  a 
delicate  matter,  and  requires  a  considerable  amount  of  skill 
and  training  before  it  can  be  undertaken  with  safety.  If  the 
pointer  in  the  indicator  jumps,  or  moves  on  in  advance  of 
the  letters  sent,  the  currents  are  either  too  strong  or  the 
pointer  is  too  lightly  adjusted.     Either  the  armature  in  the 
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communicator  should  then  be  moved  farther  back  Irora  the 
cores,  or  the  play  of  the  escape-wheel  in  the  indicator  should 
be  lessened  by  adjusting  the  small  screws  and  springs."  The 
screws  pp'  are  provided  with  split  heads  in  the  usual  way  : 
the  screws  a  and  b  (fig,  67)  are  for  regulating  the  tension  of 
the  springs. 

If  on  the  other  hand  the  indicator  pointer  h^s  behind 
and  drops  letters,  the  currents  sent  are  too  weak,  or  the 


springs  are  too  stiffly  adjusted.  Either  the  armature  should 
then  be  approached  to  the  cores  in  the  communicator,  or 
the  play  of  the  ratchet-wheel  in  the  receiver  should  be 
assisted  by  easing  the  studs  and  springs. 

The  main  difficulties  experienced  with  these  instruments 
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are  due  to  atmospheric  electricity.  Lightning  frequently 
deranges  them  to  a  great  extent.  Not  only  does  it  readily 
fuse  the  coils,  on  account  of  the  wire  with  which  they 
are  wound  being  necessarily  so  fine,  but  by  demagnetising 
or  even  reversing  the  polarity  of  the  small  magnets  in  the 
indicator,  it  interferes  with  their  action  and  renders  a  fresh 
adjustment  or  remagnetisation  necessary.  This  latter  danger 
has  been  overcome  to  a  great  extent  in  the  form  of  indicator 
which  is  now  issued  by  adopting  the  principle  which  was 
introduced  into  the  coils  for  needle  instruments  (p.  53),  that 
is  to  say,  by  employing  induced  instead  of  permanent  mag- 
nets. Fig.  69  shows  in  plan  the  latest  form  of  indicator. 
The  escape-wheel  and  its  adjustment  are  almost  exactly  the 
same  as  in  the  earlier  issue  :  two  additional  screws  r  and  r' 
are  added  by  means  of  which  the  play  of  the  arm  can  be 
better  regulated.  The  compound  magnet  shown  in  fig.  68 
is  dispensed  with,  and  in  its  place  two  soft  iron  armatures 
connected  by  a  small  axle  pivotted  at  m  are  employed.  The 
upper  of  these  is  indicated  at  o.  These  soft  iron  armatures 
are  kept  in  a  magnetised  condition  by  means  of  the  large 
bent  horseshoe  magnet  n  s  partly  shown  in  the  figure  i  the  s 
pole  is  at  the  lower  end  of  the  coils.  The  same  beneficial 
results  attend  this  arrangement  as  have  been  already  referred 
to  in  connection  with  the  single-needle  instrument. 

Occasionally,  too,  in  the  case  of  a  heavy  thunderstorm, 
the  large  permanent  magnets  in  the  sender  have  their  mag- 
netism reduced,  so  that  the  currents  generated  by  them 
are  too  weak  for  the  adjustment  to  which  the  apparatus  has 
been  set :  indeed,  instances  have  occurred,  even  in  England, 
where  the  lightning  has  removed  every  trace  of  magnetism 
from  these  large  magnets. 

F. — Type-printing  Instruments. 

These  are  instruments  which  record  the  messages  sent 
in  bold,  clear  Roman  type.      Many  ingenious    forms   of 
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apparatus  have  been  devised  and  practically  used  for  this 
purpose,  but  only  two  have  attained  any  considerable  em- 
ployment in  ordinary  telegraphy,  namely  the  Hughes  and 
the  Baudot* 

(i)  The  Hughes  Type-printer, 

This  instrument,  shown  by  fig.  70,  differs  from  all  others 
of  its  class  in  being  principally  mechanical ;  only  one  current 
of  short  duration  being  employed  to  register  each  letter.  The 
instruments  at  the  sending  and  the  receiving  stations  are 
identical  in  construction  and  movement.  Their  type-wheels 
(t,  fig.  70),  having  the  letters  of  the  alphabet  raised  on  their 
peripheries,  and  attendant  apparatus  are  kept  rotating  syn- 
chronously and  simultaneously.  The  sending  apparatus  is 
like  a  piano  key-board,  with  the  letters  of  the  alphabet  and 
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Fig.  71. 

any  other  signals  needed  engraved  on  the  keys  ;  when  one 
of  these  keys  is  depressed  a  pin  is  raised  on  the  plate  marked 
A,  which  just  catches  a  *  chariot '  rotating  with  the  type- wheel, 
and  thereby  sends  a  current  through  the  electro-magnet  e  to 
the  distant  station.  This  current  causes  the  paper  at  both 
stations  to  be  lifted  at  the  same  time  into  contact  with  the 
type- wheels.  The  wheels,  having  their  circumferences  coaled 
with  printing  ink  by  means  of  the  inking  roller,  i,  and  rotat- 
ing in  unison,  each  print  the  letter  corresponding  to  the  pin 
raised  at  the  sending  station.  The  same  movement  causes 
the  paper  to  be  moved  forward  one  space  ready  for  the  next 
signal.  In  this  way,  by  touching  each  key  required  succes- 
sively, words  and  sentences  are  spelt  out  and  properly  re- 

*  This  is  used  on  the  Continent,  but  not  in  England  except  on  two 
London-Paris  circuits. 
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corded  at  both  stations  simultaneously.     Fig.  71  gives  a 
sample  of  a  short  sentence  so  printed. 

The  mechanical  construction  of  the  apparatus  is  exceed- 
ingly ingenious  and  perfect;  but  as  it  is  in  use  only  to  a 
limited  extent  in  England,  a  full  description  of  it  does  not 
fall  within  the  scope  of  this  work. 

The  electrical  arrangement  also  is  very  simple,  and  very 
sensitive.  The  current  which  is  sent  does  not  attract 
an  armature,  but  it  temporarily  weakens  the  polarity  of  a 
permanent  magnet  so  as  to  cause  it  to  release  an  armature, 
which  is  then  pulled  away  by  the  tension  of  a  powerful 
antagonistic  spring.  The  armature  is  restored  to  its  normal 
position  by  the  mechanical  action  of  the  instrument.  This 
electrical  arrangement  is  indicated  by  the  following  figure 
(fig.  72).  N  s  is  a  powerful  permanent  magnet,  having  two 
soft  iron  pole  pieces,  to  which  two  soft  iron  cores  are 
permanently  attached,  surrounded  with  coils  of  wire  which 
form  part  of  the  line  wire  :  a  is  a  movable  soft  iron  arma- 
ture and  s  an  antagonistic  spring.  When  this  armature  is 
placed  upon  the  pole  pieces,  it  is  held  there  by  the  magnetism 
induced  in  the  pole  pieces  by 
the  permanent  magnet  n  s, 
and  it  will  bear  a  considerable 
tension  of  the  spring  s  before 
it  will  be  torn  off;  but  if  a 
current  passes  through  the 
coils  in  such  a  direction  as  to 
induce  in  the  cores  a  polarity 
the  reverse  of  that  induced  by 
the  magnet,  the  armature  will 
be  released  and  it  will  fly  back 
with  the  full  force  of  the 
tension  of  the  spring.  The 
instrument  is  thus  actuated 
by  exceedingly  delicate  currents  but  it  records  its  signals 
with  the  full  mechanical  force  of  a  trainwork  driven  by  a 
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heavy  weight,  the  printing  portion  of  which  trainwork  is 
brought  into  gear  by  the  action  of  the  spring  s  when  the 
armature  is  released. 

Although  the  Hughes  instrument  is  very  extensively 
used  in  France  and  other  continental  countries,  its  use  in 
this  country  has  hitherto  been  restricted  to  the  working  of 
foreign  cables.  Its  expense,  which  is  very  considerable  both 
in  initial  cost  and  in  working,  has  been  the  prime  factor 
against  its  employment. 


(2)  The  Exchange  Company s  Type-printer. 

Although  the  Hughes  instrument  is  the  only  form  of  type- 
printing  instrument  in  general  use  for  ordinary  telegraph  busi- 
ness in  England,  there  are  other  requirements  for  which  such 
an  instrument  would  be  quite  unsuited.  Thus  the  delivery  of 
general  and  other  news  to  many  different  points  simultane- 
ously by  one  operation,  without  reference  to  attention  being 
given  at  those  points,  would  be  quite  impracticable  by  the 


Fig.  73. 

Hughes  system.  The  general  principle  of  the  kind  of  in- 
trument  used  for  the  transmission  of  news  in  this  way  will 
be  clear  from  a  consideration  of  the  instrument  used  by  the 
Exchange  Telegraph  Company  of  London. 

The  transmitting  instrument  consists   essentially   of  a 
series  of  finger  keys  for  determining  the  letter  or  sign  that 
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is  to  be  recorded,  as  in  the  Hughes  instrument.  Two  of 
these  finger  keys,  k,  k',  are  shown  in  fig.  73.  The  inner  end 
of  each  key  is  beneath  a  small  catch  c,  which,  on  being 
raised  by  the  depression  of  the  key,  comes  in  contact  with 
one  of  a  series  of  pins,  p,  p',  upon  a  revolving  barrel.  These 
pins  are  arranged  spirally  around  the  barrel  corresponding 
in  number  and  position  with  the  finger  keys,  and  the  barrel 
revolves  continuously  except  when  stopped  by  one  of  the 
pins  coming  against  a  catch  on  the  depression  of  a  key. 
Attached  to  the  barrel  by  an  ingenious  fiiction  arrange- 
ment is  a  contact- wheel  a,  with  half  the  number  of  contact 
projections  that  there  are  letters  and  signs,  and  these  pro- 
jections come  alternately  beneath  the  two  independent 
contact  springs  s^  and  s^. 

A  ratchet-wheel  r  is  driven  continuously  by  an  electric 
or  other  motor,  and  when  running  normally  the  pawl  l,  which 
is  pivotted  on  a  bracket  attached  to  the  hinder  face  of  the 
contact-wheel  a,  engages  with  the  ratchet-wheel  r  so  that 
the  pin-barrel  and  the  contact-wheel  are  carried  round 
by  the  motor.  By  the  action  of  any  of  the  pins  p  p' 
stopping  the  barrel  when  a  key  is  depressed,  the  pawl  is 
raised  and  the  motor  left  to  continue  its  revolution,  although 
the  barrel  is  stationary.  On  the  release  of  the  key  the 
barrel  again  takes  up  the  motion  of  the  motor. 

Such  a  transmitter  as  this  may  be  used  to  work  an  almost 

unlimited   number  of  recording  instruments  placed  upon 

any  number  of  lines.     In  connection  with  each  line  is  a  set 

of  three  relays,  say  Ri,  R2,  and  R3.    The  tongue  of  R3  is 

used  to  join  up  the  line  to  the  contacts  of  Ri  and  R2,  the 

tongues  of  which  are  connected  respectively  to  the  positive 

and  negative  poles  of  two  powerful  batteries,  the  other  poles 

being  joined  direct  to  earth.    Relays  Ri  and  R2  are  actuated 

respectively  on  the  completion  of  the  circuit  of  a  battery 

through  s*  and  s^  (fig.  73),  and  R3  may  be  considered  to  be 

kept  closed  so  long  as  messag^es  are  being  sent.     Hence,  as 

the  pin-barrel  and  contact-wheel  revolve  powerful  alternate 

currents  are  sent  to  each  line. 

H  2 
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This  explains  the  general  principle  of  working  of  the 
transmitting  anangement,  but  there  are  other  electrical  and 


mechanical  details  to  which  reference  need  not  here  be  made. 
Switches  are  provided  for  joining  up  the  batteries  and  for 
starting  and  stopping  the  motor.  Provision  is  also  made  for 
preventing  sparking  at  the  contacts  of  the  relays  from  the 
powerful  currents  that  are  required  for  working. 
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A  general  view  of  one  form  of  recording  instrument  is 
given  in  fig.  74,  and  fig.  75  shows  some  of  the  electrical  details. 

The  apparatus  consists  of  a  powerfully  magnetised  arma- 
ture A,  oscillating  between  the  poles  of  two  electro-magnets 
Ml  and  M2.  A  forked  lever  upon  the  armature  axle  carries 
pallets  /i,/2>  which  are  arranged  to  engage  with  the  teeth  of 
a  ratchet-wheel  r  on  the  type-wheel  axle  in  such  a  manner 
that  when  a  is  attracted  towards  m,  the  type- wheel  is  pro- 
pelled by/,,  and  when  a  is  attracted  towards  M2  the  type- 
wheel  is  propelled  by/2«     These  pallets  are  also  so  shaped 


that,  when  the  armature  is  attracted  either  way,  the  type- 
wheel  is  held  quite  steady  by  their  means.  This  is  impor- 
tant in  order  to  secure  clear  printing. 

M3  is  the  printing  electro-magnet,  the  armature  of  which 
is  attached  to  the  lever  p,  whose  motion  can  be  regulated 
by  the  two  stops  Si  and  $2.  The  paper  slip  upon  which  the 
record  is  made  is  carried  by  this  lever,  so  that  when  M3 
attracts  its  armature  the  lever  raises  the  paper  into  contact 
with  the  type-wheel  (shown  by  a  dotted  circle),  and  the  lowest 
letter  or  sign  upon  the  wheel  is  recorded  upon  the  paper. 
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The  commencement  of  the  movement  of  the  printing  lever 
effects  the  forward  movement  of  the  paper  slip  by  one  space. 

The  printing  and  type -rotating  magnets  are  in  the  same 
circuit,  but  the  alternate  currents  from  the  transmitter  which 
propel  the  type-wheel  are  too  short  in  duration  to  over- 
come the  inertia  of  the  printing  lever ;  when,  however,  by  the 
depression  of  a  finger  key,  the  contact-wheel  is  brought  to 
rest  for  a  short  time,  the  current  is  prolonged,  and,  while 
the  type-wheel  is  held  firmly  as  described  by  one  of  the 
pallets /i, /a,  the  lever?  effects  the  forward  movement  of 
the  paper  slip  and  then  raises  it  against  the  type-wheel. 

In  a  certain  position  of  the  type-wheel  axle — ^which 
can  be  secured  for  every  instrument  in  the  several  circuits  by 
two  complete  revolutions  of  the  transmitter  contact-wheel 
— the  type-wheel  is  locked  until  the  printing  lever  is  actuated. 
By  this  means  the  operator  at  the  transmitter  is  enabled  from 
time  to  time  to  set  every  recording  instrument  in  his  charge 
to  zero,  thus  providing  against  any  considerable  loss  of  news 
in  the  event  of  any  instrument  happening  to  miss  one  or 
more  of  the  alternate  currents. 

The  speed  of  manipulation  with  a  skilful  operator 
reaches  as  much  as  forty  words  per  minute. 

There  are  many  different  forms  of  recorder  designed 
to  meet  the  various  services  required  ;  for  instance,  that 
employed  for  Stock  Exchange  quotations  requires  sixty 
characters,  and  these  are  disposed  upon  two  type  wheels 
carried  on  a  common  axis,  either  of  which  can,  at  the  will 
of  the  operator,  be  brought  into  position  with  great  facility. 
Another  instrument  is  arranged  to  print  in  column  form 
instead  of  in  one  long  line. 

For  working  at  great  speed  or  to  long  distances  the  motive 
power  for  the  recorder  is  supplied  by  a  spring  or  weight 
through  a  train  of  wheels,  instead  of  directly  by  the  trans- 
mitting station  by  means  of  the  electro-magnets. 

Another  type-printing  telegraph  instrument  which  of  late 
years  has  been  gaining  popularity  is  that  of  Steljes,  who  uses 
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the  Wheatstone  ABC  transmitter  in  conjunction  with  a 
tape  recorder  driven  by  weights.    The  apparatus  is  shown 


in  fig.  7SA.    The  transmitter  may  be  driven  either  by  one 
hand,  the  other  being  used  to  manipulate  the  keys,  or  both 
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hands  may  be  free  by  adopting  a  motor  or  treadle  drive. 
This  instrument  is  used  in  conjunction  with  telephones,  as 
shown  in  fig.  75B,  in  which  case  two  *  bridging'  coils  of 
resistance  and  self-induction  suitable  for  the  circuit  are 
connected  so  as  to  separate  the  telephone  from  the  printer, 
which  is  joined  to  earth  to  complete  the  circuit.  A  con- 
denser may  be  inserted  in  the  earth  circuit  to  prevent 
metallic  connection  between  line  and  earth.  The  starting 
and  stopping  of  the  recorders  are  automatic,  so  that  a 
message    can    be    received    during    the    absence    of   an 
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attendant,  the  instrument  case  being  locked  if  desired  to 
secure  privacy. 

A  somewhat  similar  device  has  been  brought  out  by 
Siemens  and  Halske  in  Berlin.  This  system  is  worked 
with  accumulators  at  low  voltage,  which  has  the  advantage 
that  the  induction  in  neighbouring  circuits  is  small. 

Both  the  above  type-printers  are  used  with  advantage  in 
connection  with  central  exchanges  and  plug  switchboards 
for  a  number  of  subscribers. 
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G. — A  Comparison. 

The  instruments  which  have  been  described  in  the  pre- 
vious pages  have  shaken  themselves  out  as  it  were  from  a 
mass  of  beautiful  apparatus  of  the  same  species,- which  have 
been  practically  tried  in  England  ;  and  each  has  in  its  own 
sphere  proved  itself  to  be  the  best  adapted  to  the  purposes 
which  it  was  intended  to  serve.  This  struggle  for  existence 
is,  however,  still  progressing,  and  it  is  quite  impossible  to 
say  that  each  is  an  example  of  the  survival  of  the  fittest,  for 
the  probability  is  that  one  or  other  of  the  forms  now  in 
use  will  eventually  be  jostled  out  of  employment  by  some 
more  perfect  competitor. 

The  Hughes  is  employed  in  England  only  for  Conti- 
nental traffic.  The  Bain,  as  already  stated,  is  never  used, 
and  the  Bell  is  gradually  being  replaced  by  the  Sounder 
or  the  Needle.  In  drawing  a  comparison  of  the  relative 
advantages  of  the  different  instruments  used,  these  three 
instruments,  the  Hughes,  the  Bain,  and  the  Bell,  will  there- 
fore not  be  considered. 

For  the  purposes  of  comparison  we  will  consider  the 
simplicity  in  construction  and  working,  the  rate  of  working, 
and  the  special  adaptability  for  the  purposes  the  several 
instruments  are  each  peculiarly  qualified  to  fulfil. 

I.   Simplicity  in  Construction, 

Simplicity  in  construction  is  a  great  desideratum,  espe- 
cially when  the  operators  are  unskilled  or  ill-educated.  Of 
all  the  different  instruments  described,  the  direct  Sounder 
is  unquestionably  the  simplest  in  construction  ;  but  when  it 
has  the  relay  added  to  it,  it  is  difficult  to  say  whether  it  is 
simpler  than  the  Needle.  The  Needle  has  this  advantage 
over  the  Sounder  or  any  other  form  of  instrument :  it  has 
no  points  requiring  delicate  adjustment,  and  though  the 
arrangement  of  the  sending  portion  of  the  apparatus  is  more 
complicated  than  the  simple  key  of  the  Morse  and  Sounder, 
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the  receiving  portion  is  much  more  simple  than  either.  The 
Morse  involves  a  complicated  and  expensive  trainwork  of 
mechanism,  including  a  governor  to  maintain  the  paper  in 
uniform  motion,  and  a  special  contrivance  to  keep  up  the 
supply  of  ink,  besides  which  both  Sounder  and  Morse  have 
galvanometers  which  are  themselves  equivalent  to  a  single- 
needle  dial. 

The  A  B  C  is  both  complicated  and  costly  in  its  con- 
struction, and  in  the  simplicity  of  its  parts  cannot  compare 
with  its  competitors. 

Hence,  on  the  whole,  the  Sounder  is  probably  the 
simplest  form  of  apparatus  constructed  for  tel^raphic 
purposes. 

2.  Simplicity  in  Working, 

The  ABC  involves  no  technical  skill  in  sending  and 
receiving  messages.  An  hour's  practice  will  enable  any 
child  or  old  person  to  send  or  receive  a  message  by  its 
means.  It  is  only  necessary  to  watch  the  movements  and 
pauses  of  the  indicator  to  read,  and  to  follow  the  letters  of 
the  alphabet  to  send.  The  Needle  instrument  requires  no 
special  skill  with  the  hands  to  send,  though  rapidity  of  send- 
ing is  acquired  with  practice  only  ;  but  the  Morse  recorder 
and  Sounder  involve  technical  skill,  long  practice,  and  ex- 
perience both  to  read  and  to  send.  In  the  case  of  the 
Sounder,  however,  if  once  a  person  learn  to  read  by  sound, 
sending  becomes  not  only  comparatively  easy,  but  remark- 
ably accurate.  The  ABC  instrument  is  therefore  the 
simplest  in  working,  and  the  Sounder  is  the  most  difficult ; 
the  Needle  and  Morse  may  be  bracketted  together.  The 
Sounder  has  this  immense  advantage  over  the  Needle,  that 
it  allows  the  receiver  to  concentrate  his  eye  upon  the  form 
on  which  he  writes  the  message  he  is  receiving,  while  the 
needle-clerk  has  to  glance  alternately  at  the  needle  and  the 
paper,  thus  performing  two  operations  to  one  performed  on 
the  Sounder.  This  difference,  however,  is  considerably 
modified  by  the  application  of  tin  sounding  plates  to  the 
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Needle  (see  p.  54),  or  the  employment  of  Neale's  Dial 
(p.  70)  or  the  recently  introduced  *  Polarised  Sounder.' 

Where  several  Sounders  are  in  use  it  is  necessary  to  en- 
close each  in  a  screen,  to  concentrate  the  sound ;  and  a 
disadvantage  inherent  to  all  sound-reading  instruments  is 
that  they  are  liable  to  be  abused  by  eavesdroppers. 

3.  Rate  of  Working, 

The  useful  speed  of  a  non-recording  telegraph  instru- 
ment is  in  reality  limited  by  the  rate  at  which  a  clerk  can 
write ;  but  in  recording  instruments  this  is  not  so,  because 
if  one  clerk  cannot  write  as  fast  as  the  instrument  records, 
a  second  clerk  can  be  appointed  to  assist  him.  All  these 
instruments  which  have  been  described  are,  however, 
limited  in  speed  by  the  rate  at  which  a  clerk  can  send  or 
manipulate  his  key.  The  Single  Needle  in  expert  hands 
frequently  attains  30  words  per  minute ;  and  the  average 
rate  at  which  an  ordinary  needle  circuit  works  is  20  words 
per  minute.  The  Morse  ink -writer,  under  the  same  circum- 
stances, attains  35  words  per  minute,  while  the  average  rate 
at  which  such  a  circuit  works  is  30  words  per  minute.  Very 
expert  manipulators  sometimes  attain  as  many  as  20  words 
per  minute  on  the  ABC,  but  the  ordinary  rate  of  working 
with  this  form  of  instrument  rarely  reaches  10  words,  and 
the  average  does  not  exceed  5  words  per  minute. 

The  Sounder  attains  the  same  speed  as  the  Morse,  and 
practically  can  be  read  faster  than  any  clerk  can  write  ;  but 
there  is  no  advantage  in  exceeding  this  speed  except  in  con- 
versation, and  therefore  for  all  ordinary  purposes  the  Sounder 
attains  a  rate  of  working  in  experienced  hands  of  from  30 
to  40  words  per  minute.  But  the  number  of  words  per 
minute  which  an  instrument  can  transmit  is  really  not  a 
criterion  of  its  value  as  a  fast-working  apparatus,  because 
the  nature  of  business  in  England  is  such  that  the  greater 
part  of  the  messages  are  sent  between  the  hours  of  ten  a.m. 
and  one  p.m.,  and  it  is  essential  that  between  these  hours 
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the  wires  shall  not  be  overcrowded  with  messages.  Hence 
it  becomes  a  question  of  the  suitability  of  the  instruments 
for  use  on  busy  circuits  rather  than  of  the  working  speed 
per  minute.  The  following  table  may  be  taken  as  giving 
a  feir  average  of  the  number  of  messages  which  each  instru- 
ment transmits  in  an  hour  and  in  a  day  : 

Hour  Day  * 

Sounder 60  300 

Morse 45  200 

Needle 30  150 

ABC 15  75 

Thus  the  Sounder  is  by  far  the  fastest  instrument,  and  a 
day's  work  on  a  Sounder  will  exceed  that  on  any  other 
instrument  similarly  worked.  Of  course  this  rate  of  working 
depends  upon  the  number  of  words  which  each  message 
contains.  In  England  the  average  is  17  words,  including 
the  ordinary  service  signals,  and  each  word  averages  five 
letters.  The  reason  why  the  Sounder  is  so  much  quicker 
than  any  other  instrument  is  that,  as  both  stations  are 
equally  ready  to  send  and  receive,  corrections  are  made  at 
once,  the  receiving  clerk  keeps  up  with  the  sender,  and 
there  is  never  any  waiting  for  repetitions  or  acknowledg- 
ments. A  clerk  receiving  a  message  by  means  of  the 
Sounder  confines  his  eye  to  what  he  commits  to  paper — his 
mind  is  free  to  follow  the  sense  of  the  message.  He  is 
simply  in  the  position  of  being  addressed  by  a  clerk,  perhaps 
hundreds  of  miles  away,  who  dictates  each  word,  not  as  it 
is  spoken,  but  as  it  is  spelt.  The  ear  does  not  tire  like  the 
eye,  hence  the  clerk  can  maintain  the  rate  of  working  for 
longer  periods  than  with  the  Recorder  or  Needle. 

4.  Special  Adaptability, 

Telegraph  instruments  are  required  for  many  different 
purposes,  and  are  placed  in  many  different  situations.  They 
are  required  for  the  transaction  of  the  ordinary  business 

*  This  does  not  indicate  what  the  instruments  can  do,  but  what 
they  actuaUy  do  in  a  day  with  English  telegrams  when  so  arranged  that 
they  shall  not  be  unduly  overcrowded  at  busy  times. 
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wants  of  the  country  and  of  the  domestic  relations  of  the 
community.  The  transmission  of  that  enormous  mass  of 
news  that  now  forms  such  a  large  portion  of  ordinary  news- 
papers has  to  be  performed  by  them.  They  are  necessary 
for  the  various  purposes  of  the  railway  companies  in  regu- 
lating the  traffic  and  moving  the  trains  upon  their  railways. 
They  are  employed  between  the  mansion  and  the  stables, 
between  the  merchant  and  his  counting-office,  between  the 
shop  and  the  parlour.  They  are  worked  by  highly-trained 
and  well-paid  manipulators,  by  inexperienced  and  insuffi- 
ciently paid  boys  and  girls,  by  the  assistants  of  the  flourish- 
ing tradesman,  and  by  the  superannuated  village  grocer  or 
his  wife.  There  is  thus  a  sphere  for  many  forms  of  instru- 
ment. 

The  A  B  C  is  especially  adapted  for  private  wires  and 
for  small  village  post-offices,  where  messages  are  few  and 
far  between  and  where  skilled  and  trained  labour  can 
neither  be  found  nor  paid  for. 

The  Needle  is  specially  adapted  for  linking  together 
several  towns  on  one  wire,  neither  of  which  singly  does 
much  work,  but  where  all  together  can  fairly  occupy  a  wire. 
No  instrument  that  has  ever  been  devised  so  fully  meets  the 
requirements  of  a  railway.  Its  manipulation  is  easily  learnt 
and  not  easily  forgotten  ;  the  apparatus  never  wants  atten- 
tion and  is  always  in  order.  Many  more  stations  can  be 
placed  in  circuit  on  one  wire  with  it  than  with  any  other 
form  of  instrument 

The  Morse  and  Sounder  are  specially  adapted  for  ordi- 
nary commercial  purposes  where  the  amount  of  business  is 
sufficient  to  justify  the  employment  of  skilled  labour  ;  and 
of  these  two  the  Sounder  is  unquestionably  the  superior 
and  is  rapidly  displacing  the  other. 

Special  apparatus — Automatic  Fast  Speed,  Duplex,  &c. 
— cannot  properly  be  included  in  this  comparison  ;  and  the 
Telephone,  which  is  so  peculiarly  adapted  for  untrained 
operators,  is  only  just  beginning  to  take  a  place  in  England 
for  ordinary  telegraph   purposes,  although   in  some   con- 
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tinental  systems  it  is  very  extensively  employed.  The 
considerations  that  it  cannot  be  satisfactorily  worked  except 
with  two  wires,  that  it  must  be  fixed  in  a  *  silence  box '  or  a 
private  room,  and  that  transmission  by  actual  word  of 
mouth  is  so  liable  to  abuse,  sufficiently  indicate  the  reasons 
which  militate  against  its  general  adoption  in  the  public 
telegraph  service. 


CHAPTER   IV. 


CIRCUITS. 


We  have  defined  the  circuit  (p.  8)  to  be  the  whole  path 
along  which  the  electricity  is  supposed  to  flow ;  and  we  may 
consider  two  cases,  {a)  that  in  which  a  current  is  flowing, 
(b)  that  in  which  it  is  not  flowing.  If  we  erect  a  wire 
between  a  and  b  (fig  76),  the  end  at  each  place  being  con- 
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nected  with  the  earth,  then  the  circuit  consists  of  the  whole 
pajh  from  a  to  b  along  the  wire,  and  back  again  from  b  to  a 
through  the  earth ;  and  this  circuit  may  either  have  a  current 
flowing  through  it,  or  it  may  be  free  from  all  current.  In 
the  latter  case  the  circuit  is  said  to  be  open^  in  the  former 
case  to  be  closed. 

These  two  conditions  of  the  circuit  are  shown  in  figs.  77 
and  78  respectively. 

The  earth  is  considered  simply  as  a  part  of  the  circuit, 
offering  a  certain  resistance  to  the  flow  of  electricity  through 
it ;  but,  owing  to  its  infinite  dimensions,  this  resistance  is 
practically  nothing.     Hence  the  earth  may  be  said  to  allow 
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currents  to  flow  through  it  in  any  direction,  and  without  any 
obstruction  or  interference  when  considered  as  a  whole ;  but 
in  some  sorts  of  dry  and  rocky  formations  and  for  hmited 
distances  it  does  offer  resistance,  especially  at  the  earth  plate. 
This  resistance  can  be  measured,  and  introduces  peculiar 
disturbances  which  have  to  be  eliminated  or  allowed  for. 


Fig.  77. 


The  battery  which  generates  the  current,  and  the  appa- 
ratus which  renders  it  evident  to  the  senses,  are  essential 
and  important  parts  of  the  circuit,  and  their  resistances  are 
material  in  determining  its  working  conditions. 

Thus  we  see  that  whatever  is  in  the  path  of  the  current 
— whether  it  be  in  the  battery  itself,  in  the  apparatus,  in  the 
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line  wire,  or  in  the  earth — whatever,  in  fact,  offers  any  resist- 
ance to  the  passage  of  the  electricity,  is  the  circuity  and  this 
circuit,  for  telegraphic  purposes,  may  be  either  open  or 
closed. 

The  needle  instrument  is  invariably  worked  on  the  open- 
circuit  system.  The  normal  position  of  the  needle  when 
at  rest  being  vertical  implies  the  absence  of  current,  and 
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the  motions  to  the  right  and  left,  due  to  the  reversal  of  cur- 
rents, imply  some  rearrangement  of  the  circuit  resulting  in 
the  flow  of  current  in  one  direction  or  the  other,  k  and  k' 
(fig.  79)  are  the  commutators,  b  and  b'  are  the  batteries,  A 
and  B  are  the  coils  and  needles.  The  action  of  the  commu- 
tator is  described  at  p.  51.  When  r  of  k  is  depressed  the 
current  flows  from  station  A  through  the  line  to  station  B  in 
one  direction ;  when  /  is  depressed  the  current  flows  in  the 
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Fig.  79. 


reverse  direction.  The  needle  deflects  in  the  direction  of 
the  current.  Thus  from  A  we  can  deflect  the  needle  at  B 
to  the  left  by  depressing  /,  or  to  the  right  by  depressing  r  \ 
and  similarly  from  B  we  can  make  the  needle  at  A  deflect 
in  either  direction  at  will. 

The  Morse  or  Sounder  system  is  also  in  England  invari- 
ably worked  on  the  open -circuit  system,  but  it  is  worked 
with  or  without  a  relay.  Open -circuit  working  without  a 
relay  is  called  direct  working.  It  is  shown  in  fig.  80. .  b,  b' 
are  the  batteries,  and  the  instrument  connections  are  so 
arranged  that  the  current  in  the  line  always  flows  in  the 
same  direction,  whichever  station  is  sending.  This  is 
effected  by  reversing  the  line  and  earth  connections  at  the 
down  station.  It  is  a  conventional  arrangement  made  for 
convenience,  and  not  essential  to  the  working  of  the  appa- 
ratus.    K  is  the  key  described  on  p.  62,  which  on  depres- 
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sion  at  A  permits  the  current  to  flow,  g  is  a  galvanometer 
which  indicates  the  existence  of  the  current,  and  m  is  the 
recorder  or  sounder  worked  by  the  current  received  from 
the  distant  station.  Now  when  station  A  wishes  to  com- 
municate with  station  B,  he  depresses  his  key  k,  which  brings 
the  battery  b  into  action,  and  sends  a  current  which  causes 
the  needle  of  the  galvanometer  g,  as  well  as  that  of  g'  at  B, 
to  deflect,  and  works  the  recorder  m'  at  B,  his  own  recorder 
not  being  affiected.  Thus  the  attention  of  B  is  attracted 
by  the  sound  or  motion  of  the  recorder,  or  by  the  galvano- 
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meter,  and  A  knows  by  his  own  galvanometer  whether  his 
current  is  going  properly  to  line  or  not. 

Direct  working  is  used  only  for  comparatively  short  lines, 
for  if  the  length  of  line  be  considerable  the  electro-motive 
force  required  in  order  to  obtain  a  current  of  sufficient 
strength  to  work  a  Direct  Writer  or  a  Sounder  is  so  great 
that  the  cost  of  maintaining  the  battery  becomes  excessive. 
Where,  therefore,  the  distance  exceeds  20  miles,  where  the 
insulation  of  the  wires  is  indifferent,  and  where  abnormal  re- 
sistance is  introduced  through  the  insertion  into  the  circuit 
of  intermediate  stations,  relays  become  necessary.  We 
then  work  by  local  currents,     m  (fig.  81)  is  the  recorder  or 
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sounder,  l  b  a  local  battery,  and  r  the  relay  which  takes  the 
place  of  the  sounder  in  fig.  80 ;  all  the  other  connections 
are  the  same.  When  the  key  k  at  station  A  is  depressed, 
a  current  flows  from  the  battery  b  through  k,  g,  r',  k',  g', 
to  earth  and  back  to  the  battery  at  A.  In  flowing  through 
r'  it  moves  the  tongue  of  the  relay,  which  completes  the 
local  circuit  by  which  the  local  current  flows  from  lb' 
through  m',  and  records  its  signals. 

Allusion  has  been  made  to  the  effect  of  the  introduction 
of  intermediate  instruments.     The  introduction  of  such 
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apparatus  in  no  way  affects  the  theoretical  working  c^  the 
circuit.  If  in  either  of  the  above  two  cases  the  earth  wire  at 
B,  instead  of  being  carried  direct  to  earth,  were  attached  to 
another  line  wire  extending  beyond  it,  it  will  be  seen  that 
the  circuit  would  still  remain  whole  and  open,  and  that 
when  any  one  station  worked  every  other  station  would  be 
affected.  The  theoretical  connections  at  an  intermediate 
station  on  a  circuit  working  with  local  currents  are  shown 
in  fig.  82.  It  is  evident  that  while  the  apparatus  is  idle  the 
continuity  of  the  circuit  is  maintained  through  the  key,  and 
that  when  the  key  is  depressed  the  currents  flow  through 
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both  the  up  and  down  line  without  affecting  the  sounder  at 
the  intermediate  station  itself,  but  operating  those  at  the 


Up  line 


Down  line.. 


other  stations.     If  simple  sounder  working  be  in  use  it  is 
only  necessary  to  replace  r  by  m  alone,  and  remove  l  b. 


Fig.  83. 

The  mode  of  connecting  up  a  needle  instrument  inter- 
mediate is  symbolically  shown  in  fig.  83,  where,  for  variety, 
drop-handle  instruments  are  shown. 

The  closed-circuit  system  has  never  been  a  favourite  in 
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England  ;  it  has  been  frequently  tried,  but  the  experience 
of  its  use  has  been  sufficiently  unfavourable  to  warrant  its 
withdrawal.  One  important  consideration  has  been  the 
increased  cost  arising  from  the  greater  consumption  of 
materials,  owing  to  the  much  longer  time  during  which 
the  current  is  passing.  It  is  shown  in  its  simplest  form  in 
fig..  84.  M  is  the  recorder  or  sounder,  k  the  key,  b  the 
battery,  as  before  ;  but  there  is  a  battery  at  only  one  station, 
and  not  at  each  station,  as  in  open-circuit  working.  The 
key  K  has  a  movable  handle  or  switch^  as  it  is  called,  which 
normally  is  closed,  as  shown  in  k  at  station  B,  and  con- 
nects the  battery  to  line,  so  that  even  when  the  circuit  is  idle 
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Fig.  84. 

the  current  is  flowing.  If  A  wishes  to  communicate  with  B 
this  switch  is  pushed  aside,  the  current  ceases  to  flow,  the 
circuit  is  open,  and  A  works  as  in  the  open-circuit  system, 
closing  the  switch  when  he  has  done  working.  If  B  wishes 
to  communicate  with  A  he  also  opens  the  switch  ;  but  when 
he  depresses  his  key  he  does  so  simply  to  complete  the 
circuit  for  A's  battery,  and  therefore  he  works  the  circuit  by 
means  of  that  battery.  A  large  number  of  intermediate 
stations  can  be  inserted  on  such  a  circuit,  and  it  is  evident 
that  if  they  all  keep  their  switches  closed  the  current  flows 
throughout  the  whole  circuit ;  and  any  station,  by  opening 
his  switch,  can  break  in  and  operate  every  instrument  upon 


Closed-circuit  Working 


117 


the  circuit  by  opening  and  closing  the  circuit  of  the  one 
battery  fixed  at  one  of  the  terminal  stations. 

Closed- circuit  working  is  very  generally  adopted  in 
Australia  and  other  colonies,  as  well  as  in  America.  It  is 
also  much  used  in  Germany,  where  some  circuits  have  as 
many  as  fourteen  stations  upon  them.  As,  however,  owing 
to  leakage,  the  current  from  a  battery  at  one  end  of  a  long 
circuit  becomes  gradually  weaker  according  to  the  distance 
of  the  different  stations,  each  station  is  sometimes  provided 
with  a  part  of  the  battery,  which  forms  part  of  the  circuit. 
This  is  shown  in  skeleton  form  in  fig.  85. 

There  is  another  mode  of  working  a  closed  circuit,  which 
was  originally  introduced  in  America,  has  been  used  on 
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the  Hanoverian  lines,  and  is  now  applied  to  the  State 
Railways  of  India.  Instead  of  breaking  the  closed  circuit 
by  a  switch,  and  converting  it  really  into  an  open  circuit 
with  the  key  worked  at  any  point,  the  instruments  are 
caused  to  work  by  the  interruption  of  the  current.  Relays 
are  used  which  are  held  in  their  normal  position  of  rest  by 
the  current,  and  which  are  caused  to  complete  the  local 
circuit  by  the  interruption  or  cessation  of  the  current.  It 
is  not  much  used. 

There  can  be  no  doubt  that  where  many  intermediate 
stations  are  fixed  on  one  wire  worked  on  the  Morse  prin- 
ciple, the  closed-circuit  system  offers  considerable  advantages 
over  the  open-circuit  system  ;  for  the  inconveniences  arising 
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from  the  difficulty  in  maintaining  the  accurate  adjustment 
of  the  apparatus,  when  receiving  from  different  stations  at 
different  distances,  owing  to  the  variations  in  the  current, 
are  to  a  considerable  extent  avoided.  The  current  at  the 
same  station  is  constant.  But  in  England  we  never  do  use 
the  Morse  on  such  circuits.  The  Needle  is  far  preferable, 
and  in  that  system  no  adjustment  whatever  is  needed.  It  is 
an  exceedingly  rare  thing  to  fix  more  than  four  stations  on 
one  Morse  circuit,  for  the  simple  reason  that  it  is  almost 
impossible  to  group  four  Morse  stations  together  without 
filling  the  wire — that  is,  without  obtaining  a  sufficient  number 
of  messages  to  wholly  occupy  the  wire  during  the  busy  parts 
of  the  day.  If  there  is  not  enough  work  to  fill  the  wire,  the 
needle  instrument,  from  its  simplicity,  economy,  and  cer- 
tainty, is  used  in  preference.  These  facts  are  mentioned 
because  smprise  is  often  expressed  by  colonists  and 
Americans  that  the  closed-circuit  system  is  not  used  in 
England.  Every  country  has  developed  its  own  system, 
and  the  conditions  which  have  rendered  the  closed-circuit 
necessary  in  America  do  not  exist  in  England.  It  should 
be  remarked,  however,  that  the  introduction  of  secondary 
cells  for  telegraphic  use  materially  alters  the  aspect  of  the 
case,  and  it  is  not  impossible  that  a  development  in  this 
direction  may  take  place  in  the  near  future. 

When  any  length  of  gutta-percha  covered  wire,  either  in 
a  submarine  cable  or  in  underground  pipes,  forms  part  of 
a  circuit,  it  tends  to  diminish  the  speed  of  working  by 
accumulating  upon  the  surface  of  the  wire,  in  virtue  of  its 
electrostatic  capacity  (p.  138),  a  portion  of  the  current  which 
otherwise  would  proceed  to  the  distant  station  to  record  or 
register  its  marks.  A  similar  effect,  but  on  a  smaller  scale, 
occurs  on  overground  wires.  When,  however,  such  lines 
are  very  long,  the  effect  of  this  electrostatic  induction^  as  it  is 
called,  becomes  evident.  To  overcome  this  distortion  of  the 
signals,  more  deliberate  sending  is  necessary.  The  key  must 
be  held  down  longer  to  allow  a  dot  to  be  made,  for  the  short 
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and  smart  dots  made  upon  a  short  aerial  line  are  entirely  lost 
on  an  underground,  a  submarine  or  a  long  overground  circuit. 
This  loss  of  speed  is  to  a  large  entent  remedied  by  double- 
current  working.  A  second  current,  reverse  in  direction  to 
the  first  current,  and  sent  immediately  after  it,  not  only 
hastens  the  discharge  or  the  clearance  of  the  wire  of  the 
charge  accumulated  upon  it,  but  it  enables  the  relays  to  be 
worked  in  their  most  sensitive  and,  therefore,  their  most 
rapid  position.    This  method  of  working  is  shown  by  fig.  86. 
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Fig.  86. 


G  is  the  galvanometer,  k  the  key,  r  the  relay,  s  the  sounder, 
and  B  the  battery.  The  lever  /  of  the  key  consists  of  two 
brass  pieces  rigidly  fixed  together,  but  insulated  from  each 
other  by  a  strip  of  ebonite.  At  the  back  of  the  key  (as 
shown  in  side  elevation  in  fig.  134)  each  brass  piece  plays 
between  two  contact  springs.  The  function  of  the  switch 
shown  at  the  lower  part  of  the  key  is  to  connect  the  battery 
or  the  receiving  instruments  to  line  at  will     In  the  diagram 
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the  switch  is  shown  in  the  sending  position,  and  it  will  be 
seen  that  the  negative  pole  of  the  battery  is  joined  to  the 
down  line  and  the  positive  pole  to  the  up  line.  If  the  key 
be  depressed,  the  back  end  makes  contact  with  the  upper 
springs  and  the  battery  connections  are  reversed.  When, 
therefore,  it  is  desired  to  send,  the  switch  is  placed  in  the 
position  shown,  and  while  the  key  is  at  rest  the  current 
sent  out  will  pass  through  the  relay  at  the  distant  station 
and  hold  the  tongue  away  from  its  contact  point.  Hence 
all  antagonistic  springs  or  other  forces  may  be  dispensed 
with,  and  the  relay  kept  in  the  most  sensitive  condition 
for  responding  to  any  change  in  the  current.  When  the 
key  is  depressed  this  current  ceases,  and  a  reverse  current  is 
sent  to  the  line,  which  moves  the  tongue  of  the  relay  in 
the  proper  direction,  and  *  marks '  are  made.  Thus  there  is 
always  a  current  flowing  when  the  switch  is  turned  for 
sending,  and  it  is  the  reversal  of  this  current  which  works 
the  apparatus.  It  will  be  seen  that  when  the  switch  is  turned 
to  receive,  the  line  is  joined  through  the  key  to  the  relay. 

The  doi\ble-current  system  of  working  not  only  expedites 
the  rate  of  working  on  submarine,  subterranean,  and  long 
overground  circuits,  but  it  frequently  enables  the  working  of 
the  circuits  to  be  continued  in  the  face  of  considerable  in- 
terferences and  disturbances  inherent  to  overground  wires. 
It  destroys  in  relays  all  the  effects  of  residual  magnetism ;  it 
allows  circuits  to  be  worked  with  less  powerful  currents 
because  the  relay  tongues  may  be  adjusted  to  their  most 
sensitive  position,  and  consequently  it  enables  them  to  be 
worked  to  much  greater  distances. 

It  is  objected  to  this  system  of  working  that  messages 
once  commenced  cannot  be  interrupted  for  corrections  or 
inquiry,  but  general  experience  shows  that  the  objection  is 
only  theoretical. 

The  difficulties  of  adjustment  inherent  to  open-circuit 
working  with  single  currents,  owing  to  the  variations  in  the 
strength  of  the  currents  received  from  different  stations,  are 
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entirely  overcome  in  double- current  working ;  for  whatever 
be  the  variations  in  the  prime  current  the  reversing  current 
is  equally  and  similarly  affected,  and  thus  the  moving  force 
and  the  antagonistic  force  vary  together  and  are  self- 
adjusting.  Double-current  working  is  therefore  almost 
invariably  adopted  on  Morse  and  Sounder  circuits  having 
intermediate  stations  upon  them,  or  which  exceed  twenty- 
five  miles  in  length. 

We  have  seen  that  in  the  closed-circuit  system  one 
battery  may  be  made  to  work  all  the  stations  on  one  circuit ; 
but  there  is  another  plan,  by  means  of  which  it  is  possible 
with  one  battery  to  transmit  on  several  circuits  from  one 
station,  each  circuit  being  independent  of  the  others.  This 
is  known  as  the  universal  battery  system.  If  several  equal 
resistances  be  joined  across  the  poles  of  a  battery  of  com- 
paratively low  resistance,  a  current  of  equal  strength  will 
flow  in  each,  and  this  current  will  be  practically  equal  to  the 
current  which  would  flow  through  one  of  the  resistances  if 
it  alone  were  in  the  circuit.  This  fact  is  the  basis  of  the 
universal  battery  system.  Several  circuits  (usually  not  more 
than  five)  whose  resistances  do  not  vary  more  than  25  per 
cent,  between  the  highest  and  lowest,  are  grouped  on  one 
battery,  one  pole  of  which  is  connected  to  earth.  If  any 
circuit  which  is  to  be  placed  in  a  group  is  below  the  re- 
quired resistance,  then  an  equalising  resistance  coil  is  joined 
in  the  battery  lead  of  that  circuit. 

It  is  necessary  for  satisfactory  working  that  the  resistance 
of  the  battery  shall  be  less  than  one-half  of  the  joint 
resistance  ^  of  the  several  circuits  worked  from  it. 

It  is  clear  that  for  this  system  the  battery  must  not  be 
worked  double  current,  as,  if  one  circuit  were  sending  a 
positive  current  and  another  were  simultaneously  sending  a 
negative  current,  both  poles  of  the  battery  would  be  to  earth, 
that  is,  the  battery  would  be  short-circuited.  For  double- 
current  working,  therefore,  two  batteries  with  opposite  poles 

*  See  Appendix,  Section  C. 
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to  earth  are  required,  and  a  single-current  key  provided  with 
a  switch  is  sufficient  for  sending.  Fig.  102,  p.  147,  shows 
the  actual  connections  of  a  double -current  circuit  on  the 
universal  battery  system  arranged  for  either  simplex  or 
duplex  working.  Similarly,  single-needle  circuits  require  a 
double  battery,  and  the  commutators  also  need  slight 
alteration.  Accumulators,  owing  to  their  low  resistance  and 
the  ease  with  which  they  can  be  kept  at  a  normal  electro- 
motive force,  are  peculiarly  suitable  for  universal  work. 
Almost  any  number  of  circuits  can  be  supplied  with  current 
from  one  set  of  cells  ;  at  one  office  batteries  with  a  voltage 
of  nearly  6,000  volts  were  replaced  by  250  secondary  cells, 
half  of  which  were  *  spare.'  The  one  serious  objection  to 
any  very  extensive  application  of  the  universal  system  is  the 
fact  that  a  failure  in  the  battery  involves  the  stoppage  of 
all  the  circuits  in  the  group  affected,  and  in  the  case  of  a 
very  large  group  the  consequent  delay  might  be  very  incon- 
venient. Hence  the  provision  of  a  complete  spare  set  of 
accumulators. 

The  electro-motive  force  required  to  record  the  signals 
with  the  different  forms  of  instrument  used  and  on  circuits 
of  various  lengths  is  a  very  important  matter.  It  depends 
upon  so  many  conditions  of  climate,  country,  size  and  age 
of  wire,  character  of  insulation,  &c.,  that  no  definite  rule  can 
be  laid  down.  The  unit  current  is  called  the  ampere,  but 
for  telegraph  purposes  we  consider  only  the  thousandth 
part  of  this,  or  the  milliamplre^  and  the  currents  which  are 
provided  for  the  different  instruments  will  be  seen  from  the 
following  table  : 

Needle       .        .        .        .15  milliamperes. 
Direct  Writer      ...     20  „ 

Direct  Sounder  ...     35  )» 

Relays        ....     15  „ 

Therefore  the  electro-motive  force  must  be  regulated  to  give 
the  strength  of  current  indicated  above.     Now,  one  Daniell 

*  See  Appendix,  Section  B. 
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cell  through  one  thousand  ohms  (1,000")  gives  approxi- 
mately one  milliampere.  For  instance  :  aline  16  miles  long, 
giving  a  resistance  of  25*  per  mile  and  having  one  interme- 
diate station,  is  to  be  fitted  with  single-needle  apparatus 
(resistance  200*  each),  and  worked  by  Daniell  batteries  ; 
how  many  cells  will  be  required  ?  Here  the  total  resistance 
in  circuit  is  1,000%  consequently  the  current  given  by  i  cell 
will  be  I  milliampere ;  but  the  instruments  require  15  milli- 
amp^res  ;  therefore,  theoretically,  15  cells  will  be  required 
at  each  office.  Twenty  cells,  however,  would  be  fixed,  to 
allow  for  leakage  along  the  line  in  wet  weather  and  for  the 
internal  resistance  and  the  deterioration  of  the  battery. 

We  can  scarcely  conclude  this  brief  description  of  the 
mode  of  joining  up  instruments  in  circuit  without  referring 
to  the  circuit  arrangements  required  to  serve  a  portion  of 
the  country.  We  will  take  the  Isle  of  Wight.  The  diagram 
(fig.  87)  shows  how  all  the  villages  and  towns  were  connected 
together,  and  with  their  great  centres  of  communication, 
Southampton  and  London.  It  illustrates  also  the  way  in 
which  the  different  instruments  are  employed.  Thus  little 
places  like  Brighstone,  Carisbrook,  St.  Helens,  which  are  mere 
sub-offices  under  larger  head  post-offices,  Newport  and  Ryde, 
are  amply  served  by  the  ABC.  East  Cowes,  Totland  Bay, 
School  Green,  communicate  with  their  head  offices  by  means 
of  Needle  circuits,  because  the  amount  of  work  will  not 
justify  the  employment  of  a  trained  telegraphist.  On  the 
contrary,  the  traffic  between  Southampton  and  Osborne, 
Ventnor,  Ryde,  Newport,  and  Cowes,  justifies  the  employ- 
ment of  skilled  operators,  and  they  are  served  by  Morse 
circuits ;  and  the  amount  of  business  done  at  Ventnor  and 
Ryde  is  such  as  to  require  communication  with  London  as 
well  as  with  Southampton.  In  some  cases,  as  at  Ryde,  the 
business  with  London  is  such  that  only  quadruplex  (see 
Chapter  IX.)  will  meet  it,  and  even  this  is  sometimes  insuf- 
ficient, and  additional  facilities  have  to  be  afforded. 

A  direct  wire,  with  only  the  terminal  offices  upon  it,  and 
fitted  with  Sounders,  is  the  most  perfect  hand-worked  tele- 


graph  arrangement  we  can  devise.    The  insertion  of  inter- 
mediate stations  at  once  reduces  its  efficiency,  principally  by 
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blocking  the  wire  with  local  messages.  But  even  a  direct  wire 
must,  where  possible,  be  supplemented  by  a  second  means  of 
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communication  in  case  of  failure  or  accident.  Thus  Ryde 
has  a  sounder  duplex  circuit  to  Southampton  which,  in  case 
of  need,  could  be  joined  through  to  London.  Telegraphic 
circuits,  even  when  of  the  simplest  and  most  perfect  cha- 
racter, are  singularly  liable  to  failure  from  causes  which  will 
be  described ;  and  occasionally  periods  of  pressure  arise 
from  political,  special,  and  local  causes,  such  as  elections, 
races,  assizes,  &c.  It  is  imperative  that  a  well-organised 
system  shall  be  prepared  for  such  emergencies. 


CHAPTER  V. 

DUPLEX  TELEGRAPHY. 


The  rapid  increase  in  the  business  of  telegraphy  has  called 
forth  the  exercise  of  the  ingenuity  of  telegraph  engineers  to 
increase  the  capacity  of  a  single  wire  for  the  transmission  of 
messages.  Duplex  telegraphy  is  one  way  by  which  this 
has  been  effected.  By  this  system  messages  can  be  sent  on 
one  line  in  both  directions  at  the  same  time^  thus  practically 
doubling  the  carrying  capacity  of  the  wire,  because  station  A 
can  transmit  a  message  to  station  B,  while  B  is  sending 
another  message  to  A.  Under  ordinary  circumstances,  when 
A  is  working  to  B  on  the  open  circuit  principle  (fig.  80)  any 
interference  on  the  part  of  B  disconnects  his  receiving  instru- 
ment and  so  prevents  A's  signals  from  being  recorded.  If 
now  it  can  be  arranged  that  the  receiving  instruments  at 
both  stations  can  be  always  in  circuit,  yet  affected  only  by 
the  currents  sent  from  their  own  station  when  these  currents 
interfere  with  the  currents  sent  from  the  other  station,  then 
duplex  telegraphy  becomes  possible.  There  are  several 
modes  of  doing  this,  but  we  shall  confine  ourselves  to  a 
description  of  two  methods  which  are  in  practical  use,  and 
which  may  be  designated  respectively  the  Differential  and 
the  Bridge  methods  of  duplex  working. 
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I.  The  Differential  Principle, 

If  two  circuits  of  precisely  equal  resistance  be  open  to  a 
current,  it  will  divide  itself  equally  between  the  two,  and  the 

currents  in  each  wire  will  be  exactly 
equal.  If,  for  instance,  the  wire  z  /  e 
(fig.  88)  offers  the  same  resistance  as 
the  wire  z  r  e,  the  current  in  /  will 
have  precisely  the  same  strength  as 
the  current  in  r. 

Now  let  the  electro-magnet  m  (fig. 
89)  be  similarly  wound  with  two  wires 
of  equal  length,  one  of  which  is  in 
connection  with  /,  and  the  other  in  connection  with  r.  If 
the  current  through  /  traverse  the  electro-magnet  in  the 
reverse  direction  to  that  through  r,  and  if  the  currents  be 
equal,  it  is  evident  that  the  polarity  induced  by  the  one  cur- 
rent must  be  exactly  neutralised  by  that  induced  by  the  other 
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Fig.  88. 


Fig.  89. 


current,  for  the  effects  are  equal  and  opposite,  and  there 
will  be  no  magnetism  excited.  Thus,  as  long  as  the  two 
circuits  are  intact  the  currents  which  flow  will  not  affect  the 
electro-magnet ;  but  if  the  currents  in  r  be  interrupted, 
those  in  /  will  excite  the  electro-magnet,  and  if  those  in  /  be 
interrupted,  the  currents  in  r  will  excite  the  electro-magnet. 
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Assume  A  and  B  (fig.  89)  to  be  two  stations  connected 
together  by  the  line  wire  /.  Let  m  be  an  electro-magnet  at  A, 
wound  as  just  described,  and  m'  a  similar  one  at  B  ;  k  a 
key,  and  b  a  battery.  Let  rand  r'  represent  resistance  coils 
or  artificial  lines,  each  giving  a  resistance  equal  to  the  line 
circuit  Now  let  us  in  the  first  place  assume  A  alone  to  be 
working  to  B ;  every  time  the  key  k  at  A  is  depressed  a 
current  is  sent  from  A's  battery.  This  current  divides  at  m, 
the  one  half  going  through  the  coil  in  connection  with  /  in 
M,  through  /,  and  at  B,  through  the  coil  in  connection  with 
/  in  M',  through  the  key  k'  at  B  to  earth  and  thence  back  to 
the  battery.  This  is  called  the  line  current  The  other 
half,  which  is  called  the  compensation  current^  passes  around 
the  electro-magnet  m  through  the  coil  in  connection  with 
r,  through  r  and  back  to  the  battery.  As  these  two  currents 
are  equal,  their  effect  on  m  is  «//,  but  the  line  current  passing 
through  one  coil  only  of  m'  operates  it  and  causes  signals  to 
be  given.  Thus  while  A  telegraphs  to  B  its  own  instrument 
is  not  affected,  but  that  at  B  is  actuated.  Similarly,  when  B 
alone  is  working  to  A  its  own  instrument  is  not  affected,  but 
that  at  A  is  actuated.  But  when  B  is  working  to  A  at  the 
same  time  that  A  is  working  to  B,  what  happens  ?  Every 
line  current  that  leaves  A  at  the  same  time  that  a  line 
current  leaves  B  is  neutralised.  The  compensation  current 
at  A  is  now  able  to  excite  the  electro-magnet,  and  the 
armature  is  moved  in  precisely  the  same  way  as  if  B's 
currents  were  received.  In  the  same  way  B's  line  currents 
are  neutralised,  and  its  compensation  currents  move  the 
armature  of  m'  in  precisely  the  same  way  as  if  A*s  currents 
were  received.  Thus  m  and  m'  continue  to  be  worked  by 
their  respective  stations,  regardless  of  the  fact  that  the  line 
currents  are  being  continually  neutralised  so  that  practically 
no  current  flows  between  A  and  B,  and  that  they  are  operated 
sometimes  by  the  line  current  and  sometimes  by  the  com- 
pensation current.  Thus,  while  A  sends  messages  to  B,  B 
can  be  sending  messages  to  A  upon  the  same  wire  and  at 
the  same  time. 
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We  assumed  that  the  line  current  received  at  A  from  B 
was  exactly  equal  to  that  proceeding  from  A  to  B,  and  that 
therefore  they  were  exactly  neutralised,  but  it  is  not  so  in 
practice,  for  owing  to  the  effects  of  bad  insulation  the 
incoming  line  current  is  always  weaker  than  the  outgoing 
one.  Hence  the  current  received  at  A  from  B  does  not 
neutralise  the  whole  of  the  current  sent  from  A  to  B,  but 
only  a  portion  of  it  It  so  weakens  A's  current  to  line  that 
the  compensation  current  preponderates  over  this  resultant 
current,  and  the  signals  are  registered  by  the  preponderance. 
The  difference  in  the  strength  of  these  two  currents  when 
both  stations  are  working  is  very  nearly  equal  to  the  strength 
of  the  current  received  at  A  when  B  alone  works,  so  that  the 
marks,  whether  made  by  the  received  line  current  or  by  the 
preponderating  compensation  current,  are  practically  the  same. 

We  have  shown  in  the  diagram  that  the  same  poles  of 
the  battery  are  to  line,  and  that  therefore  the  line  currents 
flow  in  opposite  directions ;  but  the  same  effects  occur  if 
the  opposite  poles  are  to  line,  and  the  currents  flow  in  the 
same  direction.  If  the  current  from  B  flows  in  the  same 
direction  as  that  from  A,  the  effect,  when  the  two  stations 
work  simultaneously,  is  not  to  weaken  the  resultant  current, 
but  to  strengthen  it,  and  therefore  to  produce  a  pre- 
ponderance of  the  current  in  coil  /  over  that  in  coil  r  of 
relay  m,  and  consequently  to  register  signals ;  but  in  this 
case  the  marks  made  at  A  when  both  stations  are  working 
simultaneously  are  not  made  by  the  preponderance  of  the 
compensation  current  over  the  line  current,  but  by  the  excess 
of  the  resultant  line  current  over  the  compensation  current. 

As  shown  in  fig.  89,  the  keys  k  and  k'  put  the  line  to 
earth  through  the  back  contact,  but  there  is  an  interval  while 
the  keys  are  being  depressed  when  this  connection  is  broken. 
In  fact  there  are  three  positions  which  the  key  takes  up 
during  the  operation  of  sending,  viz.,  ist,  when  resting  upon 
the  back  contact ;  2nd,  when  resting  upon  the  front  contact ; 
3rd,   when   disconnected  from   both  contacts.     The  line 
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circuit  is  not,  however,  in  either  case  interrupted.  The  first 
and  second  cases  are  clear,  but  consider  the  third :  take  the 
key  K  (fig.  90)  and  depress  it  to  the  intermediate  position  ; 
then  the  received  cur- 
rent, when  it  arrives  at 
the  bridge  of  the  key, 
instead  of  going  to 
earth  through  the  back 
contact  stop,  passes 
through  the  compensa- 
tion coil  of  the  electro- 
magnet and  through 
the  resistance  r  to 
earth.  This  continues 
the  effect  of  the  line  cur- 
rent upon  the  electro- 
magnet ;  for  though  the  resistance  to  the  line  current  is  twice 
as  great  and  the  current  consequently  reduced  one- half,  as  it 
passes  through  both  coils  of  the  relay  in  the  proper  direction 
to  actuate  the  armature,  there  is  a  double  effect  of  a  cur- 
rent of  half  strength,  the  influence  of  which  is  equal  to  the 
original  current.  In  fact,  it  is  possible  to  dispense  with  the 
back  contact  altogether,  but  it  introduces  irregularities  due 
to  electro-magnetic  inertia  (p.  164),  which  tend  to  diminish 
accuracy  and  speed  of  working.  For  accurate  duplex 
working  the  total  resistance  of  the  circuits  should  be  dis- 
turbed as  little  as  possible,  so  that  even  the  portion  of  the 
circuit  from  the  back  contact  of  the  key  to  the  earth  should 
be  made  equal  in  resistance  to  that  of  the  battery  by  the 
insertion  of  a  resistance  coil  r ;  then  the  resistance  is  not 
altered  whether  the  key  is  up  or  down.  Theoretically  the 
best  form  of  key  is  one  which  does  not  break  the  back 
contact  until  the  front  contact  is  made. 

This  is  the  principle  of  the  system,  which  may  be  applied 
to  any  form  of  instrument,  whether  it  be  a  direct  ink-writer, 
a  single  needle,  or  a  relay.     As  most  circuits  are  worked 
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with  relays,  we  will  illustrate  such  a  system.     This  is  done 
in  simple  form  by  fig.  91. 

p  is  an  ordinary  polarised  relay  whose  tongue  moves  be* 


tween  the  two  points  in  connection  with  terminals  s  and  M. 
Its  normal  position  is  gainst  s.  The  line  current  moves  it 
against  m,  and  thus  works  the  local  circuit  in  which  is  placed 


Single-current  Duplex  131 

the  sounder  or  writer,  w.  Each  bobbin  of  the  electro-magnet 
is  similarly  wound  with  two  wires  of  equal  length  and  resist- 
ance, and  the  inner  ends  on  one  bobbin  are  then  joined  to 
the  outer  ends  on  the  other,  so  that  there  are  thus  two  cir- 
cuits, each  comprising  one  wire  on  both  bobbins,  and 
making  an  equal  number  of  convolutions  round  the  electro- 
magnet The  ends  of  the  one  wire  are  brought  to  the  ter- 
minals D  and  u,  and  the  ends  of  the  other  wire  to  the 

terminals  (d)  and  uj).  If  now,  while  a  current  is  travers- 
ing the  circuit  u  to  d  in  a  direction  to  actuate  the  tongue,  a 
second  current  of  exactly  equal  strength  is  flowing  between 

(d)  and  (v)  in  the  opposite  direction,  the  effect  on  the 

tongue  of  the  relay  must  be  nil.  The  line  wire  at  the  Up 
Station  is  attached  to  terminal  d,  and  the  compensation 

wire  to  terminal  (u).     Terminals  (d)  and  u  are  connected 

together  by  a  brass  strap  and  connected  to  the  lever  of  the 
key  K,  which  in  its  position  of  rest  joins  these  two  terminals 
to  earth  through  the  back  contact.  The  other  end  of  the 
line  wire  of  course  makes  earth  through  the  apparatus  at  the 
Down  Station,  which  is  similarly  connected  up,  except  that 

the  line  wire  is  attached  to  (jn  and  the  compensation  circuit 

to  dJ  The  other  extremity  of  the  compensation  circuit 
makes  earth  at  e  through  the  resistance  coils  r,  which  can  be 
varied  at  will. 

Now  let  the  key  at  the  Up  Station  be  depressed;  a 

current  flows  and  divides  at  (d)  u,  one  portion  passing 

through  the  coils  of  the  relay  from  u  to  d  and  so  out  to  the 
line,  thence  to  earth  at  the  Down  Station  by  way  of  the 

relay  coil  (u)  (d),  the  key  and  the  resistance  coil  r.    This 

*  This  reversal  of  the  relay  connections  would  not  be  necessary  if 
the  receiving  instruments  were  not  polarised.  The  connections  might 
then  be  precisely  alike  at  both  stations,  and  the  arrangement  would 
work  properly. 

K  2 
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portion  of  the  current  tends  to  move  the  tongue  of  the  Up 
Station  relay  against  the  stop  m.     The  other  portion  passes 

through  the  compensation  coil  (d)  (u)  of  the  relay,  through 

the  resistance  coils  r,  to  earth  at  e,  tending  to  hold  the 
tongue  of  the  relay  against  the  stop  s.  If  these  two  currents 
are  of  equal  strength  they  will  not  influence  the  tongue 
of  the  relay,  because  they  tend  to  move  it  with  equal  force 
in  opposite  directions.  But  if  they  be  of  unequal  strength, 
then  the  tongue  of  the  relay  will  be  moved  in  the  direction 
of  the  stronger  current,  and  by  a  force  equivalent  to  that  of 
a  current  equal  to  the  difference  between  the  two  currents. 
Let  us  at  first  insert  in  the  adjustable  resistance  R,  a  resistance 
large  compared  with  that  of  the  line,  then  the  current  passing 
through  the  compensating  circuit  will  be  considerably  less 
than  that  passing  through  the  line  circuit.  Every  time 
the  key  k  is  depressed  the  relay  will  work,  and  will  cause 
signals  to  be  made.  By  gradually  decreasing  the  resistance 
in  R  the  difference  in  strength  between  the  two  currents 
will  be  diminished,  until  at  last  a  point  is  attained  where 
their  strength  is  equal,  and  where  the  tongue  of  the  relay 
will  be  unaffected  by  the  movement  of  the  key.  The  arti- 
ficial resistance  R  is  now  equal  to  that  of  the  line  circuit 
beyond  terminal  d. 

The  line  currents  which  are  received  at  the  Up  Station 
from  the  Down  enter  at  terminal  d,  pass  through  the  coil  d  u 
of  the  relay,  and  so  to  earth  through  the  back  contact  of  the 
key,  moving  the  tongue  against  the  stop  m,  and  recording 
signals  in  the  usual  way.  Now,  it  is  evident  that  when  A 
alone  works  to  B,  A's  relay  remains  unaffected  while  B's  relay 
records  the  signals  sent  from  A.  When,  under  similar  cir- 
cumstances, B  alone  works  to  A,  B's  relay  remains  unaffected 
while  A's  relay  records  the  signals  sent  by  B.  But  when  B 
works  to  A  at  the  same  time  that  A  is  working  to  B,  the  out- 
going line  current  from  each  station  is  increased  in  strength 
by  an  amount  equal  to  the  strength  of  the  incoming  line 
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current  at  each  place ;  this,  therefore,  preponderates  over 
the  compensation  current  at  each  place  to  an  extent  precisely 
equal  to  the  normal  current  received.  Hence  marks  continue 
to  be  recorded  with  the  same  force  and  regularity  when  the 
stations  work  to  each  other  simultaneously  as  when  they 
work  to  each  other  separately  and  independently. 

On  p.  124  it  was  shown  that  in  connection  with  the  theo- 
retical arrangement  indicated  by  fig.  89,  it  is  immaterial 
whether  similar  or  opposite  poles  of  the  batteries  at  the  two 
stations  were  to  line  ;  this,  however,  does  not  apply  in  the 
case  of  the  receiving  instruments  which  are  polarised^  as  then 
one  portion  of  the  current — say  that  through  the  compen- 
sation circuit — tends  to  hold  over  the  relay  tongue  to  the 
*  spacing'  or  non-recording  stop  s,  and  therefore  if  the 
current  from  the  other  station  reduced  instead  of  augment- 
ing the  other  current,  no  signal  could  be  recorded  ;  similarly, 
if  it  were  the  line  circuit  portion  of  the  current  which  tended 
to  hold  the  tongue  to  spacing,  an  increase  of  that  current  by 
the  other  station  would  not  record  signals.  This  considera- 
tion at  once  shows  the  possibility  of  duplex  working  on 
the  double-current  system  ;  and  in  practice  double-current 
duplex  working  is  found  to  be  so  much  superior  to  single 
current,  that  in  England  only  the  most  unimportant  duplexed 
circuits  are  worked  single  current. 

There  are  certain  irregularities  in  the  working  of  such  a 
system  in  actual  practice  which  have  to  be  provided  against, 
due  to  variations  in  the  resistance  and  in  the  electrostatic 
capacity  of  the  line.  Telegraph  wires,  in  fact,  are  in  a  con- 
stant state  of  change.  If  A  and  B  be  connected  together  by 
an  aerial  wire  supported  at  intervals  of  about  80  yards  upon 
earthenware  insulators,  then  the  current  which  arrives  at  B 
from  A  must  necessarily  be  less  than  that  which  leaves  A, 
because  at  each  pole  a  small  portion  of  the  current  escapes 
or  leaks  to  earth.  No  earthenware  support  is  an  absolute 
insulator.  Moisture  is  deposited  upon  its  surface.  The 
amount  of  this  moisture  continually  varies,  and  the  resistance 
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of  the  insulator  to  the  leakage  of  the  current  varies  with  it 
Hence  the  difference  between  the  current  leaving  A  and  that 
arriving  at  B  is  constantly  varying,  and  the  effect  upon  the 
current  leaving  A  is  precisely  the  same  as  though  the  resist- 
ance of  the  line  varied.  If  moisture  be  abundant  more 
current  leaves  A,  and  the  effect  at  the  sending  end  is  the 
same  as  though  the  resistance  of  the  line  wire  were  reduced, 
but  of  course  the  increased  current  is  not  received  at  the 
other  end.  If  the  insulators  become  dry,  less  current  leaves 
A,  and  the  effect  is  the  same  as  though  the  resistance  of  the 
line  were  increased.  In  fact,  the  resistance  of  the  circuit 
does  vary  with  the  amount  of  moisture  deposited  on  the 
insulators,  and  with  the  amount  of  dirt  which  necessarily 
adheres  to  them.  Rain,  fog,  dew,  and  mist  affect  it.  Lines 
exposed  to  the  spray  of  the  sea  or  the  smoke  of  manufac- 
tories are  peculiarly  liable  to  this  variation. 

The  resistance  varies  also  with  alterations  in  the  physical 
condition  of  the  mass  of  the  wire  due  to  heat.  As  the 
temperature  of  a  metal  increases  or  diminishes,  so  does  its 
resistance.  Iron  wire  increases  in  resistance  o'2i  per  cent, 
for  each  degree  of  temperature  (Fahr.)  through  which  it  is 
raised.  The  diurnal  variations  of  temperature  in  this  climate 
are  not  great :  in  summer  the  greatest  range  is  about  30°. 
This  would  practically  not  affect  the  comparatively  short 
circuits  used  in  England ;  but  in  India  and  America,  where 
the  circuits  are  much  longer,  and  the  daily  variation  is  much 
greater,  considerable  difference  is  observable  in  the  resist- 
ance of  the  wire  between  midday  and  midnight. 

The  amount  of  variation  also  largely  depends  upon  the 
character  of  the  country  through  which  the  line  passes.  The 
resistance  of  some  lines  varies  in  bad  weather  as  much  as  50 
per  cent,  in  one  day,  but  remains  constant  in  fine  weather. 
Short  lines,  as  a  rule,  are  little  disturbed  by  variations  of 
short  duration,  but  long  lines  of  200  miles  and  upwards  are 
subject  to  constant  variations  due  to  atmospheric  changes 
at  different  points.     A  thunderstorm  here,  a  shower  there, 
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excessive  radiation  at  one  point,  condensation  at  another — 
all  tell  their  tale. 

Other  causes  also  introduce  irregularities  which  interfere 
with  the  constancy  of  a  line.  The  wires  are  constantly  sub- 
ject to  accidents  of  various  kinds,  many  of  which  tend  to 
produce  variable  resistance. 

Now  what  effect  has  this  variation  of  the  resistance  of 
the  line  wire  upon  duplex  working,  and  how  is  it  provided 
for  ?  Clearly  it  disturbs  the  equality  of  the  line  and  com- 
pensating currents,  and  causes  the  one  to  preponderate  over 
the  other ;  and  if  no  means  were  adopted  to  compensate 
for  this  variation,  duplex  telegraphy  would  be  impossible. 
The  resistance,  therefore,  in  the  compensation  circuit  is  not 
made  a  fixed  quantity,  but  consists  of  a  series  of  resistance 
coils  by  which  the  resistance  of  the  compensation  circuit 
can  be  varied  in  consonance  with  the  variation  of  the  line 
circuit.     This  instrument  is  called  a  Rheostat, 

The  rheostat  shown  in  fig.  92  is  a  box  of  resistance  coils, 
each  coil  being  *  double  wound '  (as  described  on  p.  409)  so 
as  to  eliminate  the  effects  of  self-induction,  and  the  whole  is 
so  arranged  that  the  resistance  can  be  adjusted  by  the 
motion  of  the  arms  over  the  dial.  The  figures  over  which 
these  move  indicate  the  number  of  ohms  resistance  which 
will  be  inserted  in  the  circuit  according  to  the  position  of  the 
handles.  The  arrangement  is  such  that  each  handle  can 
move  over  only  one-half  of  the  dial ;  the  range  of  one  being 
by  gradations  of  40  ohms  from  o  to  400,  and  that  of  the 
other  being  by  gradations  of  400  ohms  from  o  to  4,000. 
Thus  the  maximum  resistance  which  can  be  inserted  in  the 
circuit  by  these  arms  is  4400^  But  in  addition  to  this  a 
coil  offering  a  resistance  of  4000*  is  placed  in  connection 
with  a  switch  at  the  side  of  the  main  box,  and  this  can  be 
cut  out  of  the  circuit  or  inserted  in  it  at  will  by  means  of 
a  plug.  Further,  as  the  arms  do  not  permit  of  a  smaller 
variation  than  40*  being  made,  two  other  coils  of  10"  and 
20"  are  also  included,  so  that  the  range  of  the  rheostat  is 
really  from  nil  to  8430%  by  variations  of  10*. 


136  Duplex  Telegraphy 

What  plan  can  be  adopted  for  the  adjustment  of  this 
compensation  circuit  ?  In  the  early  days  of  duplex  working 
the  adjustment  had  to  depend  upon  the  actual  sending  and 
receiving  of  working  signals;  but  the  general  introduction 
of  differential  galvanometers  has  had  the  effect  of  greatly 
facilitating  the  adjustment. 

The  most  approved  form  of  differential  galvanometer 
(shown  in  fig.  93)  is  virtually  an  induced  single-needle  coil 


of  Varle/s  pattern,  but  with  each  coil  wound  with  two  wires 
of  precisely  the  same  length,  and  joined  up  to  form  two  in- 
dependent circuits  in  the  same  way  as  the  coils  of  the  relay 
(as  described  at  p.  131).  If  a  current  be  sent  through  either 
of  these  circuits  the  needle  will  deflect  to  right  or  left,  ac- 
cording to  the  direction  of  the  current ;  and  therefore  if 
equal  and  opposite  currents  be  sent  through  the  two  circuits 
no  deflection  at  all  will  take  place.     If  the  currents  are  not 
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of  equal  strength,  then  the  stronger  will  be  partially  effective 
to  produce  a  deflection  to  the  extent  of  its  excess.  Such  a 
galvanometer,  then,  is  fitted  at  each  end  of  a  duplex  circuit, 
one  coil  being  in  the  line  circuit  and  one  in  the  compensa- 
tion circuit.  The  needle  Is  to  show  any  difftrence  of  current 
flowing  in  the  two  circuits.  Now,  the  sending  of  a  current 
from  (say)  station  A  should  vary  the  current  in  both  circuits 


of  A's  galvanometer  equally— that  is,  A's  sending  should  not 
cause  any  variation  of  the  difference  between  the  currents  in 
the  line  and  compensation  circuits.  Hence,  if  when  the  key 
at  A  is  manipulated  the  position  of  the  needle  changes,  then 
the  resistance  of  the  rheostat  must  be  increased  or  decreased 
until  no  such  change  takes  place.  In  double -current  working 
there  is  always  a  current^either  positive  or  negative— 
beii^  received  from  the  other   station,  and   consequently 
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there  is  always  a  deflection  on  the  galvanometer.  Assuming 
that  A  is  balancing,  and  that  B  is  sending  the  ordinary 
*  spacing '  current,  then,  if  when  A's  key  is  depressed — that 
is,  when  A  sends  a  *  marking '  current — the  deflection  is  in- 
creased, it  shows  that  A's  previous  spacing  current  was 
stronger  in  the  compensation  circuit  than  in  the  line  circuit, 
and  the  rheostat  resistance  should  therefore  be  increased ; 
if,  on  the  other  hand,  depressing  the  key  decreases  the  de- 
flection, then  the  resistance  in  the  rheostat  should  be  de- 
creased. The  deflection  should  be  steady  when  the  key  is 
alternately  depressed  and  released.  Thus  can  the  varying 
resistance  of  the  line  be  provided  for  in  the  compensation 
circuit. 

When  a  quantity  of  electricity  flows  through  a  line  in  the 
form  of  a  current,  the  first  portion  of  the  current  is  retained 
or  accumulated  upon  the  surface  of  the  wire,  in  the  same 
way  that  a  charge  is  retained  or  accumulated  upon  the  sur- 
face of  a  Ley  den  jar.^  The  quantity  accumulated  depends 
(i)  upon  the  length  and  diameter  of  the  wire,  (2)  upon  its 
distance  from  the  earth  and  earth-connected  bodies,  (3)  upon 
the  insulating  medium  surrounding  the  conductor.  Thus, 
in  the  case  of  a  submarine  cable,  the  conductor  of  which  is 
insulated  with  gutta-percha  or  india-rubber,  and  is  main- 
tained in  very  close  proximity  to  the  earth,  a  very  consider- 
able charge  is  held  by  the  wire.  An  overground  wire  is 
insulated  in  air,  and  though  it  is  maintained  at  a  considerable 
distance  from  the  earth,  yet  it  is  in  close  proximity  to  other 
wires,  or  to  buildings  or  trees  which  are  in  connection  with 
the  earth,  and  it  also  retains  a  charge.  In  fact  it  is  found, 
in  England,  that  the  charge  retained  by  twen4;y  miles  of 
ordinary  line  wire  is  about  equal  to  that  retained  by  one 
mile  of  a  cable  of  average  dimensions.  This  power  of 
retaining  a  charge  is  called  the  electrostatic  capacity  of 
the  circuit. 

Now  what  are  the  efiects  of  this  electrostatic  capacity  ? 

*  See  Appendix,  Section  F,  Condensers. 
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In  the  first  place,  it  absorbs  all  the  electricity  of  a  short 
momentary  current  and  prevents  the  appearance  of  any 
current  at  the  distant  station.  And  as  it  absorbs  the  first 
portion  of  every  current  sent,  it  has  the  same  effect  as  if  it 
retarded  ox  delayed  the  first  appearance  of  the  current  at  the 
distant  end.  Thus  the  apparent  velocity  of  the  current  is 
diminished  more  or  less  in  proportion  to  the  capacity  of 
the  circuit.  In  a  circuit  of  very  low  capacity  the  current 
appears  practically. instantaneously  at  the  distant  end  ;  but 
on  a  long  or  a  submarine  circuit  there  is  sure  to  be  con- 
siderable capacity  and  consequent  retardation.  Thus 
between  Europe  and  America,  on  an  Atlantic  cable,  the- 
current  is  retarded  four-tenths  of  a  second. 

In  the  second  place,  when  a  current  has  been  sent  through 
the  circuit,  the  whole  of  this  charge  upon  the  wire  must 
either  be  withdrawn  or  neutralised  before  a  second  charge  of 
opposite  sign  can  be  accumulated  upon  it.  This  discharge 
may  occur  as  a  current  flowing  out  at  each  end  to  earth,  in 
which  case  one  part  of  the  current — called  the  return 
current — flows  back  to  the  sending  station,  and  the  other 
flows  out  at  the  receiving  station  so  prolonging  the  primary 
current.  If  one  end  of  the  wire,  say  the  sending  end,  be 
disconnected,  all  the  charge  flows  out  at  the  distant  end 
and  the  prolongation  of  the  current  is  increased.  Again,  the 
charge  may  be  neutralised  by  a  reverse  current,  which  may 
be  sent  firom  the  receiving  as  well  as  the  sending  end. 

Thus  it  is  seen  that  the  effect  of  electrostatic  capacity  is 
to  produce  retardation  at  the  commencement  of  a  current 
dJ\6.  prolongation  at  the  end. 

Again,  the  electrostatic  capacity  of  a  line  is  unequally 
distributed,  and  its  working  conditions  are  naturally  affected 
by  this  distribution.  A  circuit  may  be  made  up  of  over- 
ground wires,  underground  wires  and  cables.  Since  cables 
have  the  largest  capacity,  it  is  their  position  which  most 
materially  influences  the  working. 

We  see  then  that  the  working  condition  of  a  line  is 
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dependent  not  only  upon  its  quality  of  resistance  but  that 
this  other  quality  of  electrostatic  capacity  must  also  be 
considered  ;  and,  for  duplex  working  to  be  satisfactory,  the 
compensation  circuit  must  be  arranged  to  represent  the 
electrostatic  or  inductive  condition  of  the  line  as  well  as 
that  of  its  electrical  resistance.  The  electrostatic  capacity 
can  be  represented  by  a  Condenser, 

*  Condenser '  is  a  term  applied  to  an  apparatus  composed 
of  alternate  layers  of  tinfoil  and  paraffined  paper  ^or  mica) 
so  arranged  as  to  form  a  flat  Leyden  jar  of  large  surface,  and 
constructed  to  give  any  capacity  that  may  be  required 
within  a  certain  range,  a,  a^,  ag?  ^>  ^i>  ^2  (^g-  94)  are  square 
pieces  of  tinfoil  separated  by  sheets  of  thin  paper  steeped 
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Fig.  t/^. 

in  melted  paraffin  wax.  The  series  a^a^^a^  are  connected 
together,  and  so  are  the  series  ^,  ^1,  ^2-  a  and  b  thus  become 
connected  with  what  may  be  regarded  as  the  inside  and  out- 
side coatings  of  a  Lgyden  jar  ;  and  by  putting  one  pole  of  a 
battery  to  A,  and  the  other  pole  to  b,  we  can  communicate  a 
charge  to  the  plates  the  quantity  of  which  will  depend  (i) 
directly  upon  the  electro -motive  force  of  the  cells  used,  (2) 
directly  upon  the  total  surface  of  each  series  of  conducting 
plates  opposed  to  each  other,  (3)  inversely  as  the  distance 
between  each  pair  of  plates,  and  (4)  upon  the  nature  of  the 
insulating  material  used  to  separate  the  conducting  plates. 
Insulating  material  so  used  is  commonly  known  as  a  di- 
electric,^   Thus  we  can  construct  condensers  of  any  capacity, 

'  For  further  details  as  to  Condensers,  see  Appendix,  Section  F. 
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giving  a  charge  varying  from  that  accumulated  upon  a  short 
length  of  overground  wire  up  to  that  accumulated  upon  an 
Atlantic  cable.  The  unit,  or  standard  of  reference  by  which 
capacity  is  known,  is  called  the  microfarad^  and  it  is  equi- 
valent to  the  charge  retained  by  about  three  miles  of  cable. 
(See  p.  6.) 

Condensers  are  conventionally  represented  by  parallel 
lines  as  shown  in  fig.  95,  A  and  B  being  opposite  plates. 
If  a  galvanometer  be  joined  in  circuit  with  the  battery,  say 
at  G  (fig.  94),  and  the  battery  (with  galvanometer)  be 
connected  to  A  and  B  as  shown,  there  will  be  a  momentary 
deflection  of  the  galvanometer  needle  in  one  direction  to 
an  extent  dependent  upon  the  capacity  of  the  condenser 
and  the  electro-motive  force  of  the  battery ;  and  if  then 
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Fig.  95. 

the  battery  be  cut  out  of  circuit,  there  will  be  an  equal 
(or  nearly  equal)  deflection  on  the  galvanometer  in  the  other 
direction.  These  two  deflections  represent  the  charge  and 
discharge  of  the  condenser. 

It  will  be  seen  that  this  charge  and  discharge  are  pre- 
cisely analogous  to  the  electrostatic  condition  of  a  tele- 
graph line  which  has  been  described.  If  the  line  between 
A  and  B  (fig.  89)  has  electrostatic  capacity  and  A  is  working 
to  B  alone,  the  return  current  will  flow  back  through  m  and 
record  signals ;  but  if  there  be  inserted  in  the  compensation 
circuit  a  condenser  whose  capacity  is  such  as  to  exactly 
represent  the  electrostatic  condition  of  the  line,  then  A's 
initial  current  will  charge  both  the  line  and  the  condenser, 
and  the  return  current  from  the  line  passing  through  one 
wire  of  the  electro-magnet  will  be  opposed  by  a  precisely 
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similar  dischai^e  current  from  the  compensation  condenser 
through  the  other  wire,  and  so  the  effects  of  the  electrostatic 
capacity  will  be  eliminated. 

But  the  discharge  due  to  the  electrostatic  capacity  of  the 
line  varies.  It  is  greater  in  dr^'  weather  than  in  wet.  The 
condensers  used  are,  therefore,  made  adjustable  to  permit 
of  compensation  for  this  variation,  in  the  same  way  as  the 
resistance  coils  of  the  compensation  circuit ;  and  since,  as 
was  pointed  out  on  p.  139,  the  capacity  of  a  line  maybe  un- 
equally distributed,  the  condensers  are  commonly  made  in 
two  or  more  distinct  sections,  so  that  they  may  be  inserted 


at  more  or  less  corresponding  points  of  the  compensation 
circuit. 

A  condenser  with  two  sections  is  shown  in  fig.  96,  In 
one  section  the  total  capacity  is  375  microfarads,  adjustable 
by  gradations  of  '25,  while  the  capacity  of  the  second  sec- 
tion is  3'5  microfarads,  adjustable  by  gradations  of  'S.  It 
may  be  observed  that,  whereas  in  resistance  coils  the  resist- 
ance is  usually  inserted  by  removing  the  pegs,  the  capacity 
of  condensers  is  inserted  by  inserting  the  pegs. 

The  method  of  applying  condensers  in  the  compensation 
circuit  is  shown  by  a  theoretical  diagram  in  fig.  97.  In 
this  arrangement  the  current  in  passing  to  earth  through 
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the  compensation  resistance  (rheostat)  r  charges  the  con- 
denser Ci  to  an  extent  which  can  be  regulated  by  the  ad- 
justable resistance  r,  ;  and  C2  is  also  charged  to  a  degree 
which  is  still  further  modified  by  the  resistance  (sometimes 
adjustable)  Rj.  The  discharge  from  Cj  then  takes  place 
through  Rj,  while  that  from  C2  has  to  pass  through  the  addi- 
tional resistance  R2.  Thus  C2  really  represents  the  capacity 
of  the  further  sections  of  the  line.  It  should  be  noticed 
that  the  discharge  has  two  paths,  one  through  r  and  the 
other  through  the  relay,  and  it  is  only  that  portion  which 
takes  the  latter  course  that  has  an  influence  on  the  balance. 
The  compensation  for  capacity  may  be  adjusted  by  aid 
of  the  differential  galvanometer,  but  as  a  rule  it  is  found 
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Fig.  97. 

better  to  adjust  by  the  passage  of  working  signals.  If  the 
adjustment  be  not  right  a  dot  will  be  formed  at  the  sending 
station,  when  the  key  is  depressed  if  the  capacity  of  the  con- 
denser be  not  large  enough,  and  when  the  key  is  raised  if  it 
be  too  large.  Received  signals  also  are  broken  when  the 
key  is  working,  while  they  are  unaffected  when  the  key  is  at 
rest.  If  a  marking  current  be  sent  from  the  distant  sta- 
tion an  unbroken  line  or  signal  will  appear  when  the  key  is 
worked  if  the  adjustment  be  right,  but  if  it  be  wrong  the 
signal  will  be  broken. 

The  effects  of  electro-magnetic  inertia  at  the  sending 
office  do  not  introduce  any  irregularity  in  the  working  of 
the  differential  system.     They  tend  only  to  reduce  speed  of 
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working.  The  effects  of  one  wire  are  exactly  compensated 
by  those  of  the  other  wire,  so  that  no  disturbance  of  signals 
results. 

In  practical  telegraphy  it  generally  happens  that,  although 
the  requirements  of  business  in  connection  with  a  circuit  de- 
mand the  application  of  duplex  apparatus,  it  is  not  always 
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Fig.  98. 

necessary  to  work  it  as  duplex  ;  and  it  occasionally  happens 
that  from  line  variations,  &c.,  duplex  working  proves  tem- 
porarily impracticable.  In  such  cases  it  is  desirable  to  have 
a  means  of  reverting  to  ordinary  single  working,  still  using 
the  same  apparatus.  This  is  provided  for  by  a  switch  so 
arranged  that  when  in  one  position  the  connections  of  the 
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apparatus  are  right  for  *  duplex,'  but  when  the  handle  of  the 
switch  is  turned  the  connections  are  so  altered  as  to  be  suit- 
able for  *  single  '  or  '  simplex  '  working. 

The  full  connections  of  such  a  set  of  apparatus  for  one 
station  are  shown  in  fig.  98,  where,  besides  the  switch,  r 
represents  the  rheostat ;  Ri  the  retardation  coil  ;  c  the 
condenser  ;  g  the  differential  galvanometer  ;  p  the  relay  ;  s 
the  sounder,  worked  by  the  local  circuit  of  the  relay  ;  and 
K  the  double-current  key. 

The  switch  has  six  terminals,  and  the  connections  in 
the  respective  positions  *  duplex '  and  *  single  '  are  shown  in 
fig-  99*  It  will  be  noticed  that  the  centre  line  of  the  lever 
in  each  position  crosses  between  the  two  pairs  of  terminals 
connected. 

It  will  be  remembered  that  a  switch  is  used  in  con- 
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nection  with  the  double-current  key,  having  one  position 
to  *  send '  and  another  to  '  receive.*  This  is  shown  on  the 
key  in  fig.  98.  For  duplex  working  the  switch  must,  of 
course,  be  permanently  to  *  send,'  in  which  case  the  connec- 
tions of  the  key  when  the  lever  is  up  and  when  it  is  de- 
pressed are  shown  in  fig.  100.  When  the  switch  is  turned 
to  *  receive,'  the  centre  terminal  at  the  back  is  joined  to  the 
front  right  hand  terminal  and  the  other  terminals  are  dis- 
connected. 

On  analysing  fig.  98,  the  feet  will  be  noticed  that  there 
are  two  paths  for  the  current  to  take  not  only  at  the  relay, 
but  also  at  the  galvanometer.  Fig.  10 1  is  a  diagram  in 
which  the  connections  for  duplex  only  are  shown  in  a  similar 
simple  manner  to  those  of  fig.  91.     From  an  inspection  of 
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this  figure,  in  which  only  a  conventional  arrangement  of 
*  double  current '  is  indicated,  it  will  be  clear  by  tracing 
the  current  from  the  centre  of  the  double  battery  shown 
(one-half  only  of  which  is  in  use  in  either  position  of  the 
key),  that  it  passes  in  reverse  direction  through  the  two  coils 
of  the  relay ;  one  part  goes  through  the  rheostat  and  one 
coil  of  the  galvanometer  back  to  the  other  pole  of  the 
battery,  while  the  other  part  goes  to  earth.  It  may 
then  be  assumed  to  traverse  the  earth  to  the  other  station, 


Fig.  ioi. 

enter  the  line,  and  so  back  through  the  line  coil  of  the 
galvanometer  (in  the  reverse  direction  from  that  of  the 
compensation  circuit  portion)  to  the  battery.  Hence  the 
*  double  split,'  as  it  is  called,  does  not  affect  the  working. 

Fig.  98  shows  Mown  line  or  e'  and  *up  line  or  E.' 
This  signifies  that  if  the  apparatus  is  fixed  at  an  *up' 
station  the  former  connection  is  taken  as  line  and  the  latter 
as  earth  ;  while  the  reverse,  without  any  further  change,  is 
correct  for  the  other  end  or  the  *  down '  station.  With  the 
single  split  system  of  connections,  the  adoption  of  this 
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principle  would  make  the  instruments  at  one  end  of  the 
circuit  double  split. 

'  Up '  and  '  down '  are  useful  conventional  terms  which 
are  adopted  to  prevent  confusion  in  connecting  up  polarised 
instruments. 

Fig.  102  shows  the  up  station  connections  of  a  set  of 
apparatus  for  double^urrent  working  on  the  universal  system. 

Earth 


the  function  of  the  switch  (see  page  145)  being  to  change 
-the  connections  so  that  simplex  or  duplex  working  may  be 
resorted  to  at  will.  The  only  special  piece  of  apparatus 
used  is  the  key.  This  is  of  the  single- current  pattern, 
provided  with  a  switch  by  means  of  which  the  line  may  be 
disconnected  from  the  lever  of  the  key  and  joined  through 
to  the  relay.  The  back  contact  is  joined  to  one  pole 
of  the  battery  and  the  front  contact  to  the  other,  hence 
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when  one  is  joined  to  line  the  other  is  disconnected.  If  a 
short-circuit  occurred  in  any  one  set  joined  up  on  this 
principle,  all  the  other  sets  connected  to  the  same  battery 
would  be  left  without  current;  furthermore,  since  the 
internal  resistance  of  the  battery  is  very  low  indeed,  an 
abnormally  strong  current  would  flow  through  the  short- 
circuit  and  cause  damage  by  the  heat  generated.  To 
provide  against  interruptions  consequent  upon  such  a  fault, 
a  fuse-wire  is  placed  in  each  battery  lead,  so  that  in  the 
event  of  the  current  strength  exceeding  one  ampere  the 
fuse  melts  and  disconnects  the  faulty  set  from  the  battery. 
As  a  further  precaution  against  short-circuiting  during  ad- 
justment of  the  key,  the  adjustable  contact  screw  is  made 
of  such  length  that  the  back  and  front  contacts  cannot  be 
connected  together  through  the  lever. 

It  will  be  noticed  that  the  arrangement  is  what  is  known 
in  practice  as  the  *  single  split,'  for  when  the  switch  is  to 
*  duplex  'the  current  divides  only  at  the  split  of  the  galvano- 
meter. At  a  *down'  station  fitted  with  a  similar  set  of 
apparatus  the  battery  connections  and  the  relay  connections 
must  be  reversed. 

2.    The  Bridge  Method, 

We  have  entered  so  fully  into  the  working  of  the  differ- 
ential system,  that  little  remains  to  be  said  on  the  bridge 
method.  The  differential  principle  is  dependent  on  pro- 
ducing an  equality  of  currents^  whereas  the  bridge  principle 
depends  on  producing  an  equality  of  potentials.  Fig.  103 
shows  the  arrangement  at  two  stations  A  and  B.  c  c'  is  the 
line  wire,  r  is  the  rheostat,  whose  resistance  is  equal  to  line. 
a  c  and  a  c  are  two  artificial  resistances  equal  to  each  other. 
The  key  k  is  connected  up  with  the  battery  in  the  usual 
way.  The  relay  p  is  fixed  between  c  and  c.  The  recorder 
or  sounder,  which  is  worked  in  the  ordinary  way  by  the 
relay,  is  for  the  sake  of  simplicity  not  shown  in  the  figure. 
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The  apparatus  at  B  is  precisely  the  same  as  that  at  A. 
When  A  depresses  his  key  k  a  current  is  sent,  and  this 
current  splits  at  a ;  one  portion  passes  through  the  line 
wire  to  B,  making  earth  through  the  apparatus  at  that 
station,  and  the  other  passes  through  the  rheostat  R  to  earth 
at  A.  These  two  currents  are  equal  because  the  resistances 
of  the  two  circuits  from  a  are  equal,  and  as  the  points  c  and 
c  are  electrically  equidistant  from  a  their  potentials  are  the 
same,  and  therefore  no  current  can  pass  between  them. 
Hence  the  relay  p  is  not  affected  when  A  alone  is  sending 
to  B.    The  same  exactly  occurs  at  B  when  it  alone  is  work- 
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Fig.  103. 

ing  to  A,  so  that  we  are  able  to  send  currents  to  a  distant 
station  without  affecting  our  own  apparatus. 

The  apparatus  at  B  duly  registers  the  marks  when  A  is 
sending,  for  the  line  current  on  reaching  c'  has  two  paths 
open  to  it — the  one  through  c'  ^,  the  other  through  c'  b. 
That  through  c'  d  works  the  relay,  and  causes  signals  to  be 
recorded.  The  strength  of  this  current  will  depend  upon  the 
relative  resistances  of  the  two  circuits  c'  b  through  key  to  e, 
and  c'  d  to  earth  through  the  combined  resistance  of  d  b  and 
r'.  We  have  assumed  the  branches  d  b^d  b  to  be  equal  in 
resistance  to  each  other,  but  it  is  not  necessary  for  these  re- 
sistances to  be  equal ;  they  may  bear  any  ratio  to  each  other 
provided  the  same  ratio  is  maintained  between  the  resistance 
in  r'  and  that  of  the  line  circuit.  By  making  the  resistance 
of  ^  ^  small  compared  with  d  b,  we  obviously  increase  the 
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strength  of  current  passing  through  c'  d.  If  we  make 
the  resistance  of  c'  b  nil,  nearly  the  whole  of  the  current 
will  pass  through  c'  ^  if  only  the  resistance  of  c'  ^  is  small 
compared  with  that  of  c'  b  ;  or,  again,  if  the  resistance  of 
the  branch  r'  be  made  «/7,  nearly  the  whole  of  the  current 
will  pass  through  c'  r'.  But  in  either  of  these  cases 
duplex  working  would  be  impossible,  for  the  balance 
of  potentials  which  is  necessary  for  it  depends  upon  the 
ratio  of  the  resistance  in  c'  b  to  that  of  r'  being  the  same 
as  the  ratio  between  the  resistance  in  c'  b  to  that  of  the 
line  circuit.  To  maintain  duplex  working  we  must  establish 
a  balance ;  that  is  to  say,  we  must  keep  the  potentials  at 
the  points  c'  and  (f  equal  when  B  is  working  to  A  ;  hence 
as  we  vary  the  resistance  in  ^  by  we  must  likewise  vary  that 
of  R'  in  the  same  proportion  if  the  ratio  of  c'  b  to  the  line 
remains  constant 

But  the  effect  which  the  reduction  of  the  combined 
resistances  in  c'  b  and  r'  has  upon  the  outgoing  current,  that 
is,  the  current  which  B  sends  to  A,  must  not  be  overlooked. 
The  smaller  this  resistance  is  made  the  smaller  is  the  amount 
of  current  which  will  pass  along  the  line  to  A,  as  the  greater 
portion  will  take  the  circuit  ^  ^  e.  A  similar  result  would  of 
course  follow  at  A  if  the  same  thing  were  done  there.  Hence 
it  is  evident  that  the  resistance  of  all  the  branches  must  bear 
a  given  ratio  to  each  other  in  order  to  produce  the  maximum 
effect  upon  the  relay  at  each  station,  and  that  this  ratio  will 
vary  with  every  circuit  of  different  resistance.  Generally  it 
may  be  said  that  the  smaller  the  internal  resistance  of  the 
battery  the  more  we  can  afford  to  reduce  the  resistance  of  the 
branches  b  d  and  r',  and  therefore  the  greater  will  be  the 
proportion  of  the  current  passing  through  the  relay  in  c  V  ; 
and  the  larger  we  can  make  the  resistance  of  c'  b,  compared 
with  that  of  c'  d,  the  greater  will  be  the  difference  of  potential 
between  c'  and  d,  and,  consequently,  the^  stronger  the 
current  passing  through  the  relay. 

The  best  practical  results  are  obtained  when  the  resist- 
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ance  of  ^  ^  is  half  that  of  c'  ^— the  latter  being  about  half 
that  of  the  line.  The  resistance  of  the  battery  should  be 
made  as  small  as  possible,  and  therefore  large- sized  cells 
should  be  used. 

The  balance  may  be  adjusted  by  altering  the  branch  d  b 
or  r',  or  by  varying  both  together  by  means  of  what  is 
called  a  slide^  but  in  practice  it  is  found  better  and  simpler 
to  alter  only  that  of  r'. 

It  will  thus  be  seen  that  when  A  is  working  to  B  alone, 
or  B  is  working  to  A  alone,  the  apparatus  at  the  sending 
station  is  not  affected,  and  marks  are  duly  recorded  at  B  or 
A,  as  the  case  may  be.  When  A  is  sending  to  B  at  the 
same  time  as  B  is  sending  to  A,  with  the  resistance  in  the 
various  branches  at  A  and  B  duly  proportioned,  the  equality 
of  the  potentials  at  the  points  c  c  and  at  the  points  c'  d  is 
disturbed  ;  they  vary,  currents  therefore  pass,  and  these 
currents  are  in  the  same  direction  and  of  the  same  strength 
as  the  ordinary  currents  when  one  station  alone  is  working. 
For,  looking  first  at  station  B  when  k'  is  depressed,  the 
potentials  at  c'  and  d  are  equal ;  but  k  having  also  been 
depressed,  a  certain  portion  of  the  reverse  current  from  A 
reaches  c'  ;  the  potential  of  c'  is  therefore  altered  with 
regard  to  that  of  ^,  and  a  current  flows  through  c'  d^  whose 
strength  depends  upon  this  difference  of  potential,  and  is 
manifestly  the  same  as  when  k'  is  at  rest  and  no  current  is 
flowing  from  B's  battery.  Exactly  the  same  reasoning  will 
apply  to  A,  and  thus  we  see  that  while  A  is  sending  messages 
to  B,  B  can  also  simultaneously  send  messages  to  A  upon 
the  same  wire. 

The  chief  point  of  this  method  which  characterises  it 
from  that  already  described  is  that  it  is  independent  of  the 
character  of  the  apparatus  \xse6.  for  receiving  messages.  It 
will  work  as  well  with  the  delicate  mirror  apparatus  as  with 
the  roughest  Morse  recorder  :  by  means  of  this  arrangement 
the  simple  Sounder  can  be  manipulated  as  well  as  the  rapid 
Wheatstone  automatic  instrument.    No  special  apparatus  is 
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required  for  its  introduction  except  a  supply  of  resistance 
coils.  This  duplex  working  is  applicable  to  every  species  of 
instrument,  and  it  is  even  possible  to  work  one  form  of  instru- 
ment at  one  station  and  another  form  at  the  other  station. 
For  instance,  Stearns,  to  whom  is  due  the  application  of 
condensers  for  compensation  purposes,  once  worked  the 
Morse  at  one  end  of  a  line  and  the  Hughes  at  the  other. 

The  effects  of  a  variation  in  the  resistance  of  the  circuit 
or  in  its  electrostatic  capacity  are  felt  in  the  bridge  method 
of  duplex  working  as  much  as  in  the  differential  method, 
and  exactly  the  same  steps  are  taken  to  obviate  these  in  the 
former  case  as  have  been  already  described  in  the  latter. 
As  at  present  arranged,  the  two  systems  are  about  equally 
efficient,  and  the  all  but  universal  use  of  the  differential  in 
preference  to  the  bridge  method  is  to  be  attributed  to  the 
fact  that  it  is  more  economical  as  regards  battery  power 
required. 


CHAPTER  VI. 

AUTOMATIC    TELEGRAPHY. 

All  the  different  kinds  of  apparatus  which  have  been  de- 
scribed in  the  foregoing  pages  are  manipulated  by  the  hand, 
and  though  in  the  A  B  C  and  Needle  systems  little  skill  is 
needed  to  work  the  sending  portion  of  the  instruments,  yet 
in  the  other  systems  not  only  skill  but  practice  and  endur- 
ance are  required  to  keep  up  the  constant  subdivision  of 
time  into  dots  and  dashes.  The  operators  tire,  and  as  a 
consequence  noc  only  is  the  speed  of  working  reduced,  but 
errors  are  made  leading  to  repetitions  and  delay.  The 
limit  of  speed  with  which  the  hand  can  work  the  key  of  the 
Morse  instrument  is  soon  reached.  It  is  impossible  to 
maintain  by  hand  the  maximum  useful  power  of  the  system. 
Signals  can  be  made  to  follow  each  other  on  the  simple 
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Morse  apparatus  far  quicker  than  clerks  can  send  or  even 
write.  The  muscular  motion  of  the  wrist  and  the  directive 
action  of  the  mind  have  their  limits,  both  as  regards  speed 
and  endurance.  They  cannot  reach  the  recording  speed  of 
a  Morse  receiver  on  a  short  circuit.  Moreover  the  sending 
of  a  clerk  after  a  time  loses  clearness  and  legibility,  and 
health,  both  of  mind  and  body,  affects  his  speed  of  working. 
But  if  the  manipulation  of  the  human  agent  be  replaced  by 
the  precision  and  regularity  of  a  suitably  arranged  machine, 
not  only  can  we  attain,  but  far  exceed,  the  highest  speed  of 
the  ordinary  Morse  or  Sounder.  Hence  early  efforts  were 
made  to  replace  the  hand- worked  key  by  some  mechanical 
contrivance  which  would  remove  the  defects  inherent  to 
manual  labour  and  would  secure  precision  in  the  formation 
of  the  characters,  accuracy  in  the  despatch  of  messages, 
and  speed  in  transmission.  Bain  in  the  year  1846  was 
the  first  to  propose  this.  He  punched  broad  dots  and 
dashes  in  paper  ribbon  which  was  drawn  with  uniform  ve- 
locity over  a  metal  roller  and  beneath  styles  or  brushes  of 
wire.  This  device  replaced  the  key,  for  whenever  a  hole 
occurred  a  current  was  sent  by  the  brushes  coming  in 
contact  with  the  roller.  The  recording  instrument  was  his 
chemical  marker  (p.  77).  The  speed  at  which  messages 
were  transmitted  at  experimental  trials  was  enormous  ;  400 
messages  per  hour  were  easily  sent ;  but  when  to  the  defects 
in  the  machinery  were  added  the  disturbances  on  the  line 
from  causes  which  were  then  unknown,  it  failed  to  commend 
itself.  Perhaps  the  real  reason  for  its  not  being  persevered 
with  was  that  it  was  really  not  wanted  ;  but  now  that  tele- 
graphic business  has  increased  so  enormously  that  extra 
wires  are  needed  in  every  direction,  apparatus  which  in- 
creases the  capacity  of  the  wires,  by  sending  through  them 
a  greater  number  of  messages  in  a  given  time,  have  become 
a  necessity. 

Wheatstone's   system  of  automatic  telegraphy  is  that 
which  is  used  in  England.     Bain's  method  of  punching  has 
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been  considerably  modified,  and  the  messages  are  recorded 
on  an  exceedingly  delicate  form  of  direct  ink-writer. 

The  apparatus  consists  of  three  parts  ;  the  Petforator,  by 
which  the  message  is  prepared  by  punching  holes  in  a  paper 
ribbon ;  the  Transmitter,  which  sends  the  message  under  the 
control  of  the  punched  paper ;  and  the  Receiver,  which 
records  the  message  at  the  distant  station  when  thus  sent 
by  the  Transmitter. 

The  Perforator,  which  is  shown  in  perspective  by  fig. 
104,  and  in  plan  and  front  elevation  by  figs.  105  and  106, 


consists  of  three  levers  or  keys,  five  punches,  and  a  groove 
and  a  feed  arrangement  to  guide  and  move  forward  the 
paper  as  it  is  punched.  The  paper  pp'  (figs.  105  and 
106)  is  of  a  white  description  dipped  in  olive  oil.  abe 
are  the  three  keys  which,  on  being  depressed,  actuate  and 
drive  the  punches  or  perforators  through  the  paper,  cutting 
or  punching  out  clean  round  holes,  i,  2,  3,  4,  5  (fig. 
106)  are  the  punches  which  peri"orate  these  holes  in  the 
paper.     Key  a  causes  i,  2  and  3  to  perforate  the  paper  in 

one  verticaliine  thus  :.  ;  i5  causes  a  only  to  punch,  thus  :<>  ; 
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and  c  causes  i,  2,  4  and  5  to  perforate  the  paper,  thus  : 

o 

"  .  a  corresponds  with  dots,  b  with  spaces,  c  with  dashes. 

The  holes  made  by  z  and  4  are  in  the  centre  of  the  paper, 
and  are  smaller  than  the  upper  and  lower  ones  made  by  the 
other  three  punches.  They  admit  the  teeth  of  a  little  star 
wheel,  which  is  turned  through  a  small  space  whenever  one 


of  the  keys  is  depressed,  and  which  thus  moves  the  paper 
forward  a  certain  distance  for  each  depression  of  either  key 
by  a  species  of  rack  and  pinion  movement.  The  space  througli 
which  the  paper  is  moved  by  c  for  a  dash  is  twice  the  length 
of  that  through  which  it  is  moved  by  either  of  the  other  keys. 
In  fact,  two  central  holes,  2  and  4,  are  punched  for  each  dash 
required,  and  the  star  wheel  is  made  to  turn  two  teeth 
instead  of  one  as  in  the  case  of  the  other  two  keys.  If  a, 
c,  and  b  be  struck  or  depressed  in  succession  we  have  the 
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paper  prepared  for  the  letter  A;  if  r,  a,  a,  a,  and  b  be 
struck,  as  indicated  by  the  repetition  of  the  letters,  we  have 
the  paper  prepared  for  the  letter  B ;  and  if  r,  a,  r,  «,  and  b 
be  struck,  we  have  the  letter  C  prepared  upon  the  paper. 
The  word  Paris  thus  prepared  is  indicated  by  fig.  107. 

Mr.  Willmot  has  introduced  a  punch  with  a  hollow  recess 
at  its  end,  having  no  centre  on  which  a  deposit  of  oil  can  take 
place,  and  giving  a  clean  perforation.  The  cutting  edge  being 
free  from  accumulation  of  paper  is  better  preserved,  and 
is  more  easily  ground  when  required  than  the  soHd  punch. 

It  is  difficult  to  indicate  these  movements  by  means 
of  a  diagram.  Their  ingenuity,  simplicity,  and  mechanical 
perfection  are  best  comprehended  by  an  examination  of  the 
perforator  itself.  The  keys  are  usually  struck  by  small  india- 
rubber- faced  mallets  grasped  by  the  hands,  but  at  the  Cen- 
tral Telegraph  Station  in  London  and  in  other  large  towns 
the  air-pressure  employed  to  work  the  pneumatic  tubes  is 
used  for  the  performance  of  this  work.     Three  piano  keys, 
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Fig.  107. 

easily  depressed  by  the  fingers,  open  valves  which  admit 
the  compressed  air  into  little  cylinders  fitted  with  pistons 
which,  when  forced  down,  depress  the  keys  «,  b^  c  (fig.  105). 
The  labour  of  punching  with  the  mallets  is  considerable, 
and  this  application  of  air-pressure  is  very  beneficial  and  is 
much  liked.  The  power  at  command  is  so  large  that  four 
or  even  eight  ribbons  are  frequently  punched  simultaneously 
at  the  rate  of  forty  words  per  minute.  An  expert  operator 
can  punch  at  the  rate  of  about  forty-five  words  per  minute 
on  either  plan,  but  the  average  rarely  exceeds  thirty. 

The    Transmitter  replaces   the    key   of    the    ordinary 
apparatus,  and  it  sends  the  currents  by  mechanical  means 
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under  the  control  of  the  punched  paper.  Hence  the  name 
of  the  system — the  A  utoma  tic.  The  arrangement  of  the 
portion  of  the  apparatus  which  sends  the  reverse  currents  is 
shown  in  figs.  io8  and  109.  The  contact  points,  marked 
c^,  c",  and  those  marked  z<^,  z",  are  connected  respectively  to 
the  positive  and  negative  poles  of  the  transmitting  battery. 
Between  these  contacts  plays  the  compound  lever  d  u,  the 
two  parts  of  which,  d  and  u,  are  insulated  from  each  other 
and  connected  respectively  to  *down  line'  and  'earth.' 
The  lever  is  so  pivotted  and  the  contacts  are  so  arranged 


Fig.  108. 


Fig.  109. 


that  when  d  makes  contact  with  z^,  u  is  in  contact  with  c" ; 
and  when  d  moves  against  c^,  u  is  changed  over  to  z". 
Thus  reverse  currents  are  sent  to  line.  So  long  as  the 
upper  part  of  d  u  is  to  the  left  (as  in  fig.  109),  a  *  spacing ' 
current  is  sent  to  line ;  and  when  it  is  to  the  right  (as  in  the 
other  figure)  a  *  marking '  current  is  being  sent.  If,  there- 
fore, the  lever  be  made  to  vibrate  between  the  position 
shown  in  fig.  108  and  that  shown  in  fig.  109,  regularly  and 
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continuously,  a  succession  of  reversals  will  pass  to  the  line ; 
and  if  a  Receiver  be  fixed  at  the  distant  end  of  the  line  a 
succession  of  dots  will  be  recorded  by  it.  If,  however,  the 
lever  remains  as  in  fig.  io8  during  a  sufficient  interval  a 
reversal  will  be  missed,  and  a  dash  will  be  recorded  at  the 
distant  station  instead  of  two  dots.  The  function  of  the 
punched  paper  is  to  so  regulate  the  motion  of  the  Trans- 
mitter as  to  produce  this  effect  when  required,  and  thus  cause 
the  currents  to  flow  in  such  a  way  as  to  form  dots  and  dashes. 
The  perforated  slip  (fig.  no)  is  carried  forward,  from 
right  to  left,  by  a  little  star  wheel,  w,  similar  to  that  which 

PERFORATED  SLIP 


DOWN    LIN 


Fig.  no. 


moves  it  in  the  perforator,  by  gearing  in  the  central  row  of 
holes.  Two  rods,  s  and  m,  are  fixed  to  the  horizontal  ends 
of  the  levers,  a  and  a',  which  are  pivotted  on  the  front  of 
the  instrument,  and  are  maintained  at  a  constant  upward 
pressure  by  means  of  the  spiral  springs  5-3  and  s^.  The  two 
rods  M  and  s  play  one  opposite  each  of  the  two  lines  of 
larger  holes  in  the  punched  paper,  so  that  their  ends  would 
project  through  if  there  were  holes,  or  would  be  checked 
by  the  paper  if  there  were  no  holes.  The  rod  s  projects 
through  the  holes  in  the  lower  row  on  the  slip,  and  the  rod 
M  through  those  in  the  upper  row,  and  the  adjustable  studs 
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B,  b'  and  the  spiral  springs  i*,,  ^'2  are  for  keeping  the  rods  in 
position.  Y  is  a  beam  which  is  pivotted  at  its  centre  and 
which  can  be  maintained  in  a  condition  of  constant  equable 
\i\x2X\0n  by  means  of  a  small  crank  driven  by  the  clock- 
work. Projecting  from  y  are  two  steel  pins  p,  p',  against 
which  the  bell-crank  levers  a,  a'  are  normally  maintained  by 
the  action  of  the  springs  s^^  s^^  so  that  the  levers  are  kept 
rocking  in  unison  with  y.  The  lever  a  has  at  its  lower  end 
a  rod  H  fixed  to  it,  and  the  lever  a'  has  a  similar  rod  h'. 
The  free  ends  of  these  rods  pass  freely  through  holes  in 
the  lever  d  and  work  in  brass  bearings,  shown  to  the  right 
of  the  lever,  so  that  they  do  not  interfere  with  the  action  of 
the  lever.  Upon  the  rods,  but  insulated  from  them,  are 
screwed  adjustable  collets  k,  k'. 

The  star  wheel  w  is  so  geared  that  the  upward  move- 
ment of  the  rods  s,  m,  if  properly  adjusted,  takes  place  when 
the  perforations  in  the  paper  slip  come  exactly  opposite  the 
ends  of  the  rods. 

The  exact  positions  of  the  rods  are  regulated  by  the 
screws  b,  b'.  Each  of  the  rods  should  be  so  adjusted  that  it 
commences  to  enter  a  perforation  in  the  slip  when  the  left- 
hand  edge  of  the  perforation  is  sufficiently  clear  of  the 
left-hand  edge  of  the  rod  to  allow  it  to  pass  through  freely. 
If  the  screws  b,  b'  are  screwed  too  much  either  way  out  of 
their  correct  position,  the  rods  will  catch  against  the  edges 
of  the  perforation,  and  the  mechanism  will  not  act  properly. 

The  springs  ^i  and  ^2  puH  the  rods  s,  m  back  against  the 
screws  b,  b'  when  they  have  become  sufficiently  withdrawn  to 
be  just  clear  of  the  slip.  These  springs,  although  very  light, 
must  be  strong  enough  to  cause  the  rods  to  return  to  their 
normal  positions  promptly. 

When  the  transmitter  trainwork  is  started,  the  rocking 
beam  y  is  set  into  vibration,  and  the  pins  P,  p'  move 
alternately  up  and  down.  When  p  rises,  the  horizontal  arm 
of  A  is  free  to  rise  also,  and  the  spring  s^  causes  it  to  do  so. 
The  rod  h  is  thereby  moved  towards  the  right,  and  the 
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collet  K  therefore  pushes  the  lower  end  of  the  lever  d  u 
towards  the  right  also.  The  pin  p'  simultaneously  descends, 
pressing  a'  down,  and  moving  the  collet  k'  clear  of  the  com- 
pound lever.  The  pressure  of  the  jockey  wheel  j  ensures 
smart  and  decided  action  of  d  u,  which  in  practice  cannot 
maintain  the  intermediate  position  shown  in  the  figure  (fig. 
no).  When  pin  p'  rises  in  its  turn,  the  reverse  action  takes 
place  ;  h  is  moved  to  the  left,  so  that  k  is  clear  of  the  lower 
end  of  the  lever,  and  h'  is  moved  to  the  right,  so  that  k' 
pushes  the  upper  end  of  the  lever  smartly  to  the  right. 

When  the  transmitter  is  running  without  slip  this  alter- 
nate motion  (which,  as  has  been  already  indicated,  reverses 
the  current  sent  to  line)  takes  place  regularly  without  inter- 
ruption, and  simple,  rapid  reversals  take  place,  because  the 
bell-crank  levers  and  the  rods  attached  are  free  to  follow 
the  alternate  motion  of  the  pins  p,  p'. 

When  unpunched  paper  is  inserted,  both  the  rods  s,  m 

are  pressed,  downwards,  and  the  pins  p,  p'  in  their  motion 

do  not  actuate  the  bell-crank  levers  a,  a'  ;  the  lever  d  u, 

consequently,  does  not  move,  and  a  permanent  current  is 

therefore  sent  to  line.  o  o 

If  slip,  perforated  (say)  with  the  letter  o  o  o  (a)  be  now 

o  o 

inserted ;  then  when  rod  m  rises  it  will  be  free  to  pass  through 
the  first  upper  hole,  and  the  lever  d  u  will  be  moved  to 
send  a  *  marking '  current ;  when  the  reverse  movement  of 
the  rocking  beam  y  takes  place,  rod  s  will  be  free  to  pass 
through  the  first  lower  hole,  and  the  current  sent  by  d  u  will 
be  reversed :  a  dot  will  therefore  have  been  sent.  On  the  next 
movement  of  the  rocking  beam,  m  will  be  free  to  pass  through 
the  second  upper  hole,  and  the  length  of  the  *  spacing'  current 
is  consequently  precisely  equal  to  that  of  the  previous  *  mark- 
ing '  current  {dot).  The  marking  current  being  now  on,  when 
the  rocking  beam  leaves  s  free  to  rise  it  is  prevented  from  so 
doing  by  the  paper,  which  is  not  perforated  below  the  second 
upper  hole.     In  this  case,  therefore,  the  marking  current  is 


Receiver  16 1 

kept  on  until  the  rod  s  is  again  Tree  to  rise,  which  it  can  do 
through  the  second  lower  hole,  and  the  current  is  then  re- 
versed. It  will  be  seen  that  the  marking  current  is  therefore 
kept  on  during  movements  equal  to  two  dots  and  the  space 
between,  and  this  is  the  recognised  length  of  a  dash.  It  is 
thus  clear  that  when  a  properly  perforated  slip  is  run  through 
the  transmitter,  any  required  Morse  signals — dots,  dashes, 
and  spaces — can  be  automatically  sent  to  the  line. 


The  lever  d  t;  and  its  contacts  form  in  reality  a  double- 
current  key,  worked  automatically  by  the  moving  rods, 
under  the  control  of  the  punched  paper,  which  takes  the 
place  of  the  hand  or  fingers.  An  improvement  has  been 
effected  in  the  apparatus  of  the  British  Post  Office  by  Mr. 
Willmot,  in  the  substitution  of  a  permanent  magnet  for  the 
spring  and  jockey  roller  j.  This  entirely  removes  the 
downward  pressure  of  the  spring  and  greatly  increases  the 
holding-over  force  operating  upon  the  contact  lever,  thereby 
causing  more  perfect  impact  between  the  contact  points. 

The  lubrication  of  the  roller  is  also  dispensed  with  and 
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the  consequent  liability  of  the  oil  getting  between  the  contact 
points  is  removed. 

The  Receiver^  by  means  of  which  the  signals  sent  by  the 
transmitter  are  recorded,  is  a  direct  ink-writer  of  a  very 
sensitive  character.  The  latest  form  is  shown  in  perspective 
by  fig.  III.  The  paper  is  drawn  forward  between  the  two 
rollers  a  and  b  by  means  of  a  train  of  wheels  driven  by  a 
large  weight.  Before  passing  between  the  rollers  the  slip  is 
brought  near  to  a  small  inking  disc  which  is  rotated  when 
the  clock-work  is  in  motion.  The  instrument  is  regulated 
by  a  fly  to  maintain  uniform  speed,  and  this  fly  is  so  arranged 
that,  by  means  of  the  lever  seen  above  the  clock-work,  the 
speed  of  slip  can  be  adjusted  to  suit  recording  at  any  speed 
between  20  and  450  words  per  minute. 

The  light  marking  disc  is  fixed  to  an  axle  geared  with  the 
clock-work,  and  rotates  close  to  the  periphery  of  a  larger 
disc  that  moves,  in  the  reverse  direction,  in  a  well  of  ink. 
This  latter  disc  takes  up  the  ink  and  feeds  the  marking  disc 
by  capillary  attraction  without  introducing  friction.  In  the 
figure  the  cover  of  the  ink-well  is  removed  and  the  marking 
and  inking  discs  can  be  seen. 

The  starting  and  stopping  of  the  clock-work  is  effected 
by  the  lever  c. 

Passing  now  to  the  electrical  arrangement  of  the  Receiver, 
the  electro-magnets  which  work  the  recording  armature 
can  be  seen  in  fig.  in,  as  the  hinged  front  is  shown  open. 
They  consist  of  two  bobbins  of  fine  silk-covered  copper 
wire,  having  cores  of  carefully  annealed  soft  iron.  If  these 
cores  were  provided  with  a  cross-piece,  they  would  form  what 
is  generally  known  as  a  horseshoe-shaped  electro-magnet ; 
but  less  electro-magnetic  inertia  and  greater  rapidity  of  action 
are  obtained  by  dispensing  with  the  cross-piece  and  providing 
a  second  armature  at  the  lower  end  of  the  axle,  polarised  in 
the  opposite  direction  to  the  upper  armature  by  means  of 
the  other  pole  of  the  inducing  magnet.  The  arrangement 
of  the  armatures  and  inducing  magnet  is  shown  by  fig.  112. 
Near  the  top  of  the  axle  h,  a  long  bent  tongue  j  is  fixed  in 
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a  similar  direction  to  the  armatures  n'  s'.  In  the  bent  end 
of  J  there  is  a  gap  in  which  the  axle  a  revolves,  being  kept 
in  position  by  means  of  the  flat  spring  f,  one  end  of  which  is 
screwed  to  j  near  the  axle  h.  The  marking  disc  m  is  fixed 
at  the  forward  end  of  the  axle  a. 

The  adjustment  of  the  receiver  towards  *  marking '  or 
*  spacing '  is  effected  by  altering  the  position  of  the  electro- 
magnets with  respect  to 
the  armatures.  This  is 
done  by  turning  the 
upper  edge  of  the  screw 
s  (fig.  1 1 1)  to  the  left  for 
a  spacing  and  to  the 
right  for  a  marking  bias. 
Turning  to  the  left  moves 
the  electro-magnets  in 
that  direction,  so  bring- 
ing the  armatures  more 
under  the  influence  of 
the  right-hand  electro- 
magnet and  tending  to 
hold  over  the  inking 
disc  to  the  right,  which 
is  the  spacing  position  ; 

while  turning  to  the  right  tends  to  bring  the  armatures  more 
under  the  influence  of  the  left-hand  electro-magnet  and 
so  gives  a  marking  bias.  The  most  sensitive  position  of 
the  instrument  is  when  the  electro-magnets  are  so  adjusted 
with  respect  to  the  armatures  that  when  once  a  current,  how- 
ever short  in  duration,  has  passed  through  the  coils,  the 
armatures  remain  as  placed  until  they  are  restored  to  the 
other  position  by  a  current  sent  in  the  reverse  direction.  A 
dot  is  made  by  sending  a  current  in  the  proper  direction  to 
move  the  marking  disc  to  the  left,  and  immediately  after- 
wards another  current  in  the  reverse  direction  to  bring  it 
back.  A  dash  is  made  by  sending  the  marking  current  for 
a  longer  time  before  the  reverse  current  is  sent.     Normally 
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the  spacing  current  is  flowing  to  line  as  in  the  ordinary 
double-current  system,  and  it  has  been  already  explained 
how  the  passing  of  the  perforated  slip  through  the  trans- 
mitter determines  the  relative  duration  of  the  signab  which 
it  is  required  to  send. 

It  will  be  seen  that  the  working  speed  of  the  system  is 
dependent  upon  the  receiver  as  well  as  upon  the  transmitter. 
The  latest  transmitter  is  capable  of  working  up  to  a  speed 
of  600  words  per  minute ;  but  in  practice  there  are  other 
factors  which  help  to  determine  the  speed  of  transmission, 
one  of  which  is  the  rate  at  which  the  receiver  itself  can 
record. 

This  rate  is  limited  not  only  by  the  mechanical  inertia 
of  the  moving  parts  of  the  instrument,  but  also  by  what  may 
be  called  the  magnetic  inertia  of  its  electro-magnets.  An 
electro-magnet  cannot  be  magnetised  and  demagnetised  with 
infinite  rapidity.  The  iron  core  takes  time  to  magnetise  and 
to  demagnetise,  and  each  operation  induces  an  extra  current 
in  the  coils  in  a  direction  opposing  the  effect  required. 
Thus,  when  a  current  passes  through  the  coils  tending  to 
magnetise  the  core,  the  act  of  bringing  the  core  from  a  neutral 
to  a  magnetic  state  has  the  effect  of  inducing  an  extra  current 
in  the  coils  which  is  opposed  in  direction  to  the  originating 
current  This  self-induction  or  inductance  is  important  in  its 
bearing  upon  high  rates  of  speed,  but,  by  the  application  of 
a  small  condenser  joined  across  a  resistance  coil  in  circuit 
with  the  receiver  (fig.  113),  it  can  be  practically  eliminated. 

The  extra  current  really  results  from  an  opposing  electro- 
motive force,  the  value  of  which  depends  (i)  upon  the  mass 
and  continuity  of  iron  in  the  core,  (2)  the  strength  of  the 
originating  current,  and  (3)  the  number  of  convolutions 
of  wire  in  the  coils.  The  strength  of  this  electro-motive 
force  for  the  same  coil  is  invariable  for  any  given  primary 
current,  but  the  extra  current  varies  with  the  external  re- 
sistance. Hence,  it  is  found  that,  other  things  being  equal, 
a  high-speed  instrument  will  give  better  results  witi  a 
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certain  current  working  through  a  high  resistance  than  with 
the  same  current  working  through  a  low  resistance.  The 
explanation  of  this  is  that  while  the  strength  of  the  primary 
current  is  fixed,  the  opposing  extra  current  is  weaker  through 
the  high  than  it  is  through  the  low  resistance. 

The  effect  of  the  shunted  condenser  will  be  understood 
from  fig.  113.  R  represents  the  receiver  coils,  k  being  the 
condenser,  r  the  non-inductive  resistance,  both  being  ad- 
justable. If  a  current  be  sent  through  the  coils,  the  con- 
denser will  be  charged  to  an  extent  dependent  upon  the 
resistance  r^  and  this  may  be  so  adjusted  that  when  the 
primary  current  ceases  the  discharge  current  k  from  the  con- 
denser may  exactly  equal  the  extra  current  /from  the  receiver. 
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Fig.  113. 

It  is  not,  however,  only  in  connection  with  the  receiver 
electro-magnets  that  this  disturbing  influence  is  felt ;  it  arises 
also,  although  in  a  less  degree,  from  the  coils  of  the  galvano- 
meter, and  in  this  case  a  different  device  is  applied  for  its 
elimination.  This  consists  in  providing  another  path  of 
discharge,  through  a  simple  resistance  coil  placed  as  a  shunt 
across  each  coil  of  the  differential  galvanometer.  The 
resistance  of  the  galvanometer  coil  being  50*  and  that  of 
the  shunt  300*  the  reduced  effect  upon  the  galvanometer  of 
the  working  currents  is  not  considerable,*  while  the  extra 
currents  from  the  galvanometer  coils  circulate  much  more 

*  See  Appendix.     Section  D. 
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readily  through  the  non-inductive  shunt  coils  than  through 
the  much  higher  resistance  and  self-induction  of  the  receiv- 
ing circuit. 

In  the  local  circuit  also  of  receivers  and  relays,  where  the 
primary  current  is  strong  and  the  resistance  of  the  circuit 
low,  the  extra  current  arising  from  the  discharge  of  the 
sounder  electro-magnet  is  very  considerable ;  and  as  the  path 
of  this  current  is  across  the  contact  points  of  the  relay  or 
receiver,  and  sparks  oxidise  or  dirty  them,  it  is  necessary  to 
shunt  the  coils  of  the  sounder. 

With  no  further  special  provision  the  fast-speed  appara- 
tus as  described  can  send  at  the  rate  of  600  words  per  minute 
so  long  as  it  is  working  only  on  a  short  line,  but  it  has  been 
already  shown  (p.  138)  that  as  the  length,  or  rather,  as  the 
resistance,  inductance,  and  capacity  of  the  line  are  increased, 
so  the  rate  at  which  it  will  allow  separate  distinct  signals  to 
pass  is  diminished. 

The  effect  of  electrostatic  capacity  upon  the  recording 
of  signals  may  be  best  studied  by  means  of  Bain's  chemical 
recorder  (p.  77),  for  the  whole  time  during  which  a  current 
is  flowing  is  there  indicated,  and  the  result  of  retardation 
and  prolongation  beautifully  shown.     Fig.  1 14  represents  the 
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Fig.  114. 


effect  which  would  be  observed  with  dots,  (i)  on  lines  of  little 
electrostatic  capacity,  (2)  on  lines  of  moderate  capacity — say 
300  miles  of  overground  wire,  and  (3)  on  long  cables.  While 
20  dots  can  be  firmly  and  clearly  recorded  in  the  first  case, 
lo  can  be  recorded  in  the  same  time  in  the  second  case,  and 
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only  2  in  the  third.  If  a  higher  rate  of  speed  were  adopted 
in  the  two  latter  cases  the  marks  would  run  together  and 
become  illegible — on  a  Wheatstone  receiver  they  would  form 
a  continuous  line. 

If  dashes  be  sent  instead  of  dots  the  effect  upon  the 
speed  of  working  is  still  more  marked.  With  dots  the 
current  from  the  sending  end  may  be  so  regulated  in  dura- 
tion as  to  allow  just  sufficient  current  to  appear  at  the  distant 
end  to  record  the  signal  and  no  more  ;  then  the  sending  of 
the  reverse  spacing  current  immediately  afterwards  will 
almost  exactly  neutralise  the  charge.  But  with  dashes  the 
line  will  get  more  fully  charged,  and  the  charge  will  not 
be  neutralised  ordinarily  by  the  spacing  current. 

In  the  practical  working  of  automatic  circuits  every  con- 
dition of  signal  is  to  be  met  with.  In  the  case  of  a  dot 
followed  by  a  simple  space,  or  a  dash  followed  by  a  letter 
space,  the  discharge  would  be  properly  neutralised,  but  with 
other  conditions,  the  effects  of  retardation  and  prolongation 
result  in  the  distortion  of  the  marks  at  the  distant  end  either 
by  the  loss  of  dots,  by  the  running  together  of  the  signals,  or 
by  the  conversion  of  dashes  into  dots  and  dots  into  dashes. 
Letters  are  thus  deformed  and  even  converted  into  other 
letters.  A  dot  entering  a  neutral  line  becomes  a  dash  from 
prolongation ;  a  dot  following  a  dash  may  be  lost  because 
its  current  is  entirely  occupied  in  neutralising  the  return 
charge  of  the  dash,  or  it  may  be  only  shortened,  which  may 
also  be  the  case  with  a  dash.  Signals  following  each  other 
too  rapidly  will  run  together  because  there  is  no  time  for 
discharge  and  reversal. 

These  defects  cannot  be  entirely  remedied,  because  they 
are  inherent  to  the  principle  of  working,  but  their  effect  can 
be  considerably  diminished  by  the  application  of  condensers 
in  a  suitable  way.  The  need  for  this  arises,  however,  prin- 
cipally in  the  case  of  circuits  which  include  a  cable,  and 
the  method  of  applying  condensers  for  this  purpose  will, 
therefore,  be  dealt  with  in  the  next  Chapter  (see  p.  188). 
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Fig.  115  shows  the  connections  of  a  complete  set  of  the 
apparatus  required  for  working  high  speed  on  a  simple 
circuit 
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Beneath  the  transmitter  base  there  is  a  triple  switch 
which  is  actuated  by  the  stopping  and  starting  lever  of  the 
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trainwork.  The  three  levers  are  shown  in  the  position  of 
rest  of  the  instrument,  in  which  case  the  poles  of  the  battery 
are  joined  across  to  the  two  left-hand  terminals,  which  are 
connected  to  the  battery  terminals  of  the  double-current 
key,  and  the  down  line  wire  also  passes,  by  way  of  the 
galvanometer  and  the  transmitter,  to  the  key,  and  thence 
through  the  receiver  to  eanh.  Hence  in  this  position  the 
operator  is  able  to  communicate  by  means  of  the  key. 

When  the  transmitter  is  started  the  switch  levers  join  up 
the  battery  to  the  transmitter  contacts  and  connect  the  down 
line  to  one  section  of  the  transmitter  lever.  The  other  sec- 
tion of  the  lever  is  permanently  connected  to  the  up  line  or 
earth. 

The  receiver  is  arranged  to  act  as  a  relay  for  a  local 
circuit,  in  which  is  placed  a  sounder,  which  is  used  for  calling 
attention  and  also  for  reading  from  when  the  line  is  being 
worked  by  key. 

Automatic  instruments  are  employed  on  nearly  all  long 
circuits  in  England,  not  only  because  they  increase  the 
capacity  of  the  wires  for  the  conveyance  of  messages,  but 
because  they  are  so  specially  adapted  for  the  conveyance  of 
news,  which  is  such  a  distinctive  feature  of  the  English 
system  of  telegraphy.  One  batch  of  news  is  often  sent  to  a 
great  many  different  places,  and  as  four  or  even  eight  slips 
can  be  prepared  at  one  operation,  and  one  slip  can  be  used 
several  times,  the  labour  of  preparing  for  transmission  is  very 
much  reduced.  In  fact,  without  this  system  it  would  be 
simply  impossible  to  transmit  the  enormous  amount  of 
intelligence  sent  telegraphically  all  over  the  country.  One 
million  words  are  sometimes  sent  on  one  night.  There  are 
many  news  circuits  radiating  from  the  Central  Telegraph 
Station,  having  three  and  four  intermediate  stations  upon  them, 
cne  or  more  of  which  repeat  or  translate  onward  to  three  or 
four  more  stations.  Thus  one  punched  slip  disseminates  the 
news  to  many  places. 

It  is  of  course  evident  that,  apart  from  its  extreme 
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accuracy,  the  chief  value  of  the  automatic  system  is  its  in- 
creased speed  of  working.  It  may  be  said  to  increase  the 
capacity  of  wires  eightfold.  The  average  rate  of  automatic 
working  in  England,  due  to  the  length  of  circuit,  to  the 
amount  of  self-induction  and  electrostatic  capacity  present, 
and  to  the  various  causes  that  have  been  enumerated,  is 
about  100  words  per  minute.  A  speed  of  300  words  is, 
however,  often  attained.  Thus  one  wire  fitted  with  the 
automatic  apparatus  can  do  the  work  of  eight  fitted  with  the 
ordinary  apparatus.  But  the  former  involves  additional 
expense  in  working  and  additional  delay  to  each  individual 
message.  When  a  wire  is  kept  going  at  its  full  speed,  five 
punchers,  one  operator  in  charge  of  the  sending  and  receiv- 
ing apparatus,  and  six  writers  are  required,  that  is,  eleven 
additional  clerks  are  wanted  at  each  station.  The  mes- 
sages are  punched  and  transmitted  in  batches  of  five  or  six. 
Thus  a  message  has  to  wait  to  be  punched,  and  to  take  its 
turn  in  its  batch.  This  involves  delay.  For  these  reasons 
it  is  not  economical  to  introduce  automatic  working  on  short 
circuits,  except  for  special  occasions  and  for  break-downs, 
and  hence  it  has  been  confined  principally  to  long  cir- 
cuits. 

The  automatic  system  is  invaluable  when  a  sudden  glut 
of  work  is  handed  in  at  a  station,  or  when  communication 
is  interrupted  through  storms  and  accidents.  Once,  when 
four  out  of  the  five  wires  then  working  between  London  and 
Birmingham  were  broken  down,  the  remaining  wire,  working 
automatically,  did  the  work  of  all,  but  of  course  with  some 
delay. 

TJu  Murray  Printing  Telegraph, 

The  Murray  Printing  Telegraph  is  a  high  speed  auto- 
matic system  which  prints  the  messages  in  Roman  type. 
The  electrically  controlled  perforator  for  punching  the  paper 
ribbon  can  be  worked  by  an  ordinary  typist  at  the  rate  of 
thirty  words  per  minute,  and  four  such,  continuously  in 
operation,  can  feed  the  transmitter  when  the  latter  is  working 
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at  its  highest  speed.  Between  Edinburgh  and  London  a 
sp>eed  of  120  words  per  minute  has  been  achieved.  The 
keyboard  perforator  consists  of  a  typewriter  keyboard  with 
thirty-two  keys  operating  a  group  of  selecting  bars  which 
control  the  combinations  of  punches  employed  to  punch 
the  message  holes  in  the  paper  tape.  The  work  of  punch- 
ing and  feeding  the  tape  forward  is  performed  by  an  electro- 
magnet, the  circuit  of  which  is  closed  by  the  depression 
of  any  of  the  keys.  The  punching  takes  place  on  the 
front  stroke  and  the  feeding  of  the  tape  on  the  back  stroke 
of  the  armature  of  the  electro-magnet.  There  are  fi\^ 
punches  and  a  die-block,  and  the  tape  is  fed  forward  by 
a  small  sprocket-wheel.  A  back-spacing  lever  is  provided 
to  pull  the  tape  back  letter  by  letter  in  the  event  of  error. 
Depressing  a  special  key  then  punches  the  tape  full  of 
holes.  This  obliterates  the  error  in  such  a  way  that  no 
trace  of  the  correction,  not  even  a  blank  space,  appears 
in  the  printed  message  at  the  other  end  of  the  line. 

The  transmitter  is  of  a  similar  character  to  the  Wheat- 
stone,  with  this  peculiarity,  that  the  clockwork  is  operated 
by  a  motor  or  phonic  wheel,  which  receives  its  energy,  in 
the  form  of  electrical  pulsations  from  a  vibrator  which  is 
actuated  as  follows  :  on  either  side  of  an  iron  reed  is  fitted 
an  electro-magnet,  the  circuit  of  each  being  alternately 
connected  and  broken  by  the  break-and-make  contact 
springs  on  either  side  of  the  reed.  One  of  the  magnets  is 
connected  with  one  side  of  the  transmitting  motor  and  the 
other  with  the  opposite  side  of  this  motor,  so  that  alternate 
pulsations  are  given  to  each,  thereby  maintaining  the  phonic 
wheel,  which  is  pivoted  centrally  between  them,  in  steady 
and  constant  rotation,  and,  as  the  axle  of  this  wheel 
transmits  its  power  to  the  clockwork  inside,  a  perfectly 
uniform  speed  is  secured  for  the  transmitter. 

At  the  receiving  end  is  a  vibrating  reed  which  can  be 
adjusted  by  a  weight  movable  on  its  free  end.  It  is  set  to 
vibrate  at  a  speed  a  little  in  advance  of  the  transmitting 
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one.  Flexible  contact  springs,  one  on  either  side  of  the 
reed,  are  connected  respectively  with  the  spacing  and  punch- 
ing electro-magnets  of  the  recorder.  The  amplitude  of  the 
vibration  of  the  reed  is  limited  by  two  resilient  or  buffer 
springs,  one  on  either  side  of  the  free  end  of  the  reed. 
The  effect  of  these  buffer-springs  is  to  make  the  reed  very 
sensitive  to  variations  of  current,  thus  enabling  the  rate 
of  vibration  of  the  reed  to  be  controlled  by  the  arriving 
signals.  The  recorder  is  arranged,  by  aid  of  the  spacing 
and  paper-feeding  magnets  and  a  tape  previously  furnished 
with  centre  holes,  to  punch  electro-magnetically  perfora- 
tions precisely  similar  to  those  originated  at  the  send,ing 
station.  The  contact  spring  on  one  side  of  the  vibrating 
reed,  a  local  battery,  the  spacing  electro-magnet,  and  a  shunt- 
wound  motor  combine  to  give  the  proper  feed  for  the  paper 
tape. 

The  method  adopted  by  Murray  to  produce  a  type- 
printed  page  from  the  record  perforated  on  the  tape  is  a 
mechanical  arrangement  like  an  ordinary  typewriter  of  the 
Barlock  pattern.  The  keyboard  is  retained  for  filling  in 
any  letters  that  may  have  been  accidentally  dropped,  or  for 
making  necessary  corrections.  The  received  paper  tape  is 
passed  over  a  wheel,  the  teeth  of  which  engage  in  the  centre 
holes  and  lead  the  paper  over  the  face  of  a  die-plate  having 
five  holes,  corresponding  in  size  and  in  distance  apart  to 
any  five  possible  combinations  of  perforations  in  the  tape. 
Facing  these  holes  are  the  points  of  five  longitudinal  rods 
capable  of  penetrating  through  the  holes  in  the  die-plate  by 
the  action  of  a  motor-driven  cam.  These  rods  have  teeth 
cut  out  of  their  front  edges  like  those  of  a  comb,  and  are 
designed  to  engage,  in  certain  combinations,  with  the  key- 
connected  levers  so  as  to  operate  any  particular  letter  key. 
As  the  paper  passes  over  the  die-plate  it  presents  to  the 
points  of  these  five  reciprocating  rods  a  certain  number  of 
perforated  and  unperforated  spaces,  according  to  the  specific 
letter.  The  former  admit  the  passage  of  certain  rods 
through  the  die-plate,  while  the  latter  block  the  passages  of 
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others.     The  rods,  therefore,  take  up  a  certain  position  for 

each  and  every  symbol,  and  the  particular  alignment  of  their 

teeth  at  any  time  determines  the  action  on  the  printing 

levers  and  the  letters  connected  therewith.   This  mechanical 

device  can  attain  a  speed  of  150  words  per  minute.     The 

great  advantage  of  the  Murray  system  is  that  it  replaces 

human  writers  by  automatic  Roman-type  printing,  which  is 

economical  to  the  Post  Office  and  convenient  to  the  receivers 

« 

of  messages.  Accuracy  and  economy  of  labour  are  of 
more  value  than  speed  of  transmission  ;  1,000  words  per 
minute  are  easily  transmitted  electrically,  but  the  handling 
of  messages  containing  so  many  words  at  each  end  without 
delay  is  a  difficult  and  expensive  process. 

The  Pollak-  Virag  Writing  Telegraph, 

The  PoUak-Virag  Writing  Telegraph  was  •brought  out  in 
1899,  and  has  since  been  perfected.  It  is  essentially  a 
high-speed  system,  with  a  photographic  record  in  written 
characters.  It  is  not  in  everyday  use  as  a  commercial 
system,  but  has  features  which  possess  peculiar  interest 
and  which  are  full  of  promise.  The  apparatus  consists  of 
two  telephones  connected  to  a  double  line.  One  telephone 
is  looped  in,  the  other  is  between  the  loop  and  earth.  Rods 
are  attached  to  the  diaphragms  of  the  telephones,  which  move 
when  currents  circulate,  and  cause  oscillation  in  a  small  con- 
cave mirror  supported  upon  one  fixed  point  and  two  movable 
points.  One  telephone  moves  the  mirror  about  a  horizontal 
axis,  the  other  about  a  vertical  axis,  so  that,  acting  simul- 
taneously, the  telephones  can  cause  the  reflected  spot  of 
light  to  trace  any  desired  curve.  The  source  of  light  is  a 
stationary  glowing  filament,  surrounded  by  a  metal  mantle  in 
which  a  helical  slit  is  cut,  the  helix  having  one  complete  turn. 
In  consequence,  when  the  mantle  is  turned  about  its  axis,  the 
source  of  light  falling  on  the  mirror  moves  in  effect 
uniformly  from  right  to  left,  and  the  spot  of  light  on  the 
paper  from  left  to  right  by  reflection.  The  mantle  and  the 
sensitised  paper  strip  are  automatically  started  at  the  com- 


174  Automatic  Telegraphy 

mencement  of  a  message.  A  perforated  strip  is  used  in  the 
transmitting  station,  five  slip  rings  connected  to  batteries 
and  two  brushes  connected  to  the  line.  The  strip  is  so 
perforated  as  to  allow  of  cuixents  passing  which  will  suitably 
operate  the  telephones  at  the  distant  end,  and  cause  them 
to  supply  through  the  mirror  and  reflected  spot  of  light  the 
vertical  and  horizontal  components  necessary  for  the  closed 
curves  of  written  characters.  For  producing  the  vertical 
movements  a  positive  current  and  an  equal  negative  current, 
and  a  positive  current  of  double  their  voltage  serve ;  for 
the  horizontal  motion  a  positive  current  and  a  negative 
current  of  approximately  equal  voltages  are  required.  The 
exposed  strip  is  carried  forward  by  clockwork  into  a  develop- 
ing bath  and  then  into  a  fixing  bath,  when  it  is  ready  for 
delivery.  When  tried  between  Pressburg  and  Budapest  a 
message  of  250  words  was  transmitted  with  this  apparatus 
in  only  fifteen  seconds,  and  between  Berlin  and  Konigsberg 
a  speed  of  over  600  words  per  minute  has  been  attained. 


— f^JlAA^rvs/j- — 


Fig.  XX5A. 

The  above  is  a  facsimile  of  the  writing  reproduced  on 
the  photographic  slip  at  the  receiving  end  of  the  line. 


CHAPTER  VIL 

SUBMARINE  TELEGRAPHY. 

StjfBMARiNE  cables  of  considerable  length,  such  as  those 
conne^ng  Europe  and  America,  or  those  forming  the  great 
chain  connecting  the  Mother  Country  with  the  Antipodes, 
have  to  be  worked  by  methods  specially  devised  with  a  view 
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to  obtain  the  maximum  possible  speed  of  working.  Re- 
lays or  other  forms  of  apparatus  whose  action  is  dependent 
upon  electro-magnetism  are  inadmissible  for  various  reasons : 
I  St,  they  require  stronger  currents  to  influence  them  than 
can  with  safety  be  transmitted  through  long  submarine 
cables.  2nd,  they  aggravate  the  efiects  of  retardation,  the 
causes  of  which  in  such  cases  have  been  sufficiently  dwelt 
upon  (p.  164).  But  there  are  other  causes  of  embarrassment 
which  have  also  to  be  provided  against.  Difierent  portions 
of  the  earth,  from  causes  which  are  not  yet  known,  are  fre- 
quendy  at  different  potentials,  ^hen  these  portions  at 
difierent  potentials  are  connected  together  by  wire,  we  have 
currents  in  the  wire  which  are  called  earth  currents.  The 
currents  vary  in  strength  and  duration  during  difierent 
periods  of  the  day  and  year,  and  at  certain  seasons  they 
acquire  such  magnitude  as  to  be  called  'electric  storms.' 
They  then  interrupt  the  circuits  to  such  an  extent  as  to 
render  working  difficult  and  even  impracticable.  On  long 
cables  they  are  specially  prevalent,  and  sometimes  become  of 
such  strength  as  to  endanger  the  safety  of  the  cable.  They  are 
to  be  guarded  against  in  two  ways  :  ist,  by  dispensing  with 
the  earth  and  using  a  second  wire  as  the  return  wire,  working, 
as  it  is  called,  with  metalHc  circuit ;  2nd,  by  using  condensers 
and  working  with  a  broken  or  interrupted  circuit,  so  that 
the  cable  wire  does  not  present  a  continuous  conductor 
connecting  the  two  distant  points  of  the  earth. 

The  first  method  is  used  chiefly  on  land  lines  because  it 
can  be  easily  and  rapidly  resorted  to  on  the  comparatively  rare 
occasions  when  it  is  needed  ;  but  the  second  method  is  that 
which  is  principally  used  on  cables,  and  it  is  very  effective. 
It  was  invented  by  C.  F.  Varley. 

Let  A  B  (fig.  116)  be  a  wire  connecting  Europe  and 
America;  k  an  ordinary  key,  and  b  a  battery  at  A ;  c  a  con- 
denser inserted  in  that  wire,  and  G  a  galvanometer  at  B. 
Now,  if  the  circuit  be  so  arranged,  it  is  evident  that  as  it  is 
broken  at  c,  no  continuous  current  can  pass  from  A  to  B,  and 
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thus  earth  or  other  extraneous  currents  are  prevented  from 
flowing  through  the  galvanometer.  But  how  can  we  affect 
the  galvanometer  g  at  B  ?  In  this  way  :  when  we  depress 
the  key  k,  a  current  flows  into  the  cable  to  charge  it ;  one 
side  a  of  the  condenser  is  thus  connected  with  one  pole  of 
the  battery,  its  potential  is  raised,  and  it  is  charged,  say,  nega- 
tively.   The  negative  charge  accumulated  on  a  attracts  across 
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Fig.  2x6. 


the  dielectric  a  positive  charge  on  3,  and  repels  a  negative 
charge.  This  positive  charge  apparently  passes  from  earth 
at  B  through  the  galvanometer  in  the  form  of  a  short  current 
or  pulsation.  When  k  is  released  and  falls  back  to  its 
normal  position  the  cable  is  discharged,  and  the  potential  of 
a  is  again  reduced.  The  positive  charge  on  d  is  released,  and 
it  flows  to  earth  through  g  in  the  reverse  direction  to  that  of 
the  previous  current.  Thus  whenever  we  depress  the  key 
at  A  and  release  it,  we  reverse  the  galvanometer  at  b. 

The  condenser  might  equally  well  be  placed  at  the 
sending  end,  but  it  is  better  to  employ  condensers  at  each  end, 
as  shown  in  fig.  117.  The  arrangement  for  working  a  sub- 
marine cable  by  means  of  condensers  is  there  symbolically 
represented,  b  and  b'  are  the  batteries,  k  and  k'  com- 
mutators of  the  *  tapper '  type,  g  and  g'  reflecting  galvano- 
meters, c  and  c'  condensers,  and  s  and  s'  two-way  switches, 
by  means  of  which  the  cable  may  be  joined  to  the  sending 
or  receiving  apparatus,     s  is  shown  in  the  sending  position 
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and  s'  in  the  receiving.  If  it  be  required  that  the  condenser 
shall  be  in  use  at  the  receiving  end  only,  it  must  be  placed 
between  the  switch  and  the  galvanometer  or  between  the 
galvanometer  and  '  earth '  at  each  station  ;  but  the  signals 
from  the  latter  position  will  be  reverse  as  compared  with 
those  from  the  former.  In  actual  practice  it  is  found  that 
when  both  condensers  are  in  circuit  as  shown  in  the  dia- 
gram, the  speed  of  working  is  thirty  per  cent,  greater  than 
when  a  condenser  is  employed  at  the  receiving  end  only. 
There  is  the  additional  advantage  that  the  cable  is  com- 
pletely isolated,  since  it  is  disconnected  at  each  end,  and 
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therefore  the  presence  of  earth  currents  will  be  less  evident 
than  in  the  case  where  one  condenser  only  is  employed. 

It  must  be  remembered  that  the  evil  effects  due  to  the 
difference  in  the  potential  of  the  earth  at  each  end  of  the 
cable  are  not  entirely  eliminated  by  the  use  of  condensers, 
for  as  the  potential  at  either  end  varies,  so  will  the  potential 
of  the  plates  of  the  condenser,  a  gradual  increase  or  decrease 
in  the  charge  will  take  place  and  affect  the  receiving  appa- 
ratus. The  earth's  potential,  however,  changes  very  slowly 
under  normal  conditions,  the  current  produced  is  therefore 
very  weak  and  affects  the  instruments  very  slightly. 

Now,  by  using  galvanometers  or  other  receiving  apparatus 
of  the  most  sensitive  character,  which  will  be  actuated  by 
the  first  appearance  of  the  current,  we  are  able  to  work 
cables  with  the  smallest  possible  electro-motive  force.     This 
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not  only  conduces  to  the  safety  of  the  cable,  but  adds  to 
the  speed  of  working. 

Thus,  by  suitably  determining  the  size  of  the  condenser, 
the  electro-motive  force  of  the  battery  and  the  delicacy  of 
the  galvanometer,  it  is  possible  to  transmit  signals  which 
shall  represent  the  maximum  speed  with  the  minimum 
expenditure  of  power,  and,  while  effectually  counteracting 
the  ill  effects  of  earth  currents,  to  reduce  to  the  lowest 
possible  point  the  retarding  influence  of  induction. 

The  condensers  used  have  a  capacity  of  30  microfarads, 
which  is  equivalent  to  the  capacity  of  about  100  knots  of 
cable.  Storage  batteries  are  now  much  used  for  cable 
signalling  when  facilities  exist  for  charging  them,  but,  other- 
wise, the  bichromate  or  the  Daniell  cell  is  employed. 

The  galvanometer  is  Thomson's  reflecting  galvanometer 
— the  most  delicate  and  perfect  instrument  of  its  kind  ever 
invented,  without  which  long  cables  could  scarcely  have  been 
made  commercially  successful.  The  needle  consists  simply 
of  one  or  more  pieces  of  watch-spring  |  inch  in  length, 
cemented  upon  a  small  circular  flat  mirror  of  silvered  glass, 
which  is  suspended  by  a  short  thread  of  cocoon  silk  without 
torsion.  It  weighs  only  i^  grain.  This  needle  is  suspended 
in  the  centre  of  a  coil  of  very  fine  wire,  giving  a  resistance 
of  about  2,000".  Above  the  coil  is  a  bar  magnet,  which 
can  be  raised  and  lowered,  or  turned  upon  its  centre  by 
means  of  a  screw.  This  exerts  a  directive  force  on  the 
needle,  and  is  so  adjusted  as  to  cause  the  mirror  to  reflect  a 
beam  of  light  passed  through  a  small  slit  on  to  the  centre 
of  a  scale.  It  also  controls  the  vibrations  of  the  needle  so 
as  to  make  its  movements  almost  *  dead  beat ' ;  indeed  they 
are  sometimes  so  sudden  and  short  as  only  to  broaden  the 
spot  of  light. 

Fig.  118  represents  conventionally  the  arrangement  of  the 
apparatus  at  one  end  of  a  long  submarine  cable.  G  is  the 
galvanometer,  one  terminal  of  which  is  attached  to  the  re- 
sistance coil  R,  by  means  of  which  adjustments  may  be  made 
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to  suit  thfe  va^'ing  conditions  of  the  cable  and  the  strength 
of  the  currents ;   and  the  other  galvanometer  terminal  is 
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connected  to  earth  by  means  of  the  earth  switch  t.  b  is  the 
battery,  which  is  connected  to  m,  the  transmitting  portion  of 
the  apparatus,  which  is  similar  in  every  respect  to  the  pedals 
of  the  single-needle  instrument  already  described.  The  con- 
denser c  is  joined  on  the  one  side  to  the  cable  and  on  the 
other  to  the  switch  p,  by  means  of  which  the  cable  (through 
the  condenser)  may  be  put  direct  to  earth,  or  placed  in  con- 
nection with  either  the  galvanometer  g  or  the  commutator 
M,  according  as  it  is  desired  to  receive  or  to  send.  The 
directing  magnet  is  shown  at  a,  separate  from  the  instrument, 
but  it  is  in  practice  fixed  and  adjustable. 

The  beam  of  light  proceeding  from  the  lamp  d,  through 
the  slityj  is  concentrated,  by  means  of  a  lens  l,  on  to  the 
mirror  w,  whence  it  is  reflected  back  to  the  scale  e  as  shown 
at  /.  By  means  of  the  movements  of  this  reflected  beam  of 
light  to  the  right  or  left  the  alphabet  is  formed,  in  precisely 
the  same  way  as  by  the  motion  of  the  pointer  on  the  dial  of 
the  single  needle,  h  is  a  large  box  which  acts  as  a  species 
of  darkened  chamber,  and  enables  the  movements  of  the 
spot  of  light  to  be  discerned  with  ease. 

A  glance  at  fig.  ii8  will  serve  to  show  the  electrical  con- 
nections which  are  required.  The  cable  is  brought  through 
the  condenser  to  the  switch  p.  When  signals  are  to  be 
received  the  switch-bar  is  placed  in  connection  with  r,  and 
in  this  way  the  cable  is  connected  through  the  resistance 
coils  R  to  earth  through  the  galvanometer  G.  If,  again, 
signals  are  to  be  sent,  the  switch  bar  is  carried  to  a\  to 
which  the  commutator  m  is  connected,  and  in  this  way  the 
signats  are  sent  direct  to  the  cable  without  influencing  the 
galvanometer  g. 

If  the  ordinary  apparatus  used  for  land  telegraphy,  such 
as  the  Morse  or  Sounder,  were  used  on  the  old  Atlantic 
cables,  a  word  a  minute  could  scarcely  be  obtained  ;  with  the 
mirror  instrument  fifteen  words  are  easily  sent  in  the  same 
time,  and  twenty-four  have  been  obtained.  The*  mirror  is 
really  a  single-needle  instrument,  whose  index  b  a  spot  of 
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light;  but  apart  from  its  excessive  delicacy,  it  has  this 
advantage  over  the  vertical  needle,  that  in  place  of  having  a 
fixed  zero  or  neutral  line,  to  the  right  or  left  of  which  the 
needle  vibrates  to  impart  its  signals,  the  zero  line  moves 
with  the  spot  of  light  and  wanders  all  over  the  scale,  the 
signals  being  made  by  the  pulsations  or  vibrations  of  the 
spot,  and  being  read  by  their  direction  and  not  by  their 
position  or  amplitude.  Thus  signals  need  not  be  read 
by  separate  distinct  currents,  as  in  land  lines,  but  by 
the  increment  or  decrement  of  one  continuous  current, 
the  strength  of  which  (from  the  great  capacity  of  the  cable 
not  permitting  its  being  fully  discharged  between  the 
signals)  is  varied  by  the  reversals  made  at  the  sending  end. 

The  use  of  condensers,  as  shown  in  fig.  117,  tends  to  fix 
the  zero  line  of  the  mirror,  for  it  is  evident  that  there  will 
not  be  a  continuous  current  now ;  but  still  the  capacity  of  the 
cable  will  have  effect  and  the  condenser  will  only  respond 
to  the  changes  of  potential  of  the  current  in  pulsations 
corresponding  to  those  imparted  to  c. 

In  1867  Lord  Kelvin,  then  Sir  William  Thomson,  in- 
vented an  instrument  which  records  the  signals  by  spurting 
ink  upon  a  moving  paper  ribbon  from  a  fine  glass  syphon, 
which  is  moved  to  the  right  and  left  by  these  reversals. 
The  paper  moves  in  a  horizontal  plane,  and  the  short  leg 
of  the  syphon  dips  into  an  ink  reservoir ;  its  long  leg  is 
directed  obliquely  downwards,  with  the  end  close  to  the 
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paper.  Originally  the  ink  was  electrified  to  make  it  flow, 
and  much  trouble  was  sometimes  experienced  in  securing 
the  proper  electrification.  This  has  now  been  replaced  by  a 
mechanical  device  which  causes  the  ink  to  be  im,pressed 
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upon  the  paper  by  rapid  vibrations  imparted  to  the  tube. 
A  sentence  sent  by  this  Syphon  Recorder,  as  it  is  called,  is 
shown  by  the  dotted  line  in  fig.  iig. 

The  essentia!  parts  of  the  syphon  recorder  which  is  now 
most  generally  used  in  long  cables  are  illustrated  in  fig.  119  a. 
The  plan  of  the  connections  is  the  same  as  that  shown  for 
the  mirror  galvanometer.  The  moving  part  of  the  instru- 
ment is  a  suspended  coil  a,  oscillating  in  a  strong  magnetic 


field.  The  received  current  passes  through  this  coil  from 
terminals  b  and  c,  and  the  coil  moves  right  or  left  according 
to  the  direction  of  the  current,  Fibres  fastened  to  the  two 
upper  comers  of  the  coil  are  connected  to  the  carrier  of  a 
very  fine  glass  tube  bent  into  the  form  of  a  syphon,  as 
shown  at  n,  so  that  when  the  coil  moves,  the  syphon  makes 
corresponding  oscillations.  The  syphon  is  suspended  from 
a  stretched  wire,  which  is  kept  in  constant  vibration  by 
means  of  an  intermittent  current  sent  through  electro- 
magnet E,  and  the  ink  is  by  this  means  afforded  free  course 
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through  the  fine  bore  of  the  glass  tube.  The  tape  is 
arranged  suitably  to  travel  underneath  the  point  of  the 
syphon,  and  a  continuous  line  is  inscribed  upon  the  tape. 
From  the  sinuosities  of  this  line,  as  exhibited  in  fig.  119,  the 
letters  are  read.  The  coil  of  the  recorder  is  furnished  with 
an  adjustable  shunt,  by  which  the  amplitude  of  its  oscilla- 
tions may  be  controlled.  The  suspension  is  so  finely  effected, 
and  the  electro-magnetic  reaction  so  quick,  when  a  current 
traverses  the  coil,  that  legible  signals  are  produced  by  one- 
twentieth  of  a  milliampere.  Through  a  cable  2,000  miles  in 
length  a  speed  of  fifty  words  per  minute  has  been  attained 
when  working  simplex  and  sending  automatically,  and  in  du- 
plex a  speed  of  forty-five  words  each  way.  This  must,  how- 
ever, not  be  considered  to  be  other  than  an  exceptional  rate. 
The  principal  cables,  such  as  those  connecting  Europe 
with  America  are,  under  normal  conditions,  worked  duplex 
on  the  bridge  system.  The  sending  is  done  automatically 
by  a  transmitter  constructed  on  similar  lines  to  that  shown 
on  page  157.  Perforated  slip  is  drawn  forward  by  a  star 
wheel  engaging  in  the  centre  row  of  holes,  and  levers  pass 
up  through  the  holes  on  either  side  as  described  on  page 
158.  The  signalling  currents  are,  however,  of  equal  duration, 
being  in  one  direction  for  a  dot  and  in  the  reverse  direction 
for  a  dash.  The  lower  row  of  holes  in  the  perforated  ribbon 
correspond  to  the  dashes,  and  the  upper  row  to  the  dots ; 
thus  the  letters  a,  ^,  and  r,  would  be  punched  as  follows  : 

o  000  00 

00000000000000 

00       00 

The  electrostatic  capacity  of  a  long  cable  is  so  great  that  if 
steps  were  not  taken  to  neutralise,  or  hasten  the  discharge 
from  the  cable,  the  signals  would  become  so  distorted  as  to 
be  quite  unreadable.  It  is  therefore  arranged,  by  means  of 
levers  and  cams  included  in  the  trainwork  of  the  trans- 
mitter, that  immediately  after  each  signal  is  sent,  a  current 
in  the  reverse  direction  is  made  to  flow  through  the  cable 
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in  order  to  hasten  the  dissipation  of  the  electrostatic  charge. 
The  duration  of  this  curbing  current,  as  it  is  called,  will 
depend  upon  the  speed  of  working ;  the  higher  the  speed 
the  more  nearly  must  the  curbing  current  equal  in  duration 
the  signalling  current ;  as  a  general  rule  the  former  is  applied 
for  a  length  of  time  equal  to  four-fifths  of  that  occupied  by 
the  signal.  Between  each  curbing  current  and  the  following 
signalling  current,  the  cable  is  automatically  connected  to 
earth  by  means  of  the  same  lever  and  cam  which  sends  the 
curbing  current,  which  further  tends  to  clear  the  cable  of 
any  remaining  charge.  The  receiver  consists  of  a  syphon 
recorder  placed  in  the  position  occupied  by  P  in  fig.  103, 
which  shows  the  theoretical  connections  of  a  circuit  worked 
duplex  on  the  bridge  principle. 

Improvements  in  automatic  transmission  have  been  in- 
troduced by  Dr.  A.  Muirhead  in  regard  to  the  intervals  of 
application  of  positive  current,  earth,  and  negative  current. 
An  adjustable  contact  is  furnished  with  his  automatic  trans- 
mitter by  which  these  intervals  can  be  adjusted  to  suit  the 
peculiar  condition  of  each  cable.  The  suitability  of  such  a 
device  is  evidenced  by  the  fact  that  an  increased  speed  of 
30  per  cent,  has  resulted  from  its  adoption.  Fig.  119B 
illustrates  the  appliance,  and  its  mode  of  operation  is  as 
follows :  L2,  L2  are  two  levers  connected  to  *  line '  and 
*  earth,'  resting  normally  on  the  contacts  y,  y,  which  are 
joined  together  in  the  same  manner  as  in  an  ordinary  cable 
signalling-key,  and  connected  to  the  upright  lever  Lg,  which 
by  the  action  of  the  revolving  cam  c  upon  the  pawl  G3 
makes  connection  alternately  with  the  upright  and  fixed 
contacts  Ki  and  K2,  to  which  are  joined  the  opposite  poles 
of  the  batteries  b,  and  B2 ;  x,  x  are  the  two  other  contacts 
joined  together  in  the  same  manner  as  the  lower  contacts  of 
an  ordinary  cable  signalling-key,  and  connected  to  the 
junction  of  Bi  and  B2,  the  *  signalling'  and  'curbing' 
batteries  respectively.  Referring  to  fig.  119c,  the  relative 
duration  of  contact  between  the  lever  L3  and  the  contacts 
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Ki  and  K2  respectively  is  determined  by  the  position  of  the 
pawl  G3  upon  the  surface  of  the  cam  c ;  the  ebonite  plat- 
form, carrying  the  pawl,  the  lever  L3,  and  the  upright  fixed 
contacts  Ki  and  K2,  is  made  adjustable  in  a  direction  parallel 
to  the  axis  of  cam  c  by  means  of  a  screw  t.  By  turning  a 
milled  head,  attached  to  this  screw,  to  the  left,  the  platform, 
together  with  the  pawl,  lever,  and  contacts,  is  moved  bodily 
in  the  direction  of  the  arrow,  and  the  pawl  G3  can  thus  be 


Fig.  119B. 

made  to  bear  upon  the  surface  of  the  cam  c  at  any  point 
along  its  entire  length  as  required. 

Referring  again  to  fig.  103,  the  transmitter  takes  the 
place  of  the  key  k,  and  a  condenser  is  placed  in  each  of  the 
arms  ac^aCy  and  c  ^ ;  the  condensers  in  the  *  ratio '  arms  of 
the  bridge  are  known  as  sending  or  signalling  condensers, 
and  that  in  the  recorder  circuit  is  termed  the  receiving 
condenser.  Instead  of  the  simple  rheostat  r  in  the  com- 
pensation circuit,  a  grid  condenser  or  artificial  cable  is 
substituted.  The  peculiarity  of  this  instrument  is  that  it 
constitutes  an  artificial  resistance  as  well  as  a  condenser. 
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It  is  made  as  follows : — A  sheet  of  tinfoil  is  cut  into  the 
form  of  a  grid,  each  limb  of  the  grid  being  slightly  more 
than  an  inch  in  width,  and  presenting  altogether  the  appear- 
ance of  a  continuous  zigzag  ribbon  of  tinfoil :  this  forms 
one  plate  of  the  condenser.  The  second  plate,  which  is 
separated  from  the  first  by  paraffined  paper,  consists  merely 
of  a  plain  sheet  of  tinfoil.  These  differently  shaped  plates 
alternate  throughout  the  whole  condenser,  the  zigzag  ones 
being  joined  in  series  and  the  plain  ones  connected  to  earth, 
each  plate  being  separated  from  the  next  in  the  manner 


described.  Now,  although  the  tinfoil  strip  is  somewhat  broad, 
it  is  also  very  thin,  consequently  when  several  of  the  zigzag 
plates  are  joined  in  series  they  offer  considerable  resistance, 
and  it  is  this  resistance  which  is  utilised  in  balancing  that  of 
the  conductor  in  the  cable.  The  capacity  of  the  tinfoil  strip 
is  also  made  to  balance  the  capacity  of  the  cable.  Since  the 
resistance  and  the  electrostatic  capacity  of  the  compensa- 
tion circuit  are  thus  evenly  distributed  (for  they  both  vary 
directly  as  the  length  of  the  strip  used)  it  is  evident  that 
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the  actual  condition  of  the  cable  may  be  more  truly  repro- 
duced than  it  could  be  by  means  of  separate  condensers  and 
resistance  coils.  The  thickness  and  the  breadth  of  the 
strip  are  so  arranged  that  the  ratio  between  the  resistance 
and  capacity  per  unit  of  length  of  the  tinfoil  strip  shall  be 
approximately  equal  to  the  ratio  of  resistance  to  capacity  in 
the  cable  itself.  Suitable  means  are  also  provided  for 
bringing  into  use  any  desired  portion  of  the  whole  artificial 
cable,  and  *  leaks '  are  placed  in  the  compensation  circuit 
to  correspond  as  nearly  as  possible  with  defective  insulation 
of  the  cable :  those  of  course  being  varied  in  magnitude 
and  position  from  time  to  time  as  necessity  arises. 

On  consideration  it  will  be  clear  that  short  cables  may 
be  dealt  with  in  the  same  way  as  long  overground  lines,  and 
hence  the  cables  connecting  various  points  in  the  British 
Islands  and  those  between  England  and  the  Continent  are 
not  worked  in  the  same  way  as  are  the  long  Atlantic  and 
other  sub-oceanic  cables.  The  Hughes  Printing  Instru- 
ment, for  instance,  is  used  very  extensively  on  Continental 
lines,  and  consequently  that  system  is  also  at  present  em- 
ployed in  working  the  cables  which  connect  us  with  the 
European  system.  The  Morse  system,  again,  meets  the 
general  requirements  of  working  of  the  less  important  local 
British  cables,  while  the  Dublin  to  Nevin  and  other  import- 
ant cables  demand  the  application  of  the  automatic  system. 
This  latter  requirement,  however,  necessitates  a  special  pro- 
vision to  enable  signals  to  be  recorded  at  the  requisite  speed. 

The  effects  of  electrostatic  capacity  upon  the  speed  of 
working  have  been  described  with  sufficient  fulness  in  the  pre- 
vious chapter ;  and,  as  is  there  stated,  they  are  felt  more  upon 
cables  than  upon  overground  wires,  since  one  mile  of  ordinary 
cable  has  a  capacity  equal  to  about  twenty  miles  of  open  line.  ^ 

•  The  speed  of  working  actually  varies  inversely  as  the  product  of  the 
capacity  of  the  line  multiplied  into  the  resistance  (KR),  but  as  the  resist- 
ance of  the  average  cable  used  is  about  equal  to  that  of  the  overhead 
wire  used  for  important  lines  on  the  English  system,  it  is  practically 
the  relative  capacities  which  determine  the  relative  speeds. 
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For  automatic  working,  then,  it  becomes  necessary  to 
make  such  an  arrangement  of  condensers  with  resistance 
coils  at  each  end  of  the  circuit  that  the  discharge  from  the 
condensers  at  the  sending  end  will  approximately  corre- 
spond with  the  discharge  of  the  cable.  The  theoretical 
method  of  compensation  for  automatic  duplex  working  is 
shown  in  fig.  120,  where  Rheostat  and  Ri,  R2,  R3,  Ci,  C2,  C3 
represent  the  ordinary  compensation  circuit  for  duplex,  except 
that  the  condenser  is  of  large  capacity  and  in  three  sections, 
with  retardation  coils  to  correspond  ;  r  c  shows  the  shunted 
condenser,  the  discharge  from  which  tends  to  neutralise 
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the  extra  currents  of  the  receiver  coils  (see  p.  164),  and  s  c^, 
s  C2  show  the  special  signalling  condenser  with  its  coils  S| 
and  Sj,  by  means  of  which  the  return  current  from  the  cable 
is  practically  neutralised.  If  anything,  the  presence  of  this 
signalling  condenser  has  a  disadvantageous  effect  upon  the 
received  signals,  but  this  may  practically  be  compensated  for 
by  extra  capacity  in  the  receiving  condenser  r  c. 

Not  only  does  the  capacity  of  a  line  affect  its  possible 
speed  of  working,  but  the  distribution  of  the  capacity  in  the 
circuit  has  an  influence.  Thus,  generally,  a  long  open  wire 
at  the  receiving  end  of  a  cable  circuit,  by  favouring  discharge 
to  earth  through  leakage,  reduces  the  effect  of  the  discharge 
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current  upon  the  receiving  apparatus.  This  effect  of  un- 
equal distribution  of  capacity  may  be  well  illustrated  by  the 
following  facts.  Between  London  and  Amsterdam  there 
are  about  130  miles  of  open  wire  on  the  Great  Eastern 
Railway,  then  a  cable  130  miles  long  and  then  20  miles 
of  land  line.     When  working  direct  London  can  send  to 
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Amsterdam  only  48  words  per  minute,  while  Amsterdam 
can  send  68  words  to  London.  Between  London  and 
Dublin  there  are  266  miles  of  land  wire  in  England,  66 
miles  of  cable,  and  ten  miles  of  land  wire  in  Ireland.  When 
working  direct  Dublin  can  send  to  London  80  words  per 
minute,  while  London  can  send  to  Dublin  only  40  words. 
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Having  the  same  working  conditions,  but  applying  the 
signalling  condenser  compensations  described  above,  the 
possible  speed  at  each  end  is  practically  equalised,  and  for 
the  Amsterdam  circuit  becomes  ii6  words  per  minute  either 
way,  and  for  the  Dublin  circuit  120  words.     (See  p.  195.) 

Until  lately  messages  through  long  lines  were  received 
and  retransmitted  at  intermediate  stations  by  hand,  so  as  to 
cut  up  the  circuits  into  lengths  convenient  for  reasonable 
speed.  The  speed  of  working  is  the  speed  of  the  longest 
section.  Repeating  relays  invented  by  Muirhead,  Brown, 
and  Gulstadt  have  now  enabled  messages  to  be  automatically 
repeated,  and  have  rendered  it  possible  to  work  directly 
a  circuit  of  a  length  of  2,500  miles,  as  from  Waterville 
vid  Canso  to  New  York.  In  Muirhead's  relay  (shown  in 
fig.  i2oa)  the  moving  coil  of  a  syphon  recorder  is  connec- 
ted, as  shown  at  a,  to  a  tight  wire,  carrying  a  light  contact 
maker  or  tongue  instead  of  a  syphon,  whose  end  plays  upon 
the  silver  plates  s,  s.  These  are  slightly  convex,  mounted 
side  by  side  on  a  flat  spring,  and  insulated  from  each  other 
by  mica ;  they  are  vibrated  up  and  down  by  the  electro-mag- 
net E.  The  tongue  or  trailer  t  rests  normally  on  a  centre 
ring  of  silver  insulated  from  the  two  plates.  Evidently,  when 
currents  traverse  the  coil,  the  tongue  will  move  to  the  one 
plate  or  the  other,  and,  as  the  figure  shows,  can  be  made 
capable  of  transmitting  fresh  signals  to  another  line  or  cable. 

Mr.  S.  G.  Brown,  in  his  cable  relay  (fig.  120  b),  which  is 
also  of  the  moving  coil  type,  causes  the  tongue  or  trailer  to 
bear  upon  the  surface  of  a  rotating  drum,  the  latter  being 
divided  into  insulated  sections,  which  are  in  circuit  with 
relays.  The  tongue  consists  of  a  fine  syphon  tube  carrying 
a  bronze  wire  (/)  tipped  with  iridium  (^/").  The  drum  d 
revolves  about  150  times  per  minute.  This  relay  depends  for 
its  efficiency  upon  the  elimination  of  friction  to  the  lateral 
movements  of  the  tongue,  due  to  the  tangential  motion  at  the 
surface.  If  the  drum  be  stopped,  the  tongue  also  stops,  the 
cable  currents  being  too  feeble  to  overcome  the  statical  friction 
between  the  tongue  and  surface  which  now  supervenes.     For 
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automatic  work,  when  successive  impulses  of  the*  same  sign 
follow  each  other  in  the  course  of  transmission,  the  signals 
are  apt  to  run  together  or  to  be  dropped.  Brown  employs 
what  he  names  an  *  interpolator  *  to  reproduce  the  original 
impulses.  An  electro-magnet,  worked  from  one  of  the  relays 
in  connection  with  the  drum  and  tongue,  is  caused  to  release 
a  catch  from  a  clutch  sleeve,  which  then  mechanically  revolves 
and  moves  a  lever  which  is  suitably  arranged  for  connecting 
a  battery  to  line.    A  crank  pin  is  also  caused  to  revolve, 


Fig.  X20B. 


and  at  stated  times  reverses  the  battery,  acting  as  a  curb  to 
the  first  battery  current.  Thus  a  long  contact  at  the  drum 
relay  due  to  the  running  together  of  two  or  more  dots  is 
split  up  by  the  *  interpolator  *  into  its  component  parts  and 
retransmitted  in  a  restored  form. 

For  methods  employed  for  the  localisation  of  faults  in 
submarine  cables  the  reader  is  referred  to  works  specially 
treating  of  this  subject,  but  graphic  methods  which  have 
been  usefully  employed  when  the  copper  wire  is  exposed 
are  exhibited  in  Appendix,  Section  G  (i). 
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CHAPTER  VIIL 

REPEATERS. 

The  strength  of  the  current  received  as  compared  with  that 
sent  on  a  telegraph  circuit  decreases  with  the  length  of  the 
circuit  not  only  in  consequence  of  the  additional  resistance, 
but  also  from  the  effects  of  weather  upon  the  wire  and  its 
supports.     Of  course  an  increase  of  battery  power  will  over- 
come these  latter  effects  to  some  extent,  but  it  is  undesirable 
to  be  dependent  upon  such  a  condition  with  every  variation 
of  weather,  and  there  is  necessarily  a  limit  to  such  an  increase. 
In  England  the  conditions  are  such  that  it  is  difficult  to 
maintain  uninterrupted  communication  for  distances  of  over 
400  miles.     In  dry  climates,  and  where  purely  aerial  wires 
are  used,  much  greater  distances  are  possible ;  but  in  all 
countries  a  distance  is  at  last  reached  where  direct  working 
is  impossible,  and  where  it  becomes  necessary  at  some  inter- 
mediate point  either  to  take  off  the  messages  and  repeat 
them  by  clerks,  or  to  introduce  a  repeater  or  translator  which, 
worked  by  the  original  currents,  will  automatically  repeat 
stronger  currents  similar  in   direction   to,   and  of  equal 
duration  with,  those  which  are  passed  through  it.     It  is, 
in  fact,  an  extension  of  the  principle  of  the  ordinary  relay, 
and  is  introduced  into  the  circuit  for  a  similar  reason — the 
relay  is  placed  in  circuit  that  it  may  be  actuated  by  currents 
which  would  not  work  the  sounder  or  Morse  writer  direct, 
and  completes  a  local  circuit  in  which  the  receiving  apparatus 
is  placed ;   the  repeater  is  also  arranged  to  relay  similar 
currents  to  those  which  actuate  it,  but,  while  the  relay  as 
ordinarily  used  is  required  to  work  an  instrument  in  the  same 
office,  the  prime  function  of  the  repeater  is  to  retransmit 
the  signals  along  an  extension  of  the  original  line.     By  this 
means  it  is  possible  to  work  to  any  distance.      Thus  the 
Indo-European  line  from  London  to  Teheran,  a  distance  of 
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3,800  miles,  is  worked  with  only  two  retransmissions  by 
means  of  eight  repeaters. 

The  theoretical  connections  of  a  repeater  are  shown  in 
fig.  121. 

The  principle  consists  simply  in  converting  the  lever  of 
the  recorder  or  sounder  m  or  m'  into  a  key  which  is  moved 


Fig.  X3X. 


by  the  attraction  of  its  armature  between  two  contact  points 
corresponding  to  the  front  and  back  contact  points  of  the 
key.  The  electro-magnet  of  the  recorder  thus  replaces  the 
hands,  and  the  motions  of  the  key  at  the  distant  sending 
station  are  thus  repeated  at  the  translating  station.  This 
automatic  key  brings  into  play  a  fresh  line  battery  b,  which 
sends  on  a  fresh  current  to  the  distant  receiving  station.  Let 
us  fix  ourselves  at  the  repeating  station,  where  there  are  two 
sets  of  identically  similar  apparatus,  as  shown  in  the  diagram, 
and  assume  that  the  up  station  A  is  sending  to  the  down 
station  B.  The  currents  from  the  up  line  enter  the  lever  f 
of  the  recorder  m',  and  pass  by  i  to  r,  the  relay  of  the  up 
set  of  apparatus,  which  they  work ;  they  then  pass  to  the 
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earth  plate  e,  and  return  by  the  earth  to  A.  The  tongue 
of  the  relay  r  moves  from  3  to  4 ;  it  thus  completes  the 
local  circuit  of  the  local  battery  l  b,  the  armature  of  the  re- 
corder M  is  attracted,  the  lever  rises  from  5  to  6,  and  the 
battery  b  sends  currents  via  6  and  /to  the  down  line.  These 
currents  correspond  precisely  with  those  received  from  A. 

Next  let  us  assume  that  the  down  station  B  is  working 
to  the  up  station  A.  The  currents  from  the  down  line 
enter  the  lever  /  of  the  recorder  m,  and  pass  by  5  to  r',  the 
relay  of  the  down  set  of  apparatus,  which  they  work,  pass  to 
the  earth  plate  e,  and  return  by  the  earth  to  B.  The  tongue 
of  the  relay  r'  moves  from  7  to  8 ;  it  thus  completes  the 
local  circuit  of  the  local  battery  l'  b',  the  armature  of  the 
recorder  m'  is  attracted,  the  lever  rises  from  i  to  2,  and  the 
battery  b'  sends  currents  vii  2  and  /'  to  the  up  line  which 
correspond  with  those  received  from  B. 

In  practice  the  connections  are  not  so  simple  as  those 
shown  in  fig.  121.  Galvanometers  are  used  on  each  line  wire 
to  show  if  the  currents  pass  correctly.  Also,  hand  keys  are 
used,  which  can  be  thrown  into  both  up  and  down  circuits 
by  means  of  switches,  so  that  the  circuit  can  be  divided, 
and  the  repeating  station  can  work  independently,  either  to 
A  or  to  B. 

Varley  introduced  repeaters  at  Amsterdam  to  translate 
the  English  double-current  system  of  working  into  the 
Continental  single-current  system  in  1858,  but  in  England 
the  Post  Office  has  introduced  them  to  increase  the  rate  of 
working.  There  is,  however,  a  limit  to  the  number  of  re- 
peaters which  can  be  employed  on  one  line.  The  motion, 
friction,  and  inertia,  both  magnetic  and  mechanical,  of  the 
moving  parts  and  the  introduction  of  disturbing  electrical 
causes,  prevent  the  duration  of  the  contact  of  the  tongue  of 
the  relay  from  being  the  exact  counterpart  of  that  of  the 
sending  key.  It  is  of  less  duration.  Retardation  therefore 
takes  place,  and  the  rate  of  working  is  reduced  with  each 
relay  added.     In  few  cases  in  England  do  we  introduce 
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more  than  one  repeater,  but  by  means  of  that  an  actual 
and  decided  increase  of  speed  is  obtained,  due  to  the  fact 
that  the  speed  of  working  of  the  whole  circuit  is  that  of 
its  worst  section  alone.  Their  value  may  perhaps  be  best 
demonstrated  by  stating  that  we  have  now,  in  the  Fast 
Duplex  Repeater^  an  instrument  which  will  mechanically  re- 
transmit messages,  at  the  rate  of  300  words  per  minute, 
simultaneously  in  both  directions,  on  circuits  exceeding  400 
miles  in  length  ;  and  by  referring  to  p.  177,  where  it  is  stated 
that  the  highest  speed  attainable  without  repeater  upon  the 
London- Amsterdam  wire  is  116,  as  compared  with  a  speed 
of  400  words  with  a  repeater  at  Lowestoft,  while  the  London- 
Dublin  circuit  without  repeater  will  give  only  1 20  words  and 
with  a  repeater  at  Nevin  a  possible  450.  The  latter  figure, 
too,  represents  the  highest  possible  speed,  not  of  the  line 
but  of  the  present  form  of  instrument. 

The  present  chapter  will  be  devoted  to  a  development 
of  the  principle  and  an  explanation  of  the  actual  method  of 
working  of  fast  speed  repeaters. 

The  rapid  growth  of  the  postal  telegraph  business  in 
England  rendered  the  introduction  of  a  means  of  rapid 
transmission  absolutely  necessary,  and  this  want  was  natu- 
rally most  felt  on  the  longest  circuits,  where  the  cost  of  the 
erection  of  lines  becomes  a  very  important  consideration. 

The  Wheatstone  automatic  apparatus,  working  direct, 
provides  only  for  the  fast  transmission  of  messages  over 
circuits  which  do  not  much  exceed  200  miles  in  length, 
but  the  difficulty  experienced  in  keeping  up  speed  in- 
creases in  proportion  to  the  increasing  length  of  the  line, 
even  though  proportionate  battery  power  be  used  ;  and,  as 
already  pointed  out,  there  is  a  limit  of  power  beyond  which 
for  several  reasons  it  is  not  safe  to  go,  for  a  high  power  fuses 
the  contact  points  of  the  apparatus  by  the  sparks  which  pass 
on  breaking  contact,  damages  the  underground  lines  by  the 
high  potential  tending  to  discharge  to  earth  through  the 

dielectric,  and  is  very  apt  to  fuse  the  coils  of  the  instruments. 

02 
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The  perfection  to  which  rapid  repeating  has  attained  has 
been  due  not  so  much  to  the  introduction  of  any  new 
principle  or  to  the  application  of  any  electrical  law  which 
had  not  previously  been  practically  applied,  as  to  the  close 
observation  of,  and  careful  attention  to,  the  requirements  of 
the  working,  and  the  systematic  elimination  or  neutralisation 
as  far  as  practicable  of  all  disturbing  causes. 

The  theoretical  repeater,  shown  in  fig.  121,  provides  only 
for  single-current  working,  but  it  will  be  readily  under- 
stood that  double-current  working  is  essential  for  fast  speed. 
It  is  therefore  of  the  first  consideration  that  a  fast  speed  re- 
peater should  be  worked  by  means  of  reversals.  This  has 
accordingly  been  provided  for. 

The  retardation  due  to  the  motion,  friction,  and  inertia 
inherent  to  the  moving  parts  of  all  apparatus  has  been  mini- 
mised :  (i)  by  making  the  motion  as  small  as  possible — the 
tongue  of  the  relay  which  is  used  describes  an  arc  of  only 
one-quarter  of  a  degree  ('25*')  in  passing  from  one  contact 
point  to  the  other  ;  (2)  by  making  the  moving  parts  light, 
and  giving  special  attention  to  the  proper  burnishing  of  their 
pivots  and  the  bearings  in  which  they  move ;  and  (3)  by 
arranging  that  the  necessary  weight  of  the  moving  parts 
shall  be  as  far  as  possible  balanced  upon  the  pivots. 

The  first  consideration  in  adopting  double-current  work- 
ing, as  was  seen  at  p.  119,  is  to  find  means  of  putting  the 
line  either  in  connection  with  the  battery  or  with  the 
receiving  (or  in  this  case  repeating  instrument.  This  is 
arranged  for  in  fig.  86  by  the  switch  s ;  and  for  repeaters 
provision  must  be  made  to  do  mechanically  under  the  control 
of  the  terminal  offices  what  is  in  that  case  done  by  hand. 
An  instrument  called  the  automatic  or  electro-magnetic 
switch  is  arranged  to  meet  this  requirement  The  function 
of  this  instrument  has  already  been  explained ;  briefly  and 
specifically  it  is  this.  In  its  normal  position  it  must  place 
the  line  in  connection  with  the  repeating  instrument,  so  that 
the  currents  from  that  line  may  be  *  repeated  *  along  the  other 
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line ;  and,  when  it  is  required  to  transmit  to  the  wire  to  which 
it  is  joined,  the  switch  (controlled  by  the  currents  sent  from 
the  other  line)  must  disconnect  its  repeating  instrument, 
and  join  up  the  batteries,  maintaining  these  connections  so 
long  as  a  message  is  being  sent 

The  form  of  switch  which  is  now  generally  adopted  for 
this  purpose  is  shown  in  figs.  laa  and  123.    The  former 
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is  an  elevation  which  shows  the  actual  construction  of  the 
instrument ;  the  latter  gives  the  electrical  connections. 

There  are  two  complete  electromagnets  placed  side  by 
side,  one  only  of  which  (m)  is  shown ;  at  each  end  of  the 
magnets  is  an  armature  fixed  upon  a  contact  lever  which 
plays  between  two  contact  points.  These  levers,  a  a',  are 
normally  kept  against  the  contacts  fj  Ct  by  spiral  springs ; 
but  when  a  current  is  passed  through  the  coils  in  either 
direction  the  armatures  are  attracted,  and  the  levers  make 
contact  with  c,  Cj,  which  are  generally  connected  together 
and  to  the  middle  tenninal ;  in  some  instruments,  however, 
Ci  fj  are  connected  to  two  separate  terminals. 

If,  therefore,  the  line  be  connected  to  the  lever  a' ;  the 
battery  (i.e.  that  part  of  the  repeater  which  corresponds  to 
the  contacts  of  the  double-current  key,  fig.  86)  to  the 
contact  points  c,  fj ;  and  the  repeating  instrument  to  the 
point  £t ;  and  if  also  provision  be  made  for  the  armatures  to 
be  attracted  when  it  is  required  to  send  currents  to  the  line, 
the  required  conditions  will  be  satisfied.  The  use  of  the 
contacts  e,  and  C3  and  of  the  lever  a  will  be  understood  when 
we  come  to  consider  the  connections  of  the  repeater  itself. 
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A  top  and  a  side  view  of  the  form  of  relay  known  as 
the  Post  Office  Standard  Relay— which  is  employed  for 
fast  speed  working  not  only  in  England  but  almost  univer- 
sally—are shown  in  figs.  124  and  125.  The  principle  of  its 
electrical  arrangement  is  the  same  as  that  of  the  Wheatstone 
receiver. 

mm'  are  two  complete  electromagnets,  double-wound 
on  the  difterential  principle,  and  so  connected  that  when  a 
current  is  passed  through  their  coils  their  opposite  poles 


are  adjacent,  m',  together  with  some  other  parts,  is  omitted 
in  fig,  125,  in  order  to  show  the  arrangement  more  clearly. 
Upon  the  axle  a  are  fixed  two  soft  iron  tongues  or  armatures, 
n,  s,  which  play  between  the  soft  iron  pole-pieces  of  the 
electromagnets,  and  are  kept  permanently  magnetised  by 
means  of  the  m^^net  n  s.  Upon  the  same  axle  a  is  fixed  the 
German  silver  tongue  /,  which  therefore  moves  with  the 
armatures  «,  j,  and  whose  end  makes  contact  with  c  or  (, 
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according  to  the  direction  of  the  current  through  the  coils 

or  to  the  '  bias '  which  is  given  to  the  toi^ue.    The  '  bias '  is 

given  by  means  of  the  screw  A,  by  which  the  position  of  the 

contact  points,  which  are  fixed  upon  the  movable  piece/, 

is   regulated.     The  screw  a,  which  is  fixed  on  the  base 

^(fig.  125),  banks  against  the  ~ 

end  of  a  lever  pivotted  at  its 

centre,  whose  other  end  works  ' 

in  a  slot  in  the  curved  piece 

p,  which  is  concentric  with  a ; 

when,   therefore,  a  is  screwed 

inwards  the  contact  points  are 

moved  to  the  right,  and  (the  end 

of  the  lever  being  held  against 

A  by  means  of  a  spring)  when 

A  is  unscrewed  they  are  moved 

to  the  left.    Almost  any  degree  •'"=■  "s-  '  "^  ''* 

of  sensitiveness  of  adjustment  can  by  this  means  be  obtained. 

The  brass  straps  i*  ^  are  for  the  purpose  of  joining  the 

coils  of  the  relay  in  '  multiple '  or  '  series '  at  will.     When 

the  straps  are  as  shown  in  fig.  124  the  coils  are  joined  in 

multiple  ;  when  required  in     multiple  series 

series  both  straps  are  joined 

across  the  two  back  terminals. 

The    electrical    connections 

of  the  relay  are  shown  by  * 

fig.  126. 

Having  thus  glanced  at  P'°-  "*■ 

that  part  of  the  apparatus  which  calls  for  special  attention, 
we  may  proceed  to  consider  the  connections  of  an  ordinary 
Fast  Speed  Repeater.  The  general  principle  upon  which  the 
working  of  such  an  instrument  is  based  is  shown  by  fig-  127- 

T|  and  Tj,  called  the  '  transmitting  relays,'  are  ordinary 
Post  Office  Standard  Relays.  One  end  of  the  coils  of  t,  is 
connected  through  a  lever  of  the  automatic  switch  Aj  to 
the  '  down '  line,  and  one  end  of  the  coils  of  Tj  is  connected 
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through  Ai  to  the  *  up  *  line.    The  other  ends  of  these  coils 
are  connected  respectively  with  the  relays  Si  and  Sj. 


These  relays  (Si  and  Sa)  are  known  as  the  *  automatic 
switch  relays.'  Their  tongues  are  fitted  with  adjustable 
springs  by  means  of  which  they  are  kept  in  an  inter- 
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mediate  position  between  the  contact  points,  being  clear  of 
both.  When  the  tongue  of  Si  is  moved  in  either  direction 
the  circuit  of  the  battery  /  is  completed  through  the  coils 
of  the  automatic  switch  Ai  ;  when  that  of  83  is  actuated  the 
battery  circuit  is  completed  through  the  coils  of  A2. 

This  being  premised,  we  are  in  a  position  to  trace  the 
effect  produced  by  a  series  of  currents  coming  from  (say)  the 
*  down '  line.  The  currents  pass  through  the  coils  of  the 
relays  Ti  and  Si  to  earth,  thus  actuating  both  relays.  Now, 
when  Si  works,  the  local  circuit  of /being  completed  through 
the  coils  of  the  switch  Aj,  the  armatures  are  attracted  and 
the  levers  a  a'  make  contact  with  the  inner  points  c^  and  c^ 
respectively.  It  is  obvious,  however,  that,  although  the 
circuit  of /through  a,  is  completed  whether  the  tongue  of 
Si  be  attracted  either  to  the  right  or  to  the  left,  it  must  be 
momentarily  broken  while  the  tongue  is  passing  from  side  to 
side.  In  order  to  prevent  the  levers  a  a  from  breaking  con- 
tact with  the  points  r,  c^  while  the  circuit  of  /  is  thus  inter- 
rupted, the  ends  of  the  coils  of  the  switch  are  connected 
through  a  shunt,  s  (figs.  123  and  127),  which  helps  to  form 
a  circuit  in  which  the  current  of  self-induction  due  to  the 
demagnetisation  of  the  electromagnets  can  circulate  (p.  164). 
This  induced  current  holds  over  the  armatures  for  a  few 
seconds,  so  that  if  an  automatic  transmitter  at  the  down 
terminal  office  is  causing  the  tongue  of  Si  to  vibrate,  the 
levers  of  the  switch  Ai  will  be  continuously  held  against  c^ 
and  ^2  by  the  combined  action  of  the  currents  from  the 
battery  /  and  those  induced  by  the  interruption  of  the  same. 
Thus  is  utilised  an  effect  which  in  the  case  of  apparatus 
which  is  required  for  rapid  action  it  is  of  the  first  impor- 
tance to  neutralise.  The  resistance  of  the  shunt  (s)  is  made 
equal  to  that  of  the  coils. 

While  the  levers  of  Ai  are  thus  held  over,  the  tongue  of 
T,  is  vibrating  between  its  contact  points  in  response  to  the 
currents  sent  from  the  down  office,  and  thus  currents,  the 
direction  and  duration  of  which  are  regulated  by  the  direc- 


202  Repeaters 

tion  and  duration  of  those  sent  from  the  down  hne,  are 
retransmitted  to  the  up  line  from  the  battery  Ej,  through  ^2 
and  the  right-hand  lever  of  the  switch  Aj. 

It  is  necessary,  however,  that  the  clerk  who  has  charge 
of  the  repeater  shall  know  how  it  is  working.  This  is  pro- 
vided for  by  means  of  a  *  leak '  circuit,  which  takes  its  current 
direct  from  the  repeating  battery  and  the  transmitting  relay 
tongue  through  a  receiver,  l,  and  a  resistance  r  or  r',  to  earth. 
The  resistance,  r  or  r',  in  the  leak  circuit  is  such  that  the 
current  passing  is  just  sufficient  to  work  the  receiver  and  does 
not,  of  course,  affect  the  current  flowing  to  the  line.  In 
fact,  the  two  branches  are  worked  on  the  universal  battery 
principle,  and  consequently,  as  was  explained  at  p.  121,  if 
the  circuits  are  not  very  dissimilar  they  do  not  affect  each 
other.  Thus,  when  the  down  station  transmits,  currents  in 
the  same  direction  and  of  the  same  duration  are  repeated 
on  to  the  up  station  and  simultaneously  recorded  (when 
desired)  at  the  repeating  office. 

The  ends  of  the  receiver  coils  are  so  connected,  as  will 
be  seen,  with  the  levers  aoi  k^  and  A2  that,  when  a,  works, 
the  receiver  is  put  on  the  up  leak,  the  circuit  being  com- 
pleted through  «  of  Ai,  through  the  receiver  to  the  lever  a 
of  A2,  and  through  r'  to  earth  ;  while,  when  A2  works,  the 
receiver  is  placed  in  the  down  leak,  the  circuit  being  through 
a  of  A2,  the  receiver,  «  of  Aj,  and  r  to  earth. 

The  effect  of  the  transmission  of  a  series  of  currents  from 
the  down  office  has  been  traced,  and  it  is  evident  that  the 
same  description  applies  to  currents  coming  from  the  up 
office.  They  pass  by  means  of  the  lever  «'  of  a,,  through 
the  coils  of  T2  *and  $2  to  earth.  The  armatures  of  A2  are 
attracted,  and  the  tongue  of  the  relay  T2  transmits  similar 
currents  to  the  down  line  at  the  same  time  working  the  leak 
circuit,  as  has  been  explained  above. 

In  effect,  we  may  look  upon  the  relays  Ti  and  s,  and  the 
automatic  switch  Ai  as  a  transmitter  controlled  by  the  clerk 
at  the  down  station,  and  the  parts  T2,  S2,  and  A2  as  a 
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transmitter  controlled  from  the  up  station.  The  automatic 
switch  corresponds  to  the  switch  of  the  transmitter,  the 
tongue  of  the  transmitting  relay  takes  the  place  of  the  elec- 
tro-mechanical portion  of  that  instrument,  while  the  currents 
sent  through  the  coils  of  the  relays  represent  the  starting  and 
motive  power. 

It  is  evident  that  the  clerk  at  the  repeating  station 
should  not  only  be  able  to  watch  the  communication  be- 
tween, but  should  himself  be  able  to  communicate  with,  the 
terminal  offices,  not  to  transmit  messages  but  to  carry  on 
the  ordinary  service  communication  of  a  circuit.  In  practice 
this  is  provided  for  by  keys,  one  of  which  is  placed  in  each 
line. 
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UP    LINE 


Fig.  138. 


The  key  is  brought  into  circuit  by  means  of  a  switch 
placed  on  its  base,  and  the  connections  are  shown  in  fig. 
1 28,  from  which,  to  simplify  the  connections,  the  automatic 
switches  are  omitted. 

The  lever  c  of  the  switch  is  normally  connected  to  the 
contact  ^1,  so  that  the  key  itself  is  cut  out  of  circuit 
When  it  is  wished  to  communicate  (say)  with  the  down 
station,  the  switch  of  Ki  is  turned  to  ^,  and  currents  can  thus 
be  sent  to  the  down  line  from  the  battery  E2,  by  which  it  is 
ordinarily  worked.     The  working  of  the  lever  of  the  key  Kj 
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therefore  imitates  the  action  of  the  tongue  of  the  relay  T2, 
but,  as  it  is  not  desirable  when  the  repeater  clerk  is  com- 
municating that  he  should  work  his  own  receiving  instru- 
ment,  the  communication  is  effected  without  the  intervention 
of  the  automatic  switch.  K2  in  the  same  way  works  the  up 
line,  using  the  battery  Ej. 

In  addition  to  the  instruments  to  which  reference 
has  been  made,  both  up  and  down  lines  are  provided  with 
galvanometers  to  show  whether  the  currents  are  passing 
properly. 

Hitherto  we  have  considered  the  repetition  of  messages 
when  being  sent  only  in  one  direction  at  one  time,  but  it  is 
obvious  that  this  arrangement  might  be  duplexed. 

The  principle  of  duplex  working  is  fully  explained  on 
p.  126  and  following  pages.  We  have  therefore  only  to  show 
the  method  of  applying  that  principle  to  a  fast  repeater. 

In  the  first  place,  it  may  be  observed  that  on  a  double 
current  duplex  circuit  the  switch  of  the  key  is  kept  perma- 
nently to  *  send.'  On  the  duplex  repeater,  therefore,  the 
automatic  switch  and  its  controlling  relay,  which  were  found 
of  such  great  importance  on  the  ordinary  fast  repeater,  may 
be  dispensed  with. 

Again,  as  there  will  be  messages  being  sent  in  two  direc- 
tions at  the  same  time,  and  the  repeater  clerk  requires  to 
know  the  state  of  working  in  both  ways,  there  must  be  two 
receiving  instruments  on  the  repeater  board,  i.e.  there  must 
be  two  leak  circuits,  one  for  the  up  and  the  other  for  the 
down  messages. 

After  these  preliminary  considerations,  if  the  student  has 
thoroughly  mastered  the  differential  duplex  principle  referred 
to  above,  he  will  be  in  a  position  to  understand  the  Fast 
Duplex  Repeater^  the  theoretical  connections  of  which  are 
shown  in  fig.  129. 

Tj  and  T2  are,  as  before,  the  transmitting  relays  ;  Ri,  R2 
are  the  rheostats,  in  connection  with  which  are  placed  the 
condensers  Ci  and  C2,  and  the  adjustable  retardation  coils 
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R3  and  R4.  The  rheostats  and  condensers  are  to  represent 
the  artificial  line,  and  the  function  of  the  coils  R3  and  R4 
is,  as  their  name  implies,  to  so  retard  the  discharge  of  the 
condensers  that  the  effect  may  more  nearly  represent  that 
produced  by  the  discharge  of  a  long  line.  \1  is  a  standard 
relay  of  the  ordinary  pattern,  which  works  a  sounder ;  it  is 
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Fig.  129. 

placed  in  a  leak  circuit  in  connection  with  the  down  line  : 
and  L  is  a  Wheatstone  receiver  placed  in  the  other  leak 
circuit,  which  is  connected  with  the  up  line. 

Although  it  is  not  necessary  that  the  repeater  clerk  should 
be  able  to  read  at  high  speed  on  both  sides  at  one  time,  it 
is  necessary  that  he  be  able  to  do  so  on  either  side  at  will. 
A  switch  (not  shown  in  the  figure)  is  therefore  provided,  by 
which  the  receiver  can  be  placed  either  in  the  up  or  down 
leak,  the  relay  with  sounder  being  at  the  same  time  placed 
in  the  other. 

The  tongue  of  the  relay  Ti  acts  as  an  automatic  trans- 
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mitter  worked  at  the  down  office,  sending  currents  from  Ej, 
which  divide  through  the  coils  of  the  relay  T2  (therefore  pro- 
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ducing  no  eflfect  upon  it),  one-half  going  through  the  rheo- 
stat R2  to  earth,  while  the  other  half  goes  to  the  up  line. 
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In  the  same  way  T 2  acts  as  a  transmitter  worked  from  the  up 
station  ;  and  we  may  again  look  upon  the  transmitting  relays 
Ti  and  T2  as  actual  transmitters  (working  the  up  and  down 
lines  respectively),  manipulated  from  the  terminal  offices. 


Fig.  130  shows  the  complete  connections  of  a  fast  duplex 
repeater,  and  gives  the  various  instruments  on  the  repeater 
board  in  the  relative  positions  which  are  found  most  con- 
venient in  practice.     The  several  instruments  are  marked  as 
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in  fig.  129,  and  will  be  easily  recognised.  Gi  and  g^  are 
differential  galvanometers,  placed  respectivdy  in  the  down 
and  up  lines,  and  it  will  be  noticed  that  die  resistances  r 
and  r'  are  combined  as  one  instrument 

M,  m'  are  sounders  worked  bj  the  leak-receiTcr  and  leak- 
relay  respectively,  and  s  is  the  switch,  to  which  reference 
has  been  made,  for  placing  the  receiver  either  in  the  up  or 
down  leaks.  The  receiver  is  shown  in  the  up  leak,  die  relay 
being  in  the  down,  but  by  moving  the  bars  of  the  switch 
to  their  lower  contacts  these  positions  are  reversed. 

The  switches  S]  s^  are  for  disconnecting  the  batteries 
from  earth  when  the  repeater  is  not  in  use.  This  is  effected 
by  removing  the  pegs  from  the  centre  holes. 

Many  other  forms  of  repeater  are  in  constant  use, 
each  arranged  to  meet  some  special  requirement  One,  for 
instance,  provides  that  by  means  of  a  switch  the  apparatus 
may  be  worked  either  as  fest  ordinary  or  fast  duplex  repeater 
at  will  Another,  the  theoretical  connections  of  which  are 
shown  in  fig.  131,  is  arranged  for  the  transmission  of  *  news ' 
fi'om  one  station  to  two  other  stations  at  once  through  the 
repeater,  provision  being  made  that  when  either  station  is 
sending  the  other  two  shall  each  be  able  to  read,  and  a 
special  key  on  the  repeater  (not  shown)  works  all  three  lines 
simultaneously. 


CHAPTER  IX. 

QUADRUPLEX  TELEGRAPHY. 

Duplex  telegraphy,  as  was  seen  in  Chapter  V.,  means  the 
transmission  on  the  same  wire  of  a  message  from  (say)  sta- 
tion A  to  station  B  while  B  is  sending  another  message  to 
A.  If  A  be  able  to  send  two  messages  to  B  at  the  same  time 
on  the  same  wire  we  have  diplex  telegraphy,  and  if  the  two 
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systems— duplex  and  diplex — be  combined,  we  have  four 
messages  being  sent  at  the  same  time  on  the  same  wire,  and 
this  is  quadruplex  telegraphy. 

Quadruplex  working  had  been  suggested  by  Stark  of 
Vienna,  and  Bosscha  of  Ley  den,  in  1855,  but  it  was  not 
rendered  practical  until  Edison  solved  the  problem  in  1874. 

His  principle  of  working  is  based  upon  the  fact  that  cur- 
rents of  electricity  diflfer  from  each  other  in  their  strength  and 
in  their  direction.  If  we  have  one  instrument  which  works 
with  change  of  strength  only,  and  another  which  works  with 
change  of  direction  only,  then  it  should  be  possible  to  work 
the  two  together  if  we  can  alter  the  strength  of  the  currents 
without  affecting  their  direction,  or  change  their  direction 
without  affecting  their  strength.  This  is  accomplished  by 
combining  double-current  and  single-current  working  in 
such  a  way  that  one  relay  works  by  the  one  system  of  cur- 
rents and  the  other  relay  by  the  other  system  of  currents. 
A  current  is  constantly  flowing  through  the  line  :  a  change  in 
its  direction  operates  one  relay ;  a  change  in  its  strength 
operates  the  other.  The  first  relay  is  a  simple  polarised 
relay,  deprived  of  any  antagonistic  adjustment,  and  respond- 
ing to  the  reversal  of  the  current,  whatever  its  strength  ;  and 
the  second  relay  is  a  non-polarised  relay,  adjusted  by  an 
antagonistic  spring,  so  as  to  fail  to  respond  to  the  current, 
whatever  its  direction,  unless  it  is  considerably  strengthened. 
Thus  the  two  relays  are  perfectly  independent  of  each 
other.  They  actuate  separate  sounders,  and  each  is  under 
the  control  of  its  own  receiving  operator,  who  can  therefore 
adjust  for  himself. 

In  the  early  days  of  quadruplex  it  was  found  difficult  in 
practice  to  get  the  non-polarised  relay  to  work,  especially  on 
long  circuits,  the  reversal  of  the  current  producing  breaks  or 
*  kicks.'  This  defect,  however,  Mr.  Gerritt  Smith  remedied 
in  1876  by  introducing  the  pole-changer  and  compound  re- 
lay. The  fault,  however,  lay  as  much  with  the  instruments 
used  as  in  the  principle,  and  with  improved  apparatus  it  has 

p 
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been  found  possible  to  revert  to  a  non-polarised  relay ;  byt 
the  uprighting  sounder  is  still  used  (p.  215)-    The  principle 


of  the  compound  relay  was  to  so  arrange  a  compound 
tongue  and  its  contact  stops  that  whichever  way  the  tongue 
moved  the  local  circuit  was  interrupted. 
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The  arrangement  of  the  apparatus  and  their  connections 
for  terminal  offices  is  shown  by  fig.  132.  Sufficient  table 
room  is  provided  to  seat  four  clerks.  The  apparatus  is 
arranged  for  the  two  senders  to  sit  together  in  the  centre, 
the  messages  to  be  forwarded  being  placed  between  them. 
The  section  on  the  left  of  the  switch  q  is  known  as  the  *  A  * 
side,  that  on  the  right  as  the  *  B  '  side  of  the  apparatus. 

Ki  (fig.  132),  the  reversing  key^  reverses  the  direction  of 
the  current  in  the  manner  shown  in  fig.  133.  The  springs, 
which  are  shown  to  the  ^ide,  are  actually  in  the  same  posi- 
tion relatively  to  their  contact  points  as  are  those  in  fig.  134. 
The  positive  pole  of  the  battery  z  c  is  connected  to  the  two 
springs  c  and  ^„  the  negative  pole  to  the  two  springs  z  and 
01 .  The  lever  of  the  key  is  divided  into  two  parts,  insulated 
from  each  other,  the  one,  l,  connected  to  line,  and  the 
other,  E,  to  earth,  l  is  arranged  to  touch  Cx  before  it  leaves 
«,  and  E  to  touch  0,  before  it  leaves  c\  the  battery  zc  is 
therefore  momentarily  short-circuited,  j  ^  are  two  adjusting 
screws    by  which  ^L___5i  t^   ^fc 

the    duration    of  RJ  ff ^ft      A  /W^-cB- 

this  short-circuit 
between  the  rever- 
sal is  regulated 
so  as  to  reduce 
it  to  a  minimum. 
The  figure  shows 
the  negative  pole  to 
line  and  the  posi- 
tive pole  to  earth  ; 
but  when  the  handle  of  the  lever  is  depressed  the  positive 
pole  is  connected  to  line  and  the  negative  to  earth,  the 
current  being  thus  re^^^rsed. 

K2  (fig.- 132)  is  a  simple  key,  known  as  the  increment  key^ 
it  is  used  simply  to  increase  the  strength  of  the  current 
Its  construction  is  shown  by  fig.  i34*  l  is  a  lever  which  in 
its  normal  position  makes  contact  with  the  spring  ^,  but 

P2 
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which  when  depressed  makes  contact  with  a.  The  stud  s  is 
adjustable,  and  should  be  so  arranged  that  it  will  just  touch 
a  at  the  moment  that  the  lower  contact  leaves  b. 

The  way  in  which  the  keys  k,  and  Kj  combine  their 
action  is  shown  by  fig.  135.     e,  and  E,are  the  line  batteries. 


Fio.  134.   Irealaite. 

the  one  having  two  and  one-third  (2^)  the  number  of  cells 
of  the  other,  so  that  if  e,  be  the  electromotive  force  of  the 
smaller,  that  of  the  whole  combined  battery  will  be  3'3  E,. 
The  negative  pole  of  e,  is  connected  to  %  and  s,  of  Ri,  and 
the  positive  pole  of  Ej  to  a  of  Kj  through  a  resistance  coil  s. 


A  wire,  called  the  '  tap '  wire,  connects  the  positive  pole  of  E, 
and  the  negative  pole  of  Eg  to  ^  of  Kj.  This  wire  has  in  it 
a  resistance  coilrj.  The  springs  rand^i  ofKi  are  connected 
to  the  lever  l  of  Ka-  Now,  when  both  keys  are  at  rest,  the 
negative  pole  of  e,  is  to  line  through  z,  and  the  positive  pole 
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of  El  to  earth  through  b  of  K2  and  ^  of  Kj  ;  the  positive  pole 
of  E2  being  insulated  at  a  of  K2.  There  is  thus  a  weak  nega- 
tive current  flowing  to  line.  When  Kj  alone  is  worked,  the 
current  of  Ei  is  reversed.  When  K2  is  worked  alone,  c  of  yLx 
is  transferred  from  b  to  a,  and  the  strength  of  the  negative 
current  going  to  line  is  increased  through  the  increase  of  the 
electromotive  force  from  Ej  to  3'3  Ei,  for  the  whole  battery 
is  brought  into  play.  When  Ki  and  K2  are  depressed  to- 
gether, then  the  negative  pole  of  Ej  goes  to  earth  through 
Zx ;  and  the  positive  pole  of  Eg  to  line  through  a  of  Kg  and 
Ci  of  Ki,  and  a  positive  current,  due  to  the  whole  electro- 
motive force  3*3  El,  goes  to  line.  Hence  the  effect  of  working 
Ki  is  simply  to  reverse  the  current,  whatever  its  strength, 
while  that  of  Kg  is  to  strengthen  it,  whatever  its-  direction. 

The  resistance  coil  j,  figs.  132  and  135,  of  loo*  resistance, 
is  called  a  spark  coil,  because  it  prevents  the  high  electro- 
motive force  of  the  whole  battery  from  damaging  the  points  of 
contact  by  sparking  or  forming  an  arc  across  when  signals 
are  sent ;  and  the  resistance  rg  is  made  approximately  equal 
to  the  combined  resistance  of  e^  and  the  spark  coil,  so  that 
the  total  resistance  of  the  circuit  may  not  be  altered  by  the 
working  of  the  apparatus. 

Ai  and  Bi  (fig.  132)  are  the  relays  which  are  used  to  re- 
spond to  the  changes  in  the  currents  sent  by  the  keys  K| 
and  Kg  at  the  distant  station. 

Ai  is  a  simple  polarised  relay  wound  differentially,  each 
wire  having  a  resistance  of  200",  and  so  connected  up  as  to 
respond  to  the  working  of  the  reversing  key  Ki  of  the  distant 
station.  It  acts  independently  of  the  strength  of  the 
current,  and  is  therefore  not  affected  by  the  working  of  the 
increment  key  Kg.  It  is  connected  up  so  as  to  complete 
the  local  circuit  of  the  sounder  Si  and  the  local  battery  /i, 
and  forms  the  receiving  portion  of  the  *  A '  side. 

Bi  is  anon-polarised  relay  also  wound  differentially,  each 
coil  having  a  resistance  of  200"'.  It  responds  only  to  an 
increase  in  the  strength  of  the  current,  and  therefore  only 
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to  the  working  of  the  increment  key  K,  of  the  distant 
station.  A  top  view  of  the  working  parts  of  this  relay  is 
given  in  fig.  136,  and  the  principle  of  its  action  is  shown  by 
fig.  137.  The  tongue  normally  makes  contact  with  f,  and 
the  movement  of  the  armatures  under  the  action  of  a 
current  brings  the  tongue  against  the  insulated  stop  s.    The 


armatures,  one  at  either  end  of  the  electromagnets,  are 
pivotted  in  the  centre  so  that  each  end  is  attracted  towards 
the  near  pole  of  the  electromagnets  when  a  current  of  suf- 
ficient strength  passes  through  the  coils;  and  the  armatures 
are  normally  held  off  by  the  action  of  a  spiral  spring.    In 


order  to  prevent  the  cores  of  the  magnets  and  the  twoarma- 
tures  from  forming  a  closed  magnetic  circuit,  each  armature  is 
made  in  two  sections  brazed  together,  like  the  needle  of  the 
Spagnoletti  coil  <p.  53).  This  is  shown  to  the  left  in  fig.  136. 
The  spring  is  so  adjusted  that  the  armatures  are  not  actuated 
by  the  weak  current  sent  from  e  by  the  key  k,  (fig.  13a), 
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In  its  normal  position  this  relay  completes  the  circuit  of 
the  local  battery  through  the  sounder  s.  This  sounder  s, 
called  the  uprighting  sounder,  acts  as  a  relay  to  a  second 
sounder,  $2,  called  the  reading  sounder,  which  is  worked  by 
another  local  battery,  l^*  Of  course,  normally  the  armature 
of  s  is  held  down  and  that  of  S2  is  up,  but  when  the  tongue  / 
moves,  as  it  does  when  the  increment  key  K2  is  depressed  so 
as  to  send  the  whole  current  to  line,  then  the  current  from 
/  is  interrupted,  and  the  circuit  of  ^  is  completed  by  the 
rising  of  the  armature  of  s,  causing  the  reading  sounder  S2 
to  work.    This  is  the  *  B '  side. 

R  (fig.  132)  is  a  rheostat  for  balancing  the  resistance  of 
the  line,  as  described  for  duplex  working  (p.  135). 

c  is  a  condenser  used  for  compensating  the  static  charge 
of  the  line.  It  is  provided  with  an  adjustable  retardation 
coil,  Rj,  to  prolong  the  effect  of  the  compensating  current 
from  the  condenser. 

G  is  a  differential  galvanometer,  used  for  testing,  and  for 
facilitating  adjustment  and  balan:ng. 

Q  is  a  switch  for  putting  the  line  to  earth,  either  for 
balancing,  or  for  any  other  purpose.  There  is  on  the  earth 
wire  leading  from  q  a  resistance  coil,  r^  equalling  approxi- 
mately the  resistance  of  the  whole  battery,  3*3  Ej,  and  the 
resistance  s. 

The  connections  shown  in  fig.  132,  are  for  an  *up* 
office.  At  a  *  down  *  office  it  is  necessary  to  reverse  the  wires 
on  the  two  lower  terminals  of  the  galvanometer  and  the  two 
battery  wires  on  the  reversing  key  Kj. 

The  keys  Ki  and  k^  are,  for  repeaters,  replaced  by  'trans- 
mitters.* A  reversing  transmitter  (or  pole-reverser,  as  it  is 
called)  is  shown  in  fig.  138,  and  an  increment  (or  single-current) 
transmitter  in  fig.  139.  The  principle  of  the  joint  working 
of  the  two  transmitters  is  shown  by  fig.  140.  Each  trans- 
mitter is  worked  from  a  local  battery,  either  by  a  key  or  relay- 

The  two  levers  shown  in  front  in  fig.  138  are  normally 
held  by  the  tension  of  the  spiral  springs  against  contact 
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points  on  the  armature- lever  and  the  case.  The  armature- 
lever  is  marked  E  in  fig.  140,  the  front  levers  c  and  %,  and 
the  contacts  on  the  case,  l.     When  the  armature  is  attracted 


by  M,  the  armature-lever  makes  contact  with  lever «,  lilting 
it  from  L,  and  at  the  same  time  it  leaves  lever  £  free  to 
make  contact  with  l  ;  the  connections  are  thus  reversed. 
The  action  of  the  increment  transmitter  is  similar— when 
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the  armature  is  attracted,  a  makes  contact  with   l,  and  b 
is  disconnected. 

These  transmitters  perform  the  same  function  as  the  keys 


LINE 


Fig.  140. 


Ki  and  Kg,  and  being  lettered  (fig.  140)  correspondingly 
with  those  keys  in  fig.  135,  their  action  can  be  readily  traced 
without  a  detailed  description. 

It  is  now  generally  arranged  to  use  pole-reversers  in 
place  of  single-current  transmitters,  as,  besides  their  being 
interchangeable,  the  contacts  of  the  former  are  protected 
from  dust,  &c.,  whereas  those  of  the  latter  are  not. 

The  adjustment  of  this  apparatus  requires  great  care 
and  great  accuracy.  Its  good  working  depends  essentially 
on  technical  skill  that  can  only  be  acquired  by  patience  and 
perseverance. 

Faults  in  working  generally  arise  from  careless  adjust- 
ments, dirty  contacts,  loose  connections,  battery  failures,  and 
the  ordinary  line  interruptions,  but  there  are  no  troubles 
that  are  beyond  the  reach  of  ordinary  skill,  and  it  can  be 
safely  said  that,  within  moderate  distances,  wherever  and 
whenever  duplex  working  is  practicable,  then  quadruplex 
working  is  so  too. 
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There  are  many  varieties  of  arrangement  in  use  both 
in  England  and  America.  Fig.  141  illustrates  one  varia- 
tion. 

T  and  R  are  fitted  with  quadruplex  apparatus,  a'  and  b' 
with  duplex  \  a'  works  the  A  side,  and  b'  the  B  side  of  r. 
In  this  way  an  office  (t)  may  work  duplex  on  the  A  side 
to  a',  and  duplex  on  the  B  side  to  b'  ;  the  circuits  to  a' 
and  b'  being  common  between  t  and  r. 


•h: 


Fig.  141. 

Again,  the  A  side  is  sometimes  worked  by  Wheatstone*s 
automatic  system.  For  example,  between  London  and 
Grimsby  the  A  side  was  worked  automatic  at  200  words  per 
minute,  while  the  B  side  was  worked  at  the  usual  key  speed. 


CHAPTER  X. 

MULTIPLEX   TELEGRAPHY. 


In  1873  Meyer  conceived  the  idea  of  so  arranging  two 
corresponding  sets  of  apparatus  at  distant  places  that,  by 
causing  them  to  move  in  exact  synchronism,*  the  use  of 
a  telegraph  line  might  be  given  successively  to  several 
operators  for  a  very  short  period  of  time,  so  that  one  at  each 
end  would  have  it  alone  during  the  recurring  periods.     The 

^  Synchronism  implies  exact  relative  position  at  any  period  of  time. 
Isochronism  implies  exact  similar  movement  Thus,  two  clocks  would 
be  isochronous  if  their  hands  moved  over  the  same  space  during  any 
period,  but  they  would  not  be  synchronous  unless  they  also  indicated 
the  same  time. 
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synchronous  movement  of  the  two  sets  would  insure  that 
each  operator  at  one  end  should  always  have  communication 
with  the  corresponding  operator  at  the  other. 

Now  that  the  idea  has  developed  into  a  practical  system 
it  is  known  as  the  multiplex  system.  Fig.  142  indicates 
the  principle.  If  the  arms  a,  b^  which  are  electrically  con- 
nected with  the  line-wire  at  A  and  B  respectively,  are  made 

A  B 
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Fig.  142. 

to  rotate  simultaneously  around  the  circles  i,  2,  3, 4,  making 
contact  with  the  segments  as  they  pass,  then,  when  a  is  on 
A  I,  ^  will  be  on  b  i,  when  «  is  on  a  2,  ^  will  be  on  b  2,  and 
so  on.  Again,  if  i,  2,  3,  4  at  each  station  be  connected  to  a 
set  of  telegraphic  apparatus  (say  a  single-current  sounder  set), 
then  each  of  the  four  sets  at  A  will  be  successively  connected 
with  the  corresponding  set  at  B  as  the  arms  «,  b  move  over 
the  segments  i,  2,  3,  4.     Thus  for  each  revolution  of  the 

A  B 
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Fig.  143 

arms  the  instruments  connected  to  a  i  and  b  i  will  be  in 
direct  communication  once,  and  so  also  with  a  2,  b  2  ;  a  3, 
b  3  and  A  4,  B  4. 

Now  suppose  that  each  of  the  segments  in  fig.  142  be 
again  divided  into  four  and  connected  to  each  of  the  four 
sets  of  instruments  instead  of  with  only  one  of  them  (fig. 
143).  During  one  complete  revolution  of  the  arms  each  pair 
of  instruments  will  be  in  communication  four  times  ;  and  it 
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is  clear  that  if  the  arms  in  the  two  cases  assumed  are  moving 
at  the  same  rate,  then,  although  the  time  during  which  each 
instrument  is  connected  to  line  during  one  revolution  of  the 
arms  will  be  the  same,  in  the  latter  case  it  will  be  divided 
into  four  smaller  periods,  each  separated  by  a  period  of  dis- 
connection of  only  one-quarter  the  length  which  occurs  in 
the  former  case.  This  subdivision  may  of  course  be  ex- 
tended to  a  very  considerable  extent,  and  in  practice  it  is 
so  far  extended  that  the  intervals  of  disconnection  are  so 
short  that  with  the  apparatus  used  they  may  be  neglected, 
so  that  each  set  of  apparatus  may  be  worked  as  if  it  and  its 
corresponding  set  alone  were  connected  to  the  line. 

Meyer's  system  proving  impracticable  was  improved  upon 
by  Baudot  in  1881,  whose  apparatus  was  subsequently  perfec- 
ted and  is  used  extensively  in  Fra  nee.  Paul  La  Cour  of  Copen- 
hagen had  in  the  meantime  taken  up  the  question  of  synchron- 
ism, and  he  invented  a  very  ingenious  plan  which  contained 
the  germ  of  success.  In  1882  Patrick  B.  Delany  of  New  York 
perfected  a  plan  for  synchronism  on  La  Courts  principle,  and 
produced  a  complete  and  workable  multiplex  system  in  1884. 

It  will  be  seen  that  the  principle  of  multiplex  working 
differs  so  materially  from  the  principle  of  duplex  or  quadru- 
plex,  that  all  they  really  have  in  common  is  the  capability 
of  the  simultaneous  transmission  of  more  than  one  message 
upon  a  wire.  Hence  the  application  of  the  same  terms, 
duplex,  quadruplex  and  sextuplex  (working  three  messages 
each  way  on  the  quadruplex  or  similar  principle),  to  the 
corresponding  arrangements  in  multiplex  working  would 
tend  to  confusion,  and  therefore  a  special  nomenclature, 
based  upon  the  Greek  word  hodos^  a  way,  is  adopted.  Thus 
two-way  working,  that  is,  a  mode  of  working  by  which  two 
messages  may  be  sent  over  the  same  line  on  this  system,  is 
known  as  diode  ;  three-way  triode ;  four-way  tetrode ;  five- 
way /^;^/>^^(?,  and  six- way  hexode. 

It  has  been  already  stated  that  the  great  difficulty  to  be 
overcome  was  to  secure  the  synchronous  movement  of  the 
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two  arms  rotating  over  the  segments.  The  nearest  approach 
to  isochronism  can  be  obtained  with  two  tuning-forks 
pitched  to  absolutely  the  same  note  and  set  into  vibration 
under  exactly  the  same  conditions  ;  but  the  least  interference, 
even  a  variation  of  temperature,  is  sufficient  to  affect  the 
rate  of  motion. 

To  drive  the  distributor  (as  the  instrument  with  the  ro- 
tating arms  and  the  segments  is  called),  La  Cour  arranged  a 
*  phonic  wheel '  driven  by  an  electro-magnet,  through  which 
intermittent  currents  are  passed  by  means  of  a  vibrating  reed. 
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Tig.  144. 

The  reed  r  (fig.  144)  is  simply  a  flat  bar  of  mild  steel 
firmly  clamped  at  one  end  by  the  screw  Sj  between  two  V 
pieces  and  a  steel  plate.  At  one  side  of  the  free  end  is 
placed  an  electro-magnet  m,  the  circuit  of  which  includes  the 
reed  and  the  contact  spring  h.  If  a  battery  be  joined  in 
this  circuit  the  reed  will  be  attracted  towards  the  electro- 
magnet ;  and  the  circuit  being  thus  broken  between  r  and 
H,  attraction  will  cease  and  the  reed  will  resume  its  original 
position.  The  circuit  will  thus  be  again  complete  and  the 
same  movement  will  be  repeated,  so  that  by  this  means 
the  reed  is  maintained  in  vibration,  and  the  rate  of  its 
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vibration  will  depend  upon  its  lengtli,  its  mass,  and  the 
distribution  of  its  mass.  The  normal  rate  of  vibration  may 
be  regulated  in  many  different  ways  :  the  most  satisfactory  is 
found  to  be  by  means  of  a  rheostat  of  suitable  resistances 
placed  in  the  reed  magnet  circuit,  and  a  sliding  weight  (w) 
fixed  friction -tight  upon  the  reed  itself.  The  weight  acts 
upon  the  principle  of  the  bob  on  a  pendulum,  and  so  serves 
to  adjust  the  rate  approximately,  bringing  it  within  the 
range  of  the  finer  adjustment  of  the  rheostat. 

Moving  the  sliding  weight  towards  the  fixed  end  of  the 
reed,  or  increasing  the  resistance  in  the  rheostat,  tends  to 
increase  the  rate  of  vibration,  and  the  opposite  movement 
of  course  tends  to  decrease  it.  Advancing  or  withdrawing 
the  driving  magnet  m  also  affects  the  rate,  but  this  is  not 
a  satisfactory  method  for  general  use. 

The  contact  spring  h  is  so  fitted  as  to  be  adjustable  to 
any  desired  position,  and  its  motion  with  the  reed,  that  is, 
tl>e  extent  to  which  it  follows  the  vibration,  is  regulated  by 
the  check  piece  c,  its  pressure  against  which  is  a  matter  of 
great  importance  for  satisfactory  working. 

The  La  Cour  wheel,  as  shown  at  win  fig.  145,  is  an  iron 
toothed  wheel  so  placed  as  to  be  capable  of  rotation  before 
the  poles  of  an  electro-magnet  m.  If  regular  intermittent 
currents  pass  through  this  electro-magnet,  and  the  wheel  be 
set  in  motion,  it  will  continue  to  rotate,  going  forward  one 
tooth  for  every  impulse  given  by  the  intermittent  magnet- 
isation of  M.  These  intermittent  currents  are  sent  by  means 
of  the  reed  R,  and  the  movement  of  the  wheel  w  is  therefore 
effected  and  controlled  by  the  vibrations  of  the  reed.  The 
position  of  m  is  adjustable,  and  the  motion  of  the  wheel  is 
most  vigorous  when  the  poles  of  the  electro-magnet  are  only 
just  clear  of  the  teeth  of  w.  The  circuit  is  so  arranged  that 
the  battery  b  drives  the  wheel  and  effects  as  well  as  the  vibra- 
tion of  the  reed,  the  latter  being  done  by  the  current  due  to 
the  difference  of  potential  at  the  terminals  of  the  resistance 
coil  ri  in  the  phonic  wheel  circuit     A  condenser  of  small 
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capacity  (^  microfarad)  c,  and  a  resistance  coil  r^^  of  100 
ohms  resistance,  is  joined  across  the  electro-magnet  m  to 
prevent  sparking  at  the  reed  contact.  The  reed  rheostat  (not 
shown)  is  inserted  in  the  reed  electro-magnet  circuit  (see 
fig.  149). 

The  motion  of  the  wheel  is  regulated  by  a  fly-wheel 
placed  over  it,  but,  as  a  dead  weight  would  not  accommodate 
itself  to  a  sudden  momentary  variation  of  speed  to  which  the 
motor  may  be  subject,  the  fly-wheel  consists  of  a  circular 


Fro.  145. 

wooden  block  in  which  are  two  deep  concentric  grooves  which 
are  filled  with  mercury.  It  is  thus  really  the  rings  of  mercury 
that  form  the  fly-wheel,  and  they  are  not  readily  influenced 
by  irregularity  of  running ;  even  if  the  wheel  be  actually 
stopped  the  mercury  continues  to  move  and  will  carry  on 
the  wheel  if  the  period  of  stoppage  is  not  too  considerable. 
The  axle  of  the  phonic  wheel  carries  the  arm  (a  and  ^, 
fig.  143)  upon  which  is  fixed  the  trailer  which  moves  over 
the  segments  of  the  distributor. 
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Now,  assuming  that  the  two  ends  of  a  line  are  both 
fitted  with  a  distributor  driven  by  means  of  a  reed  as  de- 
scribed, and  that  these  reeds  are  both  carefully  adjusted 
to  have  the  same  rate  of  vibration,  it  will  be  found  that  in 
practice  they  will  not  be  absolutely  isochronous  ;  the  deposi- 
tion of  dust  or  moisture,  changes  of  temperature,  variation 
of  current  and  dirty  contacts,  all  tend  to  affect  the  rate  of 
motion.  If,  however,  means  can  be  adopted  to  insure  that 
the  lagging  wheel  shall  be  quickened  or  the  fast  wheel 
slackened  if  necessary,  say  three  times  during  each  revolu- 
tion of  the  trailer,  so  as  to  tend  to  secure  the  accord  of  the 
two  instruments  at  each  correction,  then  it  is  clear  that  the 
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Fig.  146. 


want  of  absolute  isochronism  in  the  reeds  will  be  immaterial. 
This  then  is  the  principle  adopted.  A  certain  number  of  seg- 
ments are  set  apart  for  the  purpose  of  correcting,  so  that  each 
time  the  trailer  passes  over  such  a  segment  it  joins  in  circuit 
either  a  battery  to  send  a  correction  or  a  relay  to  record  one. 
The  general  arrangement  of  the  present  form  of  dis- 
tributor segments  is  shown  in  fig.  146,  in  which  only  one- 
third  of  the  segments  are  shown,  but  the  other  two  portions 
are  exactly  similar  to  this.  The  circle  is  divided  into  162 
equal  spaces  fitted  with  segments  insulated  from  each  other. 
These  segments  in  fig.  146,  reading  from  the  right,  are  shown 
thus  :  three  spaces  for  sending  corrections ;  then  consecu- 
tively I  to  12  ;  I  to  12  ;  three  spaces  for  receiving  correc- 


Distributor  Segments  225 

tions ;  and  again  i  to  1 2 ;  i  to  1 2.  The  space  between  each 
two  adjoining  segments  is  partially  filled  by  a  tooth  project- 
ing from  a  brass  centre-plate,  the  object  of  which  is  to 
prevent  the  trailer  fi*om  bridging  over  two  segments  simulta- 
neously. This  applies  to  the  sending  correction  segments 
(marked  thus  . :  •  )  as  well  as  to  the  ordinary  circuit  seg- 
ments, but  at  the  three  spaces  set  apart  for  receiving  correc- 
tions the  two  teeth  of  the  centre  plate  are  removed  and  the 
whole  space,  equal  to  that  occupied  by  three  ordinary  seg- 
ments and  two  centre-plate  teeth,  is  fitted  with  five  insulated 
segments  which  are  marked  by  dashes,  thus  —  ==  =  =  = 

These  six  groups  of  correcting  segments,  which  occupy 
equidistant  positions  in  the  circle,  are  connected  to  form 
eight  sets  in  the  same  way  as  the  circuit  segments,  but  each 
set  consists  of  three  segments  only. 

In  fig.  147  are  shown  the  complete  connections  of  the 
reed  and  motor,  including  the  arrangement  for  correcting. 
Of  the  three  sending  correction  segments  ( . )  is  usually 
connected  to  the  correcting  battery ;  (  :  )  is  left  discon- 
nected and  (!)  is  connected  to  earth.  In  some  cases  the 
correction  is  sent  from  (  : ),  the  first  segment  ( . )  being 
disconnected. 

The  relay  Ri,  which  receives  the  correction  current,  is 
joined  to  one  of  the  receiving  correction  segments,  the  proper 
one  being  determined  by  experiment.  The  remaining 
receiving  correction  segments  are  connected  to  earth. 

When  the  trailer  at  station  A  is  on  one  of  the  second 
sending  correction  segments  (  :  )  the  trailer  at  B  must  be  in 
or  near  the  corresponding  position  in  a  receiving  correction 
group.  The  correcting  relay  r,  is  connected  at  least  one 
segment  behind  the  required  position,  as  the  apparatus  only 
wants  *  correction '  when  it  is  actually  out  of  synchronism. 
The  particular  sending  and  receiving  segments  to  be  used  de- 
pend upon  the  retardation  of  the  line.  Thus,  it  is  determined 
that  corrections  shall  be  sent  to  accelerate  the  slower  of  the 
two  reeds ;  hence,  if  there  be  practically  no  retardation,  the 
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correction  to  be  received  on  the  first  receiving  correction 
segment  must  be  sent  from  the  second  sending  correction 
segment ;  but,  if  there  be  considerable  retardation,  then  the 
current,  if  sent  from  the  first  sending  segment,  may  not  be 
due  to  arrive  until  the  trailer  has  got  as  far  as  the  third, 
fourth,  or  even  the  fifth  receiving  correction  segment,  in 
which  case  the  correcting  relay  would  be  connected  to  the 
previous  segment 

Suppose  that  in  fig.  147,  with  retardation  equal  to  four 
receiving  correction  segments,  the  tendency  of  the  reed  at  B 
is  to  drive  slightly  slower  than  that  at  A ;  when  the  two 
trailers  are  in  perfect  accord,  the  current  sent  by  the  trailer 
at  A  from  a  sending  correction  segment  ( . )  as  shown,  will 
be  received  when  the  trailer  at  B  is  on  a  receiving  correc- 
tion segment  (=)  which  is  connected  direct  to  earth  :  but 
on  the  next  revolution  the  current  sent  by  the  trailer  at  A 
from  ( . )  will  be  received  on  (^),  because  the  trailer  at  B 
will  have  slightly  lost ;  but  this  is  connected  to  the  correct- 
ing relay,  hence  the  correcting  current  from  A  will  pass 
through  the  relay  r,,  which  (by  breaking  the  circuit  of 
the  battery  b,  through  the  relaying  sounder  s  so  that  the 
armature  lever  is  free  to  rise)  will  momentarily  disconnect 
the  reed  driving  circuit,  so  tending  to  accelerate  the  motion 
of  the  reed  and  consequently  of  the  trailer  at  B.  As  A  sends 
three  correcting  currents  for  every  revolution  of  the  trailer, 
only  a  very  slight  deviation  is  possible,  and  thus  practical 
synchronism  can  be  obtained.  Should  B  tend  to  gain  on 
A,  then  the  correcting  currents  sent  from  B  would  similarly 
operate  upon  the  motor  at  A  through  the  relay  Ri  at  that 
station,  so  as  to  accelerate  the  motion  of  the  trailer  there. 

The  number  of  *  ways '  which  it  is  possible  to  work  with 
this  system  is  also  determined  by  the  static  capacity  of  the 
line.  It  has  been  explained  above  how  the  retardation  of 
the  line  affects  the  receipt  of  the  correction  currents,  causing 
them  to  be  received  one  or  more  segments  behind  the 
sending  correction  position,  and  this  effect  will  of  course 
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occur  also  in  connection  with  the  ordinary  segments.  The 
result  is  that  on  a  line  of  considerable  static  capacity  the 
current  sent  from  (say)  No.  i  segment  will  be  received  not 
on  No.  2,  but  on  No.  3  or  4.  This  can  only  be  met  by 
making  the  receiving  segments  of  greater  breadth,  or  by  so 
connecting  the  groups  as  to  allot  more  than  two  consecutive 
groups  to  each  arm  ;  either  course  will  reduce  hexode  work- 
ing to  tetrode  or  triode. 

The  rate  of  vibration  of  the  reeds  is  so  adjusted  that  the 
trailer  makes  about  three  revolutions  per  second,  which  makes 
the  time  of  passing  over  one  segment  about  ^^  (-002)  of  a 
second.  If  therefore  the  retardation  of  the  line  much  exceeds 
that  amount,  a  current  sent  on  No.  i  will  not  be  received 
until  the  trailer  has  passed  No.  2  segment  at  the  other  end ; 
that  is,  No.  i  arm  must  take  groups  i,  2  and  3,  and  so  with 
three  other  arms,  and  if  the  retarding  effect  exceeds  '004 
second  then  each  arm  will  require  four  groups  of  segments 
1-4,  5-8,  9-12.  For  instance,  a  current  from  London  to 
Birmingham  takes  about  '002  of  a  second  in  transit,  therefore 
two  groups  of  segments  suffice  for  each  arm  and  six  ways 
(hexode)  can  be  worked.  Between  London  and  Manchester 
the  time  of  transit  is  about  '0035  of  a  second,  which  means 
that  the  current  will  be  received  partly  on  the  second  and 
mainly  on  the  third  segment  after  transmission,  and  there- 
fore three  groups  must  be  allotted  to  each  arm  ;  consequently 
only  four  ways  (tetrode)  can  be  obtained  from  the  twelve 
groups  of  segments. 

The  method  of  working  each  arm  may  now  be  described. 
Fig.  148  shows  the  general  connections  for  each  arm  when 
worked  on  the  single-current  system.  No.  i  arm  is  provided, 
in  addition,  with  two  galvanometers,  one  for  the  sending 
and  the  other  for  the  receiving  circuits.  Station  A  is  shown 
as  sending  from  segment  i  and  station  B  as  receiving  on 
segment  2,  to  which  the  trailer  is  supposed  to  have  passed 
before  the  current  is  received.  A  large  relay  of  standard 
form  and  wound  to  a  resistance  of  1,200  ohms  is  used  in  the 
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receiving  circuit;  and,  in  order  that  the  short  impulses  from 
the  line  (each  lasting  only  -^  of  a  second)  may  be  con- 
verted into  continuous  signals,  a  condenser  of  large  capa- 
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city  (10  mf)  is  connected  across  the  coils  of  the  relay.  One 
battery  serves  for  all  the  arms,  on  the  *  universal '  principle 
(p.  12 1 ).  This  battery  is  also  used  for  sending  the  correction 
currents. 


230  Multiplex  Telegraphy 

Double-current  working  is  used  on  most  multiplex 
circuits,  in  which  case  the  keys  used  are  of  single-current 
form,  made  to  work  double  current  by  means  of  a  divided 
battery  with  earth  near  the  centre — ^usually  the  sections  of 
the  battery  for  *  marking '  and  *  spacing '  are  in  the  proportion 
of  about  7  to  4.  Thus  for  circuits  over  60  miles  in  length, 
*  marking '  and  *  spacing '  batteries  of  voltages  of  about  280 
and  160  respectively  are  generally  used.  For  single-current 
working,  about  160  volts  would  be  used. 

The  full  connections  of  an  ordinary  double-current  multi- 
plex set,  working  hexode,  showing  two  arms,  are  given  in  fig. 
149.  The  8-bar  switch  provides  means  of  joining  the  No.  i 
arm  as  simplex  when  multiplex  working  is  not  required, 
the  other  arms  in  such  case  being  left  idle. 

Referring  again  to  fig.  146,  assume  that  it  is  required  to 
work  only  in  one  direction,  say  from  A  to  B,  and  that  the  re- 
tardation of  the  line  is  such  that  the  current  is  received  two 
segments  in  advance  of  the  sending  segment.  If  now  the  ap- 
paratus be  connected  as  for  hexode,  the  currents  from  A  will 
be  received  for  each  arm  at  B  two  segments  later,  that  is,  on 
segments  3,  5,  7,  9,  and  1 1,  the  sixth  being  lost  in  the  cor- 
rection segments.  Hence  by  such  an  arrangement  it  is 
possible  on  such  a  line  (or  even  on  one  having  a  retardation 
equal  to  three  segments)  to  work  penthode  in  one  direction. 
If  a  second  line  be  available  and  be  worked  in  the  opposite 
direction,  five  messages  in  both  directions  can  be  transmitted 
simultaneously  on  the  two  wires.  There  is,  however,  the 
serious  disadvantage  that  one  faulty  wire  is  liable  to  entirely 
stop  communication  in  one  direction. 

It  is  necessary  for  multiplex  working  to  make  one  station 
solely  responsible  for  the  adjustment  of  speed,  &c.  in  order 
that  the  attempts  of  one  station  to  secure  good  working  shall 
not  interfere  with  the  arrangements  made  at  the  other  end. 
The  operator  at  the  controlling  office  either  adjusts  his  own 
apparatus  or,  if  necessary,  instructs  the  operator  at  the  other 
ofl5ce  as  to  what  adjustments  should  be  made. 

The  maintenance  ot  satisfactory  working  requires  some 
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skill  and  experience  as  well  as  a  thorough  grasp  of  the  whole 
principle,  as  there  are  so  many  possible  causes  of  failure,  but 


with  experienced  operators  in  charge  at  each  end  of  the  cir- 
cuit, and  with  the  present  improved  apparatus  introduced 
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by  the  Postal  Telegraph  Department,  circuits  worked  on 
this  system  give  comparatively  little  trouble.  The  tendency, 
however,  is  to  rely  on  simpler  apparatus  and  systems  of 
greater  reliability. 


CHAPTER  XI. 

TELEGRAPH   SWITCHING   SYSTEM. 

The  object  of  a  telegraph  switching  system  is  to, 
temporarily,  directly  connect  telegraph  offices  for  the  trans- 
mission of  messages  in  order  to  save  the  retransmission 
otherwise  necessary  at  the  Central  Office  to  which  both 
circuits  are  connected. 

The  first  system  introduced  was  that  known  as  the 
*  Umschalter,'  or  universal  switch.  This  system  consists  of 
two  series  of  insulated  metal  bars  fitted  at  right  angles  to 
each  other,  each  bar  of  one  series  crossing  all  the  bars  of 
the  other.  Connection  between  these  bars  is  made  by 
means  of  metal  plugs  inserted  through  and  in  contact 
with  both  bars  at  the  crossing  point 

The  Telephone  Exchange  has  modified  our  views  of 
telegraphic  switching.  Not  only  do  we  use  fewer  instru- 
ments for  the  same  number  of  local  branch  circuits  in  most 
central  stations,  but  in  London  all  metropolitan  local 
circuits  are  brought  to  a  large  switchboard  at  the  central 
office.  This  board  is  a  *  multiple  board,'  arranged  on 
what  is  known  as  the  central  battery  system,  that  is  to 
say,  all  the  energy  for  working  the  circuits,  both  at  the 
out-stations  and  in  the  central  office,  is  supplied  by  one 
battery. 
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The  board  is  divided  into  sections,  each  section  con- 
sisting of  two  parts,  one  of  which  is  again  subdivided  into 
three  sections,  called  *  home  sections ' ;  and  the  other  part 
is  one  panel  called  the  *  multiple  panel/ 

The  home  sections  and  the  multiple  panels  are  made 
up  of  *  jacks,'  mounted  in  strips.  Under  each  jack  on  the 
home  sections  is  fixed  a  small  electric  lamp,  and  under  each 
jack  on  the  multiple  panel  is  fixed  an  indicator. 

Each  circuit  controlled  by  the  switchboard  first  goes  to 
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a  test  board,  and  from  thence  is  taken  to  one  particular  jack 
on  one  of  the  home  sections  and  also  to  one  jack  on  each 
of  the  multiple  panels.  Each  line  is  therefore  connected  to 
one  home  section  and  to  all  the  multiple  panels. 

The  line  is  also  permanently  joined  to  the  armature  of  a 
*  cut-off*  relay,  which,  when  the  relay  is  not  excited,  con- 
nects the  line  to  one  terminal  of  the  magnet  of  a  *  line ' 
relay,  the  other  terminal  being  joined  to  the  negative  pole  of 
a  24-volt  battery.    The  positive  pole  of  this  battery  is  to 
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earth.  The  armature  of  the  *  line  '  relay,  when  the  latter  is 
excited,  completes  a  circuit  which  causes  the  lamp  under  the 
corresponding  jack  on  the  home  section  to  glow. 

Fig.  149A  shows  these  connections.  It  will  be  seen  that 
earthing  the  line  at  the  out-station  lights  the  lamp  at  the 
home  section,  unless  the  *  cut-off'  relay  is  actuated.  This 
lamp  is  termed  the  *  calling  lamp.' 

The  *  jacks'  consist  of  two  springs  of  unequal  length 
and  a  collar  or  socket.  The  lines  in  all  cases  are  connected 
to  the  shorter  springs,  the  longer  springs  are  connected  to 
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the  negative  pole  of  the  24-volt  battery,  and  the  collars  are 
connected  to  one  terminal  of  the  electro-magnet  of  the 
*  cut-off'  relay  controlling  the  same  line,  the  other  terminal 
being  connected  to  the  earthed  positive  pole  of  the  24-volt 
battery. 

This  *  cut-off'  relay  when  excited  also  completes  by 
means  of  a  second  armature  the  circuit  of  the  indicators  on 
the  multiple  panels,  under  the  jacks  connected  to  the  same 
line,  which  then  show  white  discs.  These  connections  are 
shown  in  fig.  149B. 
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The  pegs  (or  plugs)  which  fit  into  these  jacks  consist  of 
metal  barrels  with  an  insulated  metal  tip.  The  tip  is  con- 
nected to  the  insulated  conductor  in  a  cord  attached  to  the 
peg.  When  a  peg  is  in  a  jack  this  conductor  is  in  metallic 
contact  with  the  shorter  spring  of  the  jack,  and  therefore 
with  the  line.  The  barrel  metallically  connects  the  longer 
spring  and  the  collar,  thus  completing  the  circuit  from  the 
battery  through  the  *  cut-off'  relay. 

The  pegs  are  coupled  by  the  cords  in  pairs. 

Each  operator,  of  which  there  are  three  to  a  section,  is 
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provided  with  a  certain  number  of  the  cords  and  pairs  of 
pegs. 

In  circuit  with  each  cord  is  a  *  speaking  key,'  a  pair  of 
translating  relays,  and  a  small  electric  lamp. 

The  speaking  keys  are  for  the  purpose  of  bringing  into 
circuit  the  operator's  signalling  key  and  receiving  apparatus, 
in  order  that  she  may  communicate  with  a  calling  office. 

The  translating  relays  are  required  for  the  intercommuni- 
cation between  stations. 
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The  lamp  is  for  the  purpose  of  indicating  when  com- 
munication between  stations  is  finished.  It  is  called  the 
*  clearing '  lamp. 

These  connections  are  shown  in  fig.  149c. 

E^ch  out-station  equipment  consists  of  a  sensitive 
polarised  sounder  and  Morse  signalling  key  and  a  special 
plunger,  which  when  depressed  is  held  down  by  an  electro 
magnet,  in  which  case  the  indicator  attached. to  the  plunger 
shows  a  white  star.  These  connections  are  shown  in 
fig.  149D. 
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Fig.  X49D. 


The  working  of  the  system  is  as  follows  : — 
When  the  operator  at  an  out-station  wishes  to  communi- 
cate with  another  station,  he  presses  down  his  plunger. 
Under  normal  conditions  a  small  current  flows  from  the 
24-volt  battery  through  the  line  relay  at  the  central  office 
to  the  out-station  polarised  sounder,  and  a  resistance  of 
1,000  ohms  to  earth  (see  fig.  149D).  Both  the  relay  and 
sounder  are  so  *  biassed '  as  to  be  unaffected  by  this  current. 
Immediately  the  plunger  is  depressed  the  resistance  and 
sounder  are  short  circuited,  and  the  current  increases  suffi- 
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ciently  to  actuate  the  line  relay,  and  thereby  causing  the 
calling  lamp  to  light. 

The  operator  may,  in  place  of  depressing  the  plunger, 
work  his  key,  which,  by  cutting  out  the  polarised  sounder, 
augments  the  current  sufficiently  to  actuate  the  line  relay. 
The  working  of  the  key  thus  makes  the  calling  lamp 
flicker. 

When  the  switchboard  operator  sees  the  lamp  lighted 
she  takes  one  of  her  pegs  and  places  it  in  the  jack  imme- 
diately over  the  lighted  lamp.  As  the  peg  is  being  inserted 
the  tip  touches  the  jack  collar.  This  momentarily  causes 
a  current  to  flow  through  the  *  cut-off'  relay,  which  then 
opens  the  line  circuit  and  releases  the  plunger  at  the  out- 
station.  This  notifies  the  operator  at  the  out-station  that 
her  call  is  being  attended  to  and  she  then  commences  to 
call  the  station  required  with  her  Morse  key. 

The  switchboard  operator  having  pushed  her  peg  home, 
the  calling  lamp  is  extinguished  and  the  indicators  of  that 
line  on  all  the  multiple  panels  are  actuated  and  show  white 
discs  ;  she  then  puts  over  her  speaking  key  and  brings  her 
sounder  into  circuit.  Upon  hearing  what  station  is  wanted 
she  takes  the  other  peg  on  the  cord  to  which  the  one  in 
the  jack  is  fixed,  and  pushes  that  peg  into  the  jack  on  the 
multiple  panel  which  connects  to  the  line  now  required, 
unless  the  indicator  under  that  jack  shows  a  white  disc. 
When  this  peg  is  inserted,  the  indicators  on  all  the  multiple 
panels  connected  to  that  line  are  energised  and  show  white 
discs. 

This  operation  puts  the  out-station  in  direct  communica- 
tion, and  on  the  multiple  panels  both  lines  are  indicated  as 
*  engaged.' 

When  these  connections  are  completed  and  neither 
station  is  working  a  permanent  *  spacing '  current  flows  out 
to  both  stations  through  the  *  clearing '  relay ;  and  the  pair 
of  non-polarised  translating  relays,  each  of  which  is  biassed 
against  this  small  current.     Each  time  the  key  at  station  a  is 
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pressed  down,  the  current  flowing  through  relay  2  is 
augmented,  and  this  relay  is  sufficiently  energised  to  attract 
its  armature,  thus  sending  a  current  from  the  40-volt  battery 
direct  to  the  out-station  b.  When  b  is  sending,  relay  i  is 
actuated,  and  currents  from  the  40-volt  battery  are  trans- 
mitted to  A.  The  clearing  relay  is  unaffected  by  these 
working  currents. 

When  communication  is  finished  both  stations  depress 
their  plungers;  this  augments  the  spacing  current  suffi- 
ciently to  actuate  the  clearing  relay  (see  fig.  149c)  and 
causes  the  *  clearing '  lamp  to  glow ;  the  operator  then 
removes  the  pegs  from  the  jacks,  releasing  the  plungers 
at  both  stations  as  before  by  the  peg  tips  touching  the 
jack  collars,  thus  notifying  the  out-stations  that  their  lines 
are  clear. 

SPECIAL  APPARATUS. 

Every  operator's  section  on  the  switchboard  is  provided 
with  a  special  *  engaged '  test-peg  and  lamp.  These  are  only 
intended  for  use  in  the  event  of  a  failure  of  the  indicators 
on  the  multiple  panels  from  any  cause. 

The  apparatus  is  simply  a  peg  connected  to  one  terminal 
of  a  glow  lamp,  the  other  terminal  being  earthed.  If  the 
peg  tip  is  put  against  the  collar  of  a  line  jack  when  the 
line  is  engaged  the  test  lamp  glows,  the  collars  being  con- 
nected to  the  negative  pole  of  a  battery,  the  positive  pole 
of  which  is  earthed ;  but  if  the  line  is  disengaged  the  lamp 
is  unaffected,  for  no  peg  being  in  any  jack  connected  to 
that  line  the  collars  are  not  *  alive.' 

In  the  common  lead  from  the  battery  to  the  calling  and 
clearing  lamps  is  placed  a  *  pilot '  relay,  its  function  being 
to  light  a  pilot  lamp — of  which  there  is  one  to  each  section 
of  the  board — or  to  ring  a  night  bell  in  order  to  attract 
attention  to  a  call  during  the  slack  time,  when  one  operator 
is  working   several    sections.     A  three-position   switch  is 
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inserted,  so  that  either  the  bell  or  the  lamp  may  be  in 
circuit,  or  neither  of  them. 

Fuses  are  inserted  in  all  circuits  at  convenient  points, 
for  the  protection  of  apparatus  in  the  event  of  short  circuits 
occurring. 

Continental  cities  are  adopting  similar  commutators. 
At  Brussels  the  board  is  provided  with  indicators  for  calling 
and  for*  ringing-off  as  in  a  telephone  switchboard.  In 
addition,  when  two  circuits  are  in  connection,  lamps  are 
illumined  to  indicate  to  the  operators  at  the  board  that 
the  circuits  are  engaged.  When  a  call  is  received  for 
connection  to  another  line,  as  there  are  two  commutator 
or  operators'  positions,  it  is  necessary  to  test  whether  the 
circuit  is  free.  This  is  arranged  to  be  done  by  aid  of  the 
head  on  one  plug  of  a  pair,  and  a  relay  which  is  caused  to 
come  into  action  and  ring  a  bell  if  the  line  is  available, 
the  plug  being  inserted  part  way  into  the  jack,  and  thrust 
home  when  such  intimation  is  given.  The  introduction 
of  the  switching  system  has  permitted  the  reduction  of 
instruments  in  the  Brussels  Central  to  53  for  121  lines  and 
has  secured  the  highest  economy  in  the  staff,  as  no  idle 
moments  need  exist,  the  operators  at  the  board  switching 
on  circuits  which  work  Brussels,  to  any  instrument  that  is 
available  at  the  moment  The  staff  is  thus  reduced  to  the 
smallest  number  requisite  for  the  traffic.  There  is  also  a 
saving  of  work  in  joining  direct  offices  of  small  traffic, 
which  formerly  would  have  exchanged  their  messages 
through  the  medium  of  the  Brussels  Central.  Further, 
supervision  is  rendered  less  costly,  as  the  board  affords 
knowledge  of  all  that  is  going  on,  of  vacant  and  of  occupied 
lines  and  instruments,  and  of  the  time  taken  up  in  the 
exchange  of  telegrams. 
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CHAPTER  XII. 

THE     TELEPHONE. 

The  telephone  is  an  instrument  employed  for  the  repro- 
duction of  speech  at  a  distance.  The  history  of  the 
development  of  the  electric  telephone  is  full  of  absorbing 
interest,  but  the  scope  of  this  work  does  not  allow  of  more 
than  the  briefest  reference  to  a  few  of  those  who  have 
taken  part  in  the  evolution  of  this  important  branch  of 
practical  electrical  science.  The  production  of  sound  by 
electrical  means,  which  was  shown  by  Page  in  1837  to  be 
possible  by  transmitting  a  rapid  succession  of  currents 
round  the  coils  of  an  electro -magnet,  seems  to  have  excited 
the  conception  of  the  electrical  transmission  of  speech. 
Farrar  in  185 1  and  Bourseul  in  1854  pointed  out  that  the 
transmission  of  sound  would  be  possible  if  a  piece  of 
apparatus  could  be  devised  which  would  be  affected  by 
the  impact  of  sound  waves  in  such  a  way  as  to  vary  the 
strength  of  an  electric  current.  Philip  Reis  of  Fredericsdorf 
in  1 86 1  was  the  first  to  put  the  idea  into  actual  form.  He 
fully  grasped  the  conditions  of  the  problem,  studied  the 
action  of  the  ear,  and  devised  an  instrument  that  actually 
reproduced  speech  ;  but  it  was  reserved  for  Graham  Bell 
to  produce  a  really  practical  and  commercial  instrument 
(1876).  Before  describing  this  piece  of  apparatus  it  is  de- 
sirable to  consider  what  sound  is,  and  how  it  is  trans- 
mitted from  one  body  to  another.  The  word  *  sound '  is 
commonly    used    to    denote  the    physiological  sensations 
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conveyed  to  the  brain  through  the  organs  of  hearing ;  it  is, 
however,  frequently  employed  to  denote  the  actual  cause 
of  the  effect  upon  the  ear.  When  any  body — ^a  tuning  fork 
or  stretched  string,  for  instance — is  made  to  vibrate  rapidly 
it  emits  sound ;  therefore,  sound  must  consist  of  a  series 
of  vibrations,  and  when  these  vibrations  reach  the  ear  we 
experience  the  sensation  of  hearing.  How  these  vibrations 
are  transmitted  to  the  ear  will  be  best  understood  from  the 
following  analogy.  Imagine  a  number  of  small  balls 
to  be  placed  in  line  upon  a  smooth  table  ;  then  if  the  ball 
at  one  end  be  struck  smartly,  it  will  collide  with  the  one 
next  to  it  and  its  motion,  thus  transmitted  to  the  second, 
will  in  turn  pass  to  the  third,  and  so  on  until  the  last  ball  is 
reached,  and  that  being  free  will  move  clear  of  the  rest  of  the 
balls^  showing  that  the  impulse  has  been  propagated  from 
one  end  of  the  row  to  the  other  by  successive  transmission 
froni  ball  to  ball.  In  the  case  of  vibrations  transmitted  from 
a  body  emitting  sound  to  the  ear,  the  intervening  particles  of 
air  or  other  medium  react  upon  one  another  in  a  manner 
similar  to  that  of  the  balls  in  the  foregoing  example ;  thus  : 
suppose  a  tuning  fork  to  be  set  in  vibration  and  consider 
one  limb  of  it ;  when  this  limb  moves  to  the  left  the  air 
particles  in  immediate  contact  with  it  on  that  side  are 
struck  by  the  fork  and  tend  to  move  away  from  it ;  in  so 
doing  they  strike  against  the  next  air  particle,  which  in  turn 
strikes  the  third  and  so  on  ;  the  compression  of  the  air 
particles  travelling  outward  from  the  limb.  Meanwhile  the 
fork  has  changed  its  direction  of  motion,  and  is  now 
moving  to  the  right;  this  will  cause  the  air  particles  to 
follow  it  by  virtue  of  the  pressure  of  the  air  on  the  side 
remote  from  the  limb  of  the  fork  ;  there  will  consequently 
be  a  rarefaction  of  the  air  particles  following  each  compres- 
sion, and  these  alternate  compressions  and  rarefactions  will 
be  kept  up  as  long  as  the  fork  continues  to  vibrate.  Such 
motions  are  known  as  waves  of  condensation  and  rarefac- 
tion.   That  sound  is  transmitted  by  the  particles  of  air  is 
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conclusively  proved  by  placing  the  vibrating  body  in  vacuo^ 
when  no  sound  will  be  heard,  the  inference  being  that  the 
absence  of  sound  is  due  to  the  fact  that  there  is  no  material  in 
contact  with  the  vibrating  body  to  take  up  the  vibrations. 

When  the  vibrations  of  a  body  are  regular  the  sensation 
produced  upon  the  ear  is  pleasing,  and  we  say  that  such  a 
sound  is  musical)  but  if  the  vibrations  be  irregular  the 
sensation  is  more  or  less  disagreeable,  and  we  call  such  a 
sound  a  noise.  We  are  chiefly  concerned  in  the  former, 
since  the  sounds  produced  in  the  act  of  speaking  consist 
principally  of  a  rapid  succession  of  various  musical  notes. 

The  character  of  a  musical  note  depends  upon  three 
conditions,  (a)  pitch,  (p)  timbre  or  quality,  (c)  intensity. 
T^t  pitch  of  a  note  varies  as  the  rate  of  vibration  of  the 
body  emitting  the  note ;  the  higher  the  rate  of  vibration 
the  higher  the  pitch  of  the  note.  The  quality  of  the  note 
depends  upon  the  nature  of  the  body  which  is  vibrating  ; 
for  instance,  the  same  note  may  be  obtained  from  a  violin 
string  as  is  obtained  from  a  flute,  but  there  is  a  marked 
difference  in  the  quality  of  the  sounds.  The  intensity  or 
loudness  of  a  musical  sound  depends  upon  the  amplitude 
of  vibration  of  the  body  emitting  it.  Any  piece  of  apparatus 
used  for  telephone  purposes  must  therefore  be  capable  of 
reproducing  these  three  acoustic  properties. 

Turning  now  to  the  electrical  conditions,  when  a  piece 
of  iron  placed  near  to  the  pole  of  a  magnet  has  its  position 
with  respect  to  the  magnet-pole  changed  ever  so  slightly, 
a  redistribution  of  the  magnetic  field  takes  place  :  and  if  a 
coil  of  wire  be  wound  around  the  magnet  pole  this  redistri- 
bution of  the  lines  of  magnetic  force  will  cause  a  current  of 
electricity  to  be  induced  in  the  coil ;  the  current  being  in 
one  direction  when  the  iron  approaches,  and  in  the  reverse 
direction  when  it  recedes  from,  the  magnet  pole.  If  the 
iron  be  made  to  vibrate  in  the  direction  of  the  axis  of  the 
magnet  there  will  be  first  a  current  in  one  direction  and 
then  one  in  the  other  direction  for  every  vibration  of  the 
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iron.  The  frequency  of  the  reversal  of  the  current  is  the 
same  as  the  frequency  of  the  vibrations  of  the  iron,  and  the 
strength  of  the  induced  current  depends  upon  the  number 
of  magnetic  lines  of  force  cutting  the  coil  in  a  given  time  ; 
that  is  to  say,  the  current  induced  varies  as  the  amplitude 
of  vibration  of  the  iron.  Conversely,  if  currents  alternating 
in  direction  be  sent  through  the  coil  they  will  alternately 
strengthen  and  weaken  the  pole  of  the  permanent  magnet 
and  thus  vary  the  attraction  exerted  upon  the  iron,  which 
will  therefore  vibrate  once  for  every  alternation  in  the 
current  flowing  through  the  coils.  If  these  facts  be  borne 
in  mind  no  difficulty  will  be  experienced  in  comprehending 
the  action  of  Graham  BelFs  telephone. 

This  telephone  in  its  first  practical  form  is  shown  in  plan 
by  fig.  150.  A  is  a  compound  permanent  magnet  of  the 
horseshoe  type,  each 
pole  being  fitted  with 
a  soft  iron  extension 
part  of  which  forms 
the  core  of  an  electro- 
magnet shown  at  c. 
The  coils  are  joined 
in  series  in  the  usual 
way,  and  the  free  end 
brought  out  to  ter- 
minals. Immediately  in  front  of  these  polarised  cores  is  a 
thin  flexible  soft  iron  disc  d  fixed  about  its  periphery  to  a 
wooden  support,  which  is  recessed  slightly  to  allow  the  disc 
to  vibrate  freely.  Through  the  wooden  support  and  opposite 
the  centre  of  the  disc  a  hole  is  cut  into  which  is  fitted 
the  mouthpiece  m;  the  whole  arrangement  being  placed 
on  a  wooden  base.  The  action  is  as  follows:  the  sound 
waves  entering  the  mouthpiece  impinge  upon  the  iron  disc, 
which,  being  somewhat  elastic,  takes  up  the  vibrations,  thus 
causing  the  distance  between  the  poles  of  the  magnet  (i.e. 

the  soft  iron  cores)  and  the  disc  to  vary.    As  already  ex- 
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plained,  this  will  cause  undulatory  currents  in  the  coils  which, 
as  they  correspond  exactly  with  the  varying  motions  of  the 
disc,  concide  also  with  the  condensations  and  rarefactions  of 
the  originating  sound  waves.  It  is  obvious  that  if  these  un- 
dulatory currents  be  allowed  to  pass  through  the  coils  of  a 
second  instrument  similar  in  every  respect  to  that  just 
described,  the  fluctuations  produced  in  the  magnetic  field 
will  cause  the  iron  disc  to  vibrate  in  the  same  manner  as 
the  disc  in  the  first  instrument,  and  if  the  ear  be  placed 
opposite  the  mouthpiece  the  vibrations  of  the  disc  will  be 
communicated  to  the  ear.  Since  the  sounds  thus  produced 
must  be  exact  reproductions  of  the  original  sounds,  the 
words  spoken  at  one  instrument  will  be  distinctly  heard  at 


the  other.  With  such  an  instrument  Bell  succeeded  in 
speaking  along  a  wire  more  than  sixteen  miles  in  length. 
The  arrangement  of  two  such  telephones  is  shown  in 
fig.  151.  The  instrument  of  the  present  day  differs  only  in 
detail  from  the  one  already  described,  and  is  shown  in 
partial  section  in  fig.  152.  The  case  is  of  ebonite,  circular 
in  cross-section,  and  the  coil  connections  are  made  to  the 
brass  blocks  shown  at  the  lower  end  of  the  case  ;  where 
also  the  screw  which  holds  the  permanent  magnet  in 
position  is  seen.  This  screw  also  clamps  the  brass  loop, 
which  forms  a  convenient  fixing  point  for  the  flexible  cord 
carrying  the  external  connecting  wires  and  thus  prevents 
any  strain  being  put  upon  the  connection  wires  themselves 
should  the  instrument  fall.  The  soft  iron  cores  are 
arranged  to  approach  very  near  to  the  iron  disc.    This 


Double-pole  Receiver  245 

disc  or  diaphragm,   as  it  is  termed,  is  clamped  by  the 
mouthpiece  of  the  instrument 

It  will  be  noticed  that  in  the  anangement  shown  in 
fig.  151  there  is  no  battery ;  there  is  no  accessory  apparatus 
whatever.  The  two  instru- 
ments are  reversible ;  they 
may  be  transmitters  and  re- 
ceivers in  turn.  When  d  is 
held  before  the  mouth  to 
transmit  speech,  d'  should  be 
held  against  the  ear  to  receive 
the  spoken  words.  Simple 
and  beautiful  as  this  apparatus 
is,  it  has  one  serious  defect : 
the  electro-motive  force  in- 
duced by  the  movement  of 
the  disc  d  is  of  microscopic 
strength,  while  the  resistance 
opposed  to  it  is  necessarily 
comparatively  high,  and  the 
sounds  reproduced  are  con- 
sequently a  mere  echo  of  those 
transmitted.  It  is  evident  also 
that  the  first  disc,  d,  is  able  to 
take  up  only  a  portion  of  the 
sonorous  vibrations  of  the 
speaker :  and  in  this  way 
also  much  of  the  actual  energy 
of  the  voice  is  lost.  Hence 
it  is  essential  for  practical 
purposes  to  devise  some  means 
of  raising  the  electro-motive 
forces  causing  the  currents  to  p,;.,  ,j, 

flow  through  the  line. 

Edison  did  this  in  1877  by  the  invention  of  the  first 
form  of  carbon  transmitter,    This  transmitter  is  constructed 
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as  follows:  A  disc  of  carbon  is  clamped  between  two 
platinum  discs  which  act  as  electrodes.  One  electrode  is 
fixed  to  a  soft  iron  diaphragm  by  a  cork  pad,  and  the  other 
banks  against  a  screw  passing  through  the  framework  of 
the  instrument  and  by  means  of  which  the  pressure  on  the 
carbon  disc  or  button  may  be  varied.  Now  when  the 
diaphragm  vibrates  due  to  the  impact  of  sound-waves  upon 
it,  a  varying  pressure  upon  the  carbon  will  result,  and  the 
variation  will  correspond  with  the  pitch,  quality,  and  intensity 
of  the  sound  producing  the  vibrations.  As  the  pressure 
upon  the  surface  of  the  carbon  varies,  so  will  its  electrical 
resistance ;  and  if  a  current  be  flowing  through  the  carbon 
its  strength  will  vary  with  the  resistance,  and  therefore  also 
with  the  sonorous  vibrations  impinging  upon  the  diaphragm. 
The  function  of  the  carbon  transmitter  is  therefore  re- 
stricted to  the  production  of  variations  of  electrical  resistance 
in  the  circuit,  which  variations  cause  proportionate  inverse 
variations  of  current ;  that  is  to  say,  an  increase  of  resistance 
will  produce  a  proportionate  decrease  of  current,  and  a 
decrease  of  resistance  a  proportionate  increase  of  current. 
Now,  for  a  given  movement  of  the  vibrating  disc  the  actual 
change  in  resistance  will  have  a  given  value  whatever  the 
total  resistance  of  the  circuit  may  be,  and  in  order  that  this 
change  may  produce  its  maximum  effect  it  is  necesary  to 
make  the  total  resistance  as  small  as  possible.  For  instance, 
assuming  the  change  in  the  resistance  of  the  carbon  trans- 
mitter for  a  given  movement  to  be  one  ohm,  then,  if  the 
total  resistance  of  the  circuit  be  (say)  5  ohms,  the  variation 
in  the  strength  of  current  will  be  i,  but  if  the  total  resistance 
be  1,000  ohms  the  variation  will  be  only  ^  00  o>  ^^^  i"  order 
that  the  same  effect  might  be  produced  upon  the  receiver 
in  each  case  the  normal  strength  of  current  in  the  latter 
case  would  have  to  be  two  hundred  times  that  in  the  former. 
Such  an  increase  would  be  clearly  impracticable.  Acting 
upon  a  plan  already  used  by  Elisha  Gray  in  1874,  Edison 
got  over  this  difficulty  by  applying  an  induction  coil  to  his 
transmitter. 
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The  induction  coil  consists  of  a  core  made  up  of  a  bundle 
of  soft  iron  wires  surrounded  by  a  few  turns  of  thick 
*  primary '  wire,  and  over  this  many  turns  of  thin  *  secondary ' 
wire.  If  a  steady  current  pass  through  the  primary  wire 
the  core  is  magnetised  and  the  two  wires  are  in  a  magnetic 
field.  So  long  as  this  field  remains  constant  no  effect  is 
observed  in  the  secondary  wire  ;  but  if,  by  varying  or 
stopping  the  primary  current,  this  magnetic  field  is  changed, 
then  a  momentary  current  will  be  induced  in  the  secondary 
wire,  assuming,  of  course,  that  that  circuit  is  complete. 
Now,  as  each  turn  of  wire  in  the  coil  is  in  the  same 
magnetic  field,  the  electro-motive  force  (e  m  f)  induced  in 
each  turn  will  be  equal,  and  the  total  e  m  f  at  the  ends 
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of  the  coil  will  be  in  proportion  to  the  number  of  turns. 
Thus  with  a  comparatively  low  electro-motive  force  in  the 
primary  circuit  it  is  possible  to  get  momentary  secondary 
currents  due  to  a  very  high  emf. 

The  application  of  the  induction  coil  to  telephonic  trans- 
mission is  shown  in  fig.  153.  b  is  a  Leclanch^  battery  which 
is  joined  in  circuit  with  the  transmitter  t,  and  the  primary 
wire  //  of  an  induction  coil.  The  total  resistance  of  this 
circuit  is  very  low,  being  made  up  of  the  resistance  of  th^ 
battery,  the  primary  wire  (less  than  i  ohm),  and  the  telephone 
transmitter  itself.  These  constitute  the  sole  resistance  of 
the  transmitter  circuit,  quite  irrespective  of  the  length  of  th^ 
line.    Hence  variation  in  the  resistance  of  th^  trans^iUt^r 
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itself  will  have  a  very  considerable  effect  on  the  strength  of 
the  current  in  the  primary  wire. 

One  end  of  the  secondary  wire  (ss)  of  the  induction  coil 
is  put  to  earth,  and  the  other  is  connected  to  the  line-wire, 
which  at  the  distant  end  is  connected  through  a  Bell  tele- 
phone, R,  to  earth.  Now,  when  everything  is  quiet  a  steady 
current  flows  through  the  primary  wire,  and  no  current  flows 
through  the  line- wire ;  but  if  there  be  any  variation  in  the 
primary  current,  then  for  every  increment  in  that  current 
there  will  be  a  secondary  current  flowing  through  the  line  in 
one  direction,  and  for  every  decrement  there  will  be  a 
secondary  current  in  the  reverse  direction.  Moreover,  these 
secondary  currents  will  vary  exactly  in  number,  form,  and 
strength  with  the  variations  of  the  primary  current,  and  as 
this  varies  in  exact  ratio  with  the  sonorous  vibrations  im- 
pinging on  the  disc  d,  it  follows  that  these  currents  will 
produce  the  same  effects  upon  the  Bell  receiver  r  as  the 
currents  induced  by  the  Bell  transmitter. 

But,  as  was  just  shown,  these  secondary  currents  are 
due  to  an  electro-motive  force  which  is  very  high  compared 
with  that  which  gives  rise  to  the  induced  currents  of  the  Bell 
instrument  when  used  as  a  transmitter;  and  hence  the 
total  resistance  in  the  secondary  or  line  circuit  is  a  matter 
of  smaller  importance.  The  Bell  instrument  is  now  used 
solely  as  a  receiver. 

Professor  Hughes  discovered  another  property  due  to 
the  influence  of  sonorous  vibrations  which  has  still  further 
improved  telephonic  operations.  It  is  that  if  two  conducting 
bodies  lie  against  each  other  in  loose  contact,  and  a  current 
of  electricity  flows  through  them,  there  will  be  resistance  at 
the  point  of  contact,  and  their  vibrations  will  vary  this 
resistance  in  exact  ratio  to  the  cause  producing  the  vibra- 
tions. Metals  and  all  conducting  substances  are  subject  to 
this  effect,  but  carbon,  probably  because  it  is  inoxidisable,  is 
the  best  material,  and  although  strenuous  efforts  have  been 
made  to  produce  a  telephone  transmitter  without  using 
carbon,  no  other  material  has  been  found  to  answer  as  well. 
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This  effect  is  so  sensitive  that  Professor  Hughes  was  able 
with  his  microphone  to  render  evident  sounds  that  otherwise 
were  absolutely  inaudible. 

One  of  the  best  known  forms  in  which  this  principle  is 
introduced  is  the  Gower-Bell  telephone,  a  modification  of 
which  has  been  extensively  employed  by  the  British  Post 
Office.  On  a  thin  dry  pinewood  board  are  fixed  two  angular 
straps  of  thin  copper  plate,  ss'  (fig.  154),  and  a  carbon 
block,  c.  On  each  copper 
strap  are  fixed  four  carbon 
blocks,  €,,  C2,  C3,  C4.  Holes 
are  drilled  in  the  sides  of  all 
these  blocks,  and  eight  carbon 
pencils,  with  their  ends  turned, 
down,  rest  lightly  in  these  holes 
in  the  positions  shown,  and 
there  make  loose  and  imper-  ^*         ^^ 

feet  contact.  This  microphone  ^'^-'54.  i  real  size. 

replaces  in  fig.  153  the  carbon  transmitter  of  Edison  (t). 
The  actual  resistance  of  the  carbon  contact  varies  from 
8*  to  lo*.  The  effect  of  sonorous  vibrations  is  the  same. 
Secondary  currents  are  formed  and  speech  is  reproduced. 

Fig.  155  shows  the  later  system  of  connections  of  the 
Gower-Bell  telephone,  c  is  the  induction  coil,  the  primary 
and  secondary  wires  being  for  the  sake  of  clearness  shown 
distinct  from  each  other.  The  primary  wire  has  a  resistance 
of  'S*,  and  the  secondary,  which  is  wound  over  it,  has  a 
resistance  of  25".  Land  \!  are  two  forked  lever  switches 
which  are  depressed  by  the  weight  of  the  two  Bell  receivers 
(not  shown)  when  the  latter  are  suspended  upon  them. 
These  receivers  are  connected  by  flexible  two-conductor 
cords  between  the  two  terminal  screws  marked  *  receivers ' ; 
and  are  joined  in  *  multiple '  circuit.  R  is  a  non-polarised 
relay  which  is  employed  for  completing  a  local  bell  circuit 
only  when  the  line  wire  is  so  long  and  has  such  a  resistance 
that  the  bell  cannot  be  worked  direct.  Where  the  latter 
course  is  practicable,  the  relay  is  not  fitted  and  a  wire  is 
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connected  in  place  of  the  relay  coils  shown  in  the  figure. 
The  bell  then  takes  the  place  of  the  wire  shown  between 
the  first  and  third  terminals,  p  is  a  press  button,  the 
function  of  which  is  to  join  the  whole  battery  to  line  and 
permit  a  current  to  pass  which  is  sufficiently  strong  to 
actuate  the  distant  relay  or  bell  as  the  case  may  be.  The 
pine  board  upon  which  the  microphone  is  fixed  forms  one 
face  of  the  cover  of  the  instrument,  and  the  speaking  is  done 
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immediately  in  front  of  the  board ;  there  is  no  actual 
mouthpiece.  Normally  both  levers  at  each  station  are 
depressed  by  the  weight  of  the  suspended  receivers  and  no 
current  flows  to  line,  but  if  station  A  wishes  to  speak  to 
station  B  the  button  p  is  depressed,  which  permits  a  current 
to  flow  through  the  circuit  and  thus  gain  attention  at  B  by 
causing  the  bell  to  ring.  B  answers  the  call  by  depressing 
the  button  at  that  end  and  causing  A's  bell  to  ring.  Both 
correspondents  then  remove  the  receivers  from  the  levers, 
which  act  completes  the  microphone  circuit  at  each  end 
through  two  cells  of  the  battery  and  the  primary  wire  of 
^he   induction  coil,  and  also  completes  the  line  circuit 
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through  the  secondary  wire  of  the  induction  coil  and  the 
receivers.  Everything  is  then  ready  for  the  actual  speaking. 
When  the  conversation  is  finished  the  receivers  are  replaced 
in  the  prongs  of  the  lever,  restoring  the  circuit  to  its  normal 
condition  ;  that  is,  with  thecal!  signalling  apparatus  only  in 
the  line  circuit.  The  battery  power  required  in  excess  of 
the  two  cells  used  for  speaking  purposes  (which  should  be 
of  low  internal  resistance)  of  course  depends  upon  the 
length  of  the  Une. 

An  admirable  form  of  transmitter  and  one  formerly  very 
much  used  is  that  of  Blake.  It  differs  from  Edison's  trans- 
mitter only  in  the  fact  that  the  car- 
bon button  has  pressing  against  it 
a  platinum  point,  the  amount  of 
pressure  being  regulated  at  will  by 
means  of  a  screw  banking  against 
one  arm  of  a  bent  lever,  the  other 
arm  of  which  bears  a  spring  carrying 
the  carbon  button.  Its  action  is 
due  to  the  Hughes  effect,  that  is, 
to  the  peculiar  phenomenon  of  the 
loose  contact  between  the  platinum 
point  and  the  carbon  block.  " '  '  *"*■ 

Representative  of  another  distinct  type  of  transmitter 
is  Runnings'  transmitter.  It  is  shown  in  fig.  156,  and 
consists  of  a  front  diaphragm  of  platinum  foil,  behind  which, 
and  at  a  distance  of  from  ^V  to  \  inch,  is  a  fixed  plate  of 
carbon.  The  intermediate  space  is  filled  with  granulated 
carbon.  Hence  this  form  of  transmitter  is  distinguished  as 
'granular.'  The  varying  pressure  between  the  carbon 
granules,  caused  by  sonorous  vibrations,  varies  the  resistance 
which  they  offer  to  the  current  and  effects  a  very  clear  and 
loud  reproduction  of  speech.  This  instrument  may  be  said 
to  be  the  prototype  of  most  of  the  best  forms  of  transmitter 
yet  devised. 

A  modification  of  the  Hunnings'  transmitter,  invented 
by  Deckert  and  known  as  the '  Hunnings  Cone '  or '  Deckert ' 
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transmitter,  is  the  instrument  now  adopted  by  the  British 
Post  Office.  A  section  through  this  instrument  is  shown 
in  fig.  157.  The  case  is 
made  of  ebonite,  the  back 
being  shaped  to  admit  of  a 
plate  of  carbon  c,  the  fece 
of  which  is  studded  with 
small  pyramids,  as  shown 
in  plan  by  fig.  158.  On 
the  back  of  this  plate  is 
fitted  a  brass  block  drilled 
and  tapped  to  admit  the 
fixing  screw  s,  which  also 
forms  the  electrical  con- 
nection to  plate  c.  The 
diaphragm  n  isa  thin  carbon 
plate  varnished  on  its  outer 
surface  to  exclude  moisture 
condensed  by  the  act  of 
speaking.  The  connection 
Fio  'S7-  i  real  Hie.  ^-^^  jj^g   (jjg^,  jg   secured 

through  a  metal  ring  upon  which  it  rests.  A  woollen  ring 
upon  the  diaphrj^m  forms 
a  pad  for  retaining  the 
granules  of  gtaphited  car- 
bon between  the  front  and 
back  plates,  and  also 
'  damps  '  the  vibrations. 
The  centre  pyramids  are 
slightly  truncated,  and  tufts 
of  silk  are  gummed  upon 
them  also  to  act  as 
'dampers'  to  the  diaphragm 
and  so  get  rid  of  non- 
FiG.  .58.  \  real  siio.  perslsteut  vjbrations.     Con- 

nection is  made  with  the  front  disc  by  a  small  brass  rod 
B  rivetted  into  the  meUl  ring  t,  upon  which  the  diaphragm 
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rests.  L  is  a  felt  packing  ring  treated  with  paraffin  wax  to 
exclude  moisture,  and  the  whole  is  clamped  together  by  the 
screwed  ring  w.  There  is  no  actual  mouthpiece,  but  a  piece 
of  wire  gauze  fitted  into  the  cover  opposite  the  diaphragm 
protects  the  latter  from  injury.  The  presence  of  a  bell- 
shaped  mouthpiece  in  a  telephone  meant  for  general  use  is 
objectionable  on  sanitary  grounds.  For  this  reason  also 
each  operator  at  a  telephone  exchange  where  such  trans- 
mitters are  necessary  should  have  a  separate  transmitter 
set  apart  for  his  or  her  special  use.      The  efficiency  of 


the  Deckert  transmitter  in  its  most  approved  form  bears 
favourable  comparison  with  any  form  yet  introduced. 

The  standard  instrument  of  the  Post  Office,  known  as 
the  Post  Office  telephone,  is  shown  in  diagrammatic  form 
in  fig.  159.  The  functions  of  the  various  parts  are  the  same 
as  in  the  Gower-Bell  telephone  ;  in  fact,  the  one  instrument 
is  a  modification  of  the  other.  The  granular  (Deckert)  trans- 
mitter is  electrically  connected  between  the  two  points  as 
shown,  and  is  fixed  upon  the  face  of  the  cover  in  a  vertical 
position.  It  is  therefore  directly  opposite  the  speaker's  mouth, 
whereas  in  the  case  of  the  Gower-Bell  telephone  the  micro- 
phone is  placed  in  an  inclined  position,  which  renders  a  slight 
stoop  necessary  on  the  part  of  the  speaker  in  order  to 
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obtain  the  best  effect.  The  electrical  connections  of  the 
two  instruments  are  so  arranged  that  one  may  be  made  to 
replace  the  other  upon  any  circuit.  This  will  be  clear  if  the 
internal  connections  of  the  two  instruments  be  compared. 

It  has  already  been  mentioned  that  an  electric  bell  is 
provided  on  a  telephone  circuit  to  call  attention  between 
the  two  or  more  instruments  on  the  circuit.  Such  a  bell  is 
shown  in  fig.  i6o.  It  consists  of  an  electro-magnet  e  fitted 
upon  a  frame,  which    is    mounted  on  a  wooden  base. 

Fixed  by  means  of  a  spring  s  to 
the  same  frame  is  an  armature 
capable  of  vibrating  in  front  of  the 
poles  of  the  electro-magnet,  and 
this  is  extended  by  a  stout  wire 
terminating  in  a  small  bell-hammer 
near  to  a  bell-dome. 

On  the  side  of  the  armature 
opposite  to  that  of  the  electro- 
magnet is  fitted  an  insulated  ad- 
justable contact  stop  c,  and  the 
spring  s  is  so  formed  that  its 
flexible  end  normally  rests  against 
this  stop.  The  electrical  connec- 
tions are  from  terminal  a,  through 
the  coils  to  the  frame,  along  the 
spring  s  to  the  contact  stop  c,  and 
thence  to  the  other  terminal  b.  If 
now  a  current  pass,  the  armature  will  be  attracted  and 
the  bell-hammer  will  strike  the  dome,  but  this  move- 
ment will  break  the  circuit  at  c,  and  the  tension  of 
the  spring  will  therefore  bring  back  the  armature ;  the 
circuit  will  be  again  complete,  the  armature  attracted,  and 
the  bell  struck ;  and  thus  the  armature,  being  alternately 
attracted  by  the  electro-magnet  and  replaced  by  the 
spring,  will  cause  the  bell  to  ring  steadily  so  long  as  a 
current  is  kept  on.  There  are  many  forms  of  these 
trembler  bells,  but  the  principle  in  all  is  alike,  except  that 
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Fig.  i6z. 


in  some  cases  they  are  arranged  to  short-circuit  the  coils 
when  the  armature  is  attracted  instead  of  breaking  the 
circuit.  The  adjustment  of  the  flat 
spring  s  which  is  sometimes  neces- 
sary is  at  best  an  unsatisfactory  and 
unmechanical  device,  and  accord- 
ingly in  the  most  recent  bells  made 
by  the  Post  Office  the  armature  is 
pivotted  and  fitted  with  an  adjustable 
spiral  spring. 

Magneto  call  bells  are  now  very 
largely  used  in  connection  with  the 
telephone.    The  principle  is  shown  by  fig.  i6i. 

The  armature  a  is  polarised,  and  is  so  pivotted  that  it  can 
be  attracted  and  repelled  alternately  by  the  poles  of  the 
electro-magnet  e.  The  hammer  h 
attached  to  the  armature  moves  be- 
tween two  domes,  d„  Dj,  and  so, 
when  the  armature  is  actuated  by 
alternating  currents,  the  domes  are 
struck  alternately.  The  alternating 
currents  are  obtained  from  a  mag- 
neto machine. 

The  magneto  instrument  used  is 
not  of  the  form  described  in  con- 
nection with  the  Wheatstone  ABC 
system  (p.  87),  but  is  based  upon 
a  design  of  revolving  armature  in- 
vented by  Siemens. 

The  general  arrangement  of  mag- 
neto generators  will  be  understood 
on  reference  to  fig.  162.  n  s  is  one  of 
three  or  more  strongly  magnetised 
magnets  arranged  in  a  series,  but 
with  a  small  space  between.  Fitted  upon  the  poles  are  soft- 
iron  polepieces  «,  5,  kept  apart  by  means  of  brass  pillars  b 
and  curved  on  their  inner  faces  to  form  segments  of  a  circle. 
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Within  this  space  and  extending  the  whole  length  of  the 
compound  magnet  is  pivotted  a  Siemens  H-armature.  The 
core  of  this  armature  really  consists  of  a  solid  soft-iron 
cylinder  accurately  turned  and  centred  so  as  to  nearly  fill 
the  circular  space  between  the  pole-pieces,  and  then  so  cut 
away  longitudinally  as  to  form  a  long  bobbin  with  axial 
projections  upon  which  it  can  turn.  This  core  is  wound 
longitudinally,  the  ends  of  the  coil  being  connected  to 
suitable  points  upon  the  shaft,  one  of  which  is  insulated. 
From  these  two  points  the  ends  of  the  coil  are  connected 
to  the  lines. 

When,  by  means  of  gearing,  this  armature  is  made  to 
rotate,  thus  moving  in  and  disturbing  the  magnetic  field 
between  the  poles  of  the  compound  magnet,  alternate 
currents  are  generated  in  the  armature  coil  and  flow  thence 
to  line,  actuating  the  magneto  bell  as  already  explained.  The 
armature  coil  is  ordinarily  short-circuited  when  not  in  use^ 
but  the  short- circuit  is  automatically  broken  when  the  handle 
is  turned.  A  good  generator  will  ring  a  call-bell  through 
as  much  as  60,000*  in  favourable  conditions,  and  a  good 
magneto  bell  will  respond  under  these  circumstances  and 
yet  will  not  fail  when  the  external  resistance  is  reduced  to  nil. 

When  a  single  telegraph  or  telephone  wire  runs  parallel 
to  one  or  more  similar  circuits  for  any  distance,  the  currents 
set  up  in  it  by  induction  from  the  neighbouring  conductors 
become  very  appreciable.  These  induced  currents  are,  as  a 
rule,  not  strong  enough  to  affect  telegraph  apparatus,  but 
the  telephone,  owing  to  its  extreme  sensitiveness  and 
delicacy,  is  seriously  affected  by  them  and  by  similar  dis- 
turbances due  to  leakage  and  to  the  use  of  the  earth.  The 
result  is  all  kinds  of  confused  sounds,  mingled  with  the  over- 
hearing of  conversation  carried  on  upon  other  wires  ;  and 
indeed  the  disturbances  may  be  sufficient  to  preclude  the 
possibility  of  telephonic  communication  through  the  wire. 
Up  to  the  present  no  means  have  been  devised  of  getting 
rid  of  this  effect  upon  a  single  wire  circuit,  and  in  the  present 
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state  of  our  knowledge  it  does  not  appear  possible  to  do  so. 
The  difficulty  can,  however,  be  overcome  by  using  a  second 
wire  as  a  return  circuit  instead  of  the  ordinary  *  earth '  return 
Such  an  arrangement  is  called  a  metallic  circuit  (see  p.  175). 

Single  wire  telephone-circuits  are  now  rarely  constructed, 
except  for  unimportant  systems  and  in  isolated  cases  where 
a  single  wire  can  be  erected  remote  from  other  lines.  Apart 
altogether  from  inductive  disturbance,  also,  no  satisfactory 
single  wire  system  of  telephonic  communication  is  possible 
owing  to  the  presence  of  earth  currents  (p.  175),  which 
would  be  a  source  of  more  or  less  permanent  interference. 
Many  plans  for  eliminating  these  disturbances  have  been 
suggested,  but  only  one  really  effective  plan  has  yet  been 
found.  This  is  shown  in  figs.  163  and  164.  The  use  of  the 
earth  is  discarded  and  return  wires  are  employed,  so  that 
the  circuit  is  entirely  metallic  ;  and  the  wires  are,  as  it  were, 
twisted  round  each  other,  making  a  complete  revolution 
in  every  four  spans.  This  insures  that,  while  each  of  the  two 
wires  of  a  pair  is  maintained  at  the  same  mean  average  dis- 
tance from  all  external  disturbing  wires  as  the  other,  the  wires 
themselves  shall  be  kept  parallel  with  each  other.  Induction 
still  takes  place,  but  the  effects  of  induction  neutralise  each 
other ;  while  leakage  and  earth  currents,  the  principal  sources 
of  trouble,  are  practically  eliminated.  Figure  163  shows 
the  plan  where  a  single  telephone  circuit  is  erected  amongst 
ordinary  working  wires.  The  other  figure  shows  two  tele- 
phone circuits,  each  pair  of  wires  diagonally  situated  being 
used  for  a  circuit.  The  plan  of  using  double  wires  for 
telephone  circuits  is  now  recognised  as  a  necessity  by 
all  telephone  administrations ;  but  in  lieu  of  the  twist  a 
plan  of  crossing-over  the  two  wires  at  certain  points  is 
frequently  adopted  as  being  more  simple.  It  is,  however, 
also  less  efficient  whenever,  as  in  England,  the  sources  of 
disturbance  are  numerous  and  irregular. 

The  presence  of  electro-magnets  in  a  telephone  circuit 
is  very  .deleterious,  their  effect  being  to  retard  or  choke  the 
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rapid  undulatory  currents  and  so  render  speech  indistinct. 
This  is  obviated  by  the  insertion  of  intermediate  instru- 
ments in  '  bridge '  across  the  two  wjres  or  (in  the  case 
of  single-wire  circuits)  in  'leak'  direct  to  earth.  The 
electro-magnet  at  the  intermediate  station  is  thus  abso- 
lutely removed  from  the  telephonic  circuit,  and  the  higher 
the  'self-induction'  of  the  electro- magnet  the   more  effi- 


ciently will  it  prevent  the  undulatory  currents  from  passing 
by  that  circuit  instead  of  going  through  the  telephone  at 
the  distant  end. 

At  an  early  st^e  of  the  growth  of  telegraphy  the  idea 
was  evolved  of  concentrating  one  end  of  several  lines  at  one 
office  and  there  connecting  them  to  each  other  as  required. 
This  system  proved  exceedingly  useful  when  applied  to 
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private  circuits  connecting  business  houses,  &c.,  and  was 
extensively  employed  in  England  at  the  time  that  the  tele- 
phone was  invented.  The  adaptability  of  the  new  instru- 
ment for  use  by  unskilled  operators  was  at  once  evident,  and 
its  application  to  the  purposes  of  an  *  exchange '  followed 
very  soon.  The  principle  may  be  illustrated  thus  :  Assume 
that  several  wires  from  i,  2,  3,  4,  &c.,  all  terminate  at  a.  If 
it  be  required  that  any  one  place,  say  2,  shall  be  able  to 
communicate  with  any  other  place,  5,  it  will  need  only  a 
very  simple  contrivance  at  a  to  enable  this  to  be  done. 
The  forms  of  switch  are  very  numerous,  but  for  ordinary 
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Fig.  166. 


requirements  they  are  very  simple.  A  very  good  type  of 
switchboard  for  a  small  system  is  shown  by  a  general  view 
in  fig.  165.  This  is  for  five  circuits,  but  a  board  on  this 
simple  plan  may  be  considered  suitable  when  the  number 
of  circuits  does  not  exceed  twenty-five. 

The  construction  of  a  single-wire  circuit  springjack  or 
switchspring  and  its  peg  is  shown  by  fig.  166.  The  cylin- 
drical portion  t  (shown  in  section)  is  inserted  from  behind 
in  the  front  board  of  the  switch  and  fixed  by  screws  passing 
through  the  flange.  Two  springs,  /,  /,  gapped  at  their  front 
end,  are  soldered  into  slots  at  the  back  of  t  ;  between  them, 
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and  insulated  by  slips  of  ebonite,  is  a  central  spring  /,  and 
on  either  side  are  placed  two  other  springs,  l,  l',  the  whole 
being  so  clamped  together  that  the  forward  ends  of  these 
two  springs  pass  through  the  gaps  in  t,  t,  and  normally  rest 
on  contact  points  on  /. 

The  portion  t  is  bored  longitudinally  to  admit  of  the 
insertion  of  the  end  of  &  plug  or  peg,  shown  at  the  lower 
part  of  the  figure.  This  peg,  for  a  single-wire  circuit  con- 
sists merely  of  a  brass  cylindrical  body  formed  to  provide 
for  an  electrical  connection,  which  is  protected  by  a  fibre 
tube,  /,  constituting  a  handle.  This  brass  body  is  extended 
by  a  brass  round-tipped  pin,  c,  which  when  thrust  into  the 
socket  T  of  the  switchspring  lifts  l  and  l'  from  contact  with 


/  and  secures  their  electrical  connection  with  itself.  The 
body  of  the  p^  is  connected  with  a  conductor  in  a  flexible 
cord,  as  shown  in  fig.  165.  These  flexible  cords  are  con- 
structed with  the  central  conductor  generally  made  of  plaited 
tinsel  covered  with  cotton,  which  is  protected  by  an  outer 
covering  of  braided  mohair  or  (occasionally)  silk. 

It  is  evidently  necessary  that  means  be  provided  for 
attracting  the  attention  of  the  operator  at  the  exchange.  A 
type  of  indicator  that  is  commonly  employed  is  shown  in  side 
(sectional)  elevation  by  fig.  167.  m  is  an  electro-magnet, 
one  coil  only  of  which  is  seen.  B  is  a  soft-iron  strip  which 
forms  the  common  support  and  yoke  of  several  such  electro- 
magnets placed  side  by  side  at  distances  of  about  \\  inches 
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centre  to  centre,  c  is  a  brass  fitting  which  is  clamped  over 
the  projecting  cores  of  m,  and  provides  pivot-bearings  for 
the  soft-iron  armature  a.  This  armature  moves  in  a  vertical 
plane,  and  is  prevented  from  sticking  to  the  cores  by  a 
brass  pin  projecting  from  them.  At  right  angles  to  the 
armature  is  an  arm  d  terminating  in  a  catch ;  this  arm  lies 
centrally  over  the  coils.  The  hinge-pin  of  the  shutter  p  and 
a  light  local- contact  spring  s  are  clamped  between  the 
plate  G  and  a  smaller  plate  behind  it.  Normally,  the  shutter 
p  is  held  in  an  almost  vertical  position  by  the  catch  on  the 
detent-lever  d,  the  weight  of  which  keeps  the  armature  away 


EARTH     LP 


I 


LINE 


SWITCH  SPRING 

Fig.  i68. 


from  the  cores  when  no  current  is  passing  through  the 
coils.  When  d  is  lifted  by  the  attraction  of  the  armature, 
p  falls  by  virtue  of  its  weight ;  and  a  small  tail-piece  on  the 
shutter  presses  s  against  a  contact-stud  r,  passing  through 
an  ebonite  collet  fixed  in  the  iron  base  plate  b.  This  is 
arranged  to  complete  a  local  bell  circuit,  if  necessary.  To 
the  brass  block  c  a  piece  of  ebonite  is  fitted  which  carries 
two  thin  connection  strips  d.  The  ends  of  the  coils  are 
soldered  to  the  inner  ends  of  the  strips,  and  the  external 
connections  to  the  outer  ends.  One  such  indicator  is  placed 
at  the  exchange  in  the  line  circuit  of  each  subscriber.  The 
arrangement  and  electrical  connections  of  the  apparatus 
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at  the  exchange  end  of  a  subscriber's  line  are  shown  by 
fig.  168.  Normally,  the  line  passes  through  the  indicator 
and  switchspring  to  earth  \  but  the  switchspring  provides 
means  whereby  the  earth  circuit  may  be  broken  and  through 
connection  made  to  the  operator's  telephone  or  to  a  second 
subscriber's  line.  It  will  be  seen  that  the  insertion  of  the 
peg  in  the  switchspring  forces  l  and  l'  outwards ;  thus 
breaking  the  earth  circuit  and  connecting  the  line  to  the 
tip  of  the  peg  and  to  the  flexible  insulated  conductor 
connected  to  it  beneath  the  peg  cover. 

When  a  subscriber  calls  by  joining  a  battery  or  magneto- 
generator  to  line,  the  shutter  p  of  the  indicator  falls.  The 
operator  is  provided  with  a  telephone,  earthed  on  one  side, 
and  terminating  in  a  peg  at  the  other.  This  peg  is  inserted 
in  the  switchspring  of  the  calling  subscriber,  and  when  it 
has  been  ascertained  to  whom  he  wishes  to  speak  the  operator 
joins  the  two  lines  together  by  inserting  one  of  a  pair  of  pegs 
in  each  subscriber's  switchspring,  the  pegs  being  connected 
by  a  single  conductor  cord.  Both  indicators  are  in  circuit, 
and  if  the  indicator  shutters  be  replaced  by  the  operator 
when  connection  is  completed,  a  *ring-ofif'  signal  given  by 
either  subscriber  when  the  conversation  is  finished  will 
cause  the  shutters  to  fall  again,  and  indicate  to  the  operator 
that  the  circuits  may  be  restored  to  their  normal  condition. 

L  p  is  a  lightning  protector.  The  bell  circuit  shown  is 
common  to  all  indicators,  and  is  only  completed  by  the 
switch  at  night  time. 

If  the  lines  were  of  any  considerable  length  it  would  be 
necessary  to  have  the  indicators  wound  to  a  high  resistance 
and  connected  in  a  *  leak  circuit.' 

This  method  of  exchange  working  with  pairs  of  pegs 
and  continuous  cords  is  not  applicable  to  cases  where  the 
number  of  subscribers  is  greater  than  about  twenty-five  or 
fifty.  When  the  number  is  large,  a  more  elaborate  switch- 
board is  employed ;  but  the  connections  at  the  exchange 
end  of  the  line  remain  practically  the  same.    The  main 
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differences  between  the  small  and  the  large  switchboard 
consist  in  the  arrangement  of  the  operator's  set,  and  the  pegs 
and  cords  for  through  connecting  purposes. 

For  each  pair  of  pegs  a  special  'ring-off'  indicator  is 
provided,  brought  into  circuit  as  a  '  leak '  only  when  through 
connection  is  made.  This  Indicator  is  shown  by  fig.  169. 
The  parts  are  lettered  to  correspond  with  those  of  the 
indicator  shown  in  fig.  167.  The  electromagnet  has  but 
one  coil  m,  and  is  encased  in  an  iron  cylinder  F.  The 
armature  a  is  provided  with  a  screw,  by  means  of  which  the 
'play '  of  the  arm  d  may  be  regulated.  The  ends  of  the 
coil  are  brought  out  in  the  form  of  two  stiff  wires  passing 
through  holes  in  the  armature.     When  the  shutter  falls,  the 


tail  piece  presses  a  spring  contact  (not  shown  in  the  figure), 
and  completes  a  local  bell  circuit  when  necessary. 

The  complete  connections  of  a  peg  and  cord  circuit, 
together  with  the  switches  used  by  the  operator  for  '  ringing ' 
and  '  speaking,'  are  shown  in  fig.  170.  The  pegs  a  and  a' 
are  shown  in  their  normal  positions,  resting  upon  an  earth- 
connected  brass  plate  with  which  an  extension  of  the  brass 
barrel  of  the  peg  makes  contact.  Small  pulley  weights 
running  on  the  peg-cords  keep  a  and  a'  in  the  normal 
position.  The  fixed  ends  of  the  cord  are  connected  to  the 
springs  1 1'  of  the  table  or  speaking  key  which  normally 
rest  upon  the  inner  contacts,  both  sides  of  the  indicator 
being  then  to  earth,  r  is  a  key  the  function  of  which  is  to 
connect  the  magneto-generator  to  the  peg  a  when  the  table 
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key  is  in  the  speaking  position.  Similarly  r'  connects  the 
generator  to  a'. 

Suppose  now  that  subscriber  No.  52  calls ;  the  shutter. 
of  the  indicator  in  the  line  falls,  and  the  operator  at  once 
inserts  one  of  the  pair  of  pegs,  say  a,  into  the  subscriber's 
switchspring  and  pulls  forward 
the  lever  of  the  table  key,  which 
forces  the  springs  /  and  t'  against 
the  outer  contacts,  and  joins  the 
line  through  A,  t,  the  upper  con- 
tact of  R,  thence  through  the 
operator's  set  and  the  right-hand 
portion  of  the  peg  '  circuit,  to 
earth  at  the  brass  plate  upon 
which  a'  rests.  When  the 
operator  has  ascertained  that 
No.  52  wishes  to  speak,  say,  to 
subscriber  95,  she  inserts  a'  into 
the  switchspring  of  the  latter, 
depresses  the  ringing  key  r'  (and 
at  a  small  exchange  works  the 
generator),  thus  attracting  the 
subscriber's  attention  by  causing 
the  bell  in  connection  with  his 
instrument  to  ring.  When  the 
attention  of  95  has  been  gained, 
the  operator  restores  the  table 
key  to  its  normal   position   {as 

shown  in  the  figure),  which  com-  earth 

pletes  the  circuit  from  peg  to  peg  "^  '^ 

and  therefore  from  subscriber  to  subscriber.  The  'ring- 
off'  indicator  is  a  permanent  leak  lo  earth  on  the  circuit, 
but  its  impedance  to  telephone  currents  is  so  great  that  its 
presence  does  not  sensibly  lower  the  efficiency  of  the 
circuit.  On  the  conclusion  of  conversation,  the  subscribers 
give  a  'ring-off'  signal   by  sending  an  alternating  current 
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from  their  magneto-generators.  The  alternations  of  this 
current,  which  are  much  slower  than  those  of  the  tele- 
phonic currents,  actuate  the  indicator.  The  operator  then 
withdraws  the  pegs,  and  evefything  is  again  normal 

It  is  obvious  that  there  is  a  limit  to  the  number  of 
subscribers  that  can  be  dealt  with  by  one  operator,  and 
for  small  exchanges  an  operator  may  be  placed  in  charge 
of  a  switch  section  upon  which  loo,  or  even  more,  lines 
are  terminated.  This  number  is,  of  course,  determined  by 
the  average  number  of  calls  per  subscriber,  which  in  turn 
depends  upon  the  number  of  possible  correspondents — i.e. 
upon  the  magnitude  of  the  exchange  system.     The  larger  the 


system  the  smaller  will  be  the  number  of  subscribers  which 

it  is  possible  for  one  operator  to  satisfactorily  deal  with. 

Where  several  switch  sections  are  needed,  means  must 
be  provided  for  connecting  a  subscriber  on  any  one  sec- 
tion to  a  subscriber  on  any  other  section.  Communi- 
cation between  adjacent  sections  could,  of  course,  be 
made  by  pegs  and  cords,  but  such  a  method  is  obviously 
impracticable  in  the  case  of  switch  sections  far  removed 
from  each  other.  One  method  of  overcoming  the  difficulty 
is  to  provide  a  number  of  circuits  terminating  in  switch- 
springs,  from  each  section  to  every  other  section,  by  means 
of  which  a  subscriber's  line  may  be  extended  or  transferred 
from  one  to  the  other.  Such  circuits  are  known  as  'through' 
or  '  transfer '  circuits. 

In  large  exchanges,  however,  the  delay  introduced  by 
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the  additional  operation  and  the  necessity  for  providing  an 
abnormally  large  number  of  these  transfer  circuits  between 
any  one  and  each  of  the  other  sections  render  such  a  plan 
unworkable.  What  is  really  required  is,  that  each  operator, 
although  only  attending  to  the  *  calls '  of  his  allotted  sub- 
scribers, shall  be  able  to  make  connection  with  all  sub- 
scribers on  the  system  without  requiring  the  assistance  of 
any  other  operator.  This  is  effected  by  means  of  the 
*  multiple '  switch. 

The  principle  of  the  multiple  switch  will  be  readily 
understood  from  fig.  171.  Each  section,  I,  II,  III,  is 
arranged  for  a  certain  number  of  subscribers  (usually  200), 
sufficient  to  require  the  attention  of  three  operators.  Each 
of  these  sections  is  fitted  with  switchsprings  to  accommodate 


Fig.  172.    Full  size. 

the  whole  number  of  subscribers  to  the  exchange,  and  the 
several  lines  are  taken  consecutively  through  each  section  ; 
but  at  only  one  is  there  an  indicator  by  which  a  sub- 
scriber can  gain  attention.  Thus  each  operator  is  able,  by 
means  of  the  switchsprings  at  her  own  section  and  without 
moving  from  her  place,  to  put  a  subscriber  directly  into 
communication  with  any  other  subscriber,  although  she  still 
has  to  attend  to  the  requirements  of  only  a  limited  number. 
For  instance,  if  subscriber  2  (fig.  171)  wishes  to  speak  to 
subscriber  5,  the  operator  at  section  I  simply  connects  2 
and  5  by  means  of  a  pair  of  switch  pegs  and  a  flexible  con- 
ductor ;  while,  if  the  reverse  were  the  case,  namely.  No.  5 
wishing  to  call  No.  2,  then  the  operator  at  section  HI 
would  make  a  similar  connection. 
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The  construction  of  a  multiple  switchspring  for  single- 
wire  working  is  shown  in  fig.  173.  A  complete  series  of 
twenty  switchsprings  is  mounted  on  an  ebonite  slab  built 
up  of  a  thick  front  block,  pierced  with  twenty  holes,  and  a 
thinner  broad  plate  with  a  ridge  at  the  back,  upon  which  the 
main  parts  of  the  switchsprings  are  planted.  The  holes 
in  the  front  strip  are  bushed  with  a  brass  tube  or  socket 
which  is  electrically  connected  to  strip  t.  l  Is  a  spring  to 
which  the  incoming  line-wire  is  connected,  and  /  is  an 
insulated  stop  on  which  l  normally  rests  and  to  which  the 
outgoing  iine-wire  is  joined.  When  the  peg  (similar  to  that 
shown  at  fig.  166)  is  inserted  the  incoming  tine-wire  is  dis- 
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connected  from  the  stud  /  and  joined  through  c  to  the 
brass  socket  t  and  to  the  conductor — the  flexible  cord. 

Fig.  173  shows  the  electrical  arrangement  of  the  switch 
for  one  line  passing  through  four  sections.  From  this  it  is 
seen  that  the  line  after  passing  through  the  switchsprings  is 
connected  through  an  indicator  to  earth,  and  that  a  test-wire 
connects  all  the  sockets  T  of  the  corresponding  number  at 
each  section. 

When  no  outside  connection  is  madethe  line- wire  passes 
through  the  corresponding  spring  at  each  section  from  spring 
L  through  contact  stud  /,  and  thence  goes  through  the 
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electro-magnet  of  the  indicator  to  earth.  If  now,  a  peg  be 
inserted,  say,  at  section  f,  stud  /  at  that  switch,  and  conse- 
quently everything  beyond  it,  is  disconnected,  and  the  line 
is  joined  to  t  and  to  the  flexible  cord.  By  means  of  the 
flexible  cord  connection  can  of  course  be  similarly  made  to 
any  other  subscriber.  It  will  be  noticed  that  by  this  arrange- 
ment the  indicators  are  taken  out  of  circuit,  as  it  is  usual 
to  have  *  ring-off '  indicators,  one  of  which  is  in  circuit  with 
each  pair  of  pegs. 

The  multiple  connections  would,  it  is  clear,  lead  to  great 
confusion  if  the  several  operators  had  no  means  of  ascer- 
taining whether  the  subscriber  required  was  engaged  at  any 
of  the  other  switches.  For  instance,  if,  in  the  position  shown 
in  fig.  173,  the  operator  at  section  d  were  to  insert  a  peg, 
it  would  interrupt  the  conversation  already  arranged  for 
at  F ;  whereas  a  peg  inserted  at  section  g  would  be  simply 
disconnected.  This  difficulty  is  ingeniously  provided  against 
by  means  of  the  brass  socket  connected  to  t.  The  insertion 
of  a  peg  connects  the  incoming  wire  not  only  to  the  flexible 
conductor,  but  also  to  the  test-wire  at  every  switch.  Now, 
in  the  circuit  of  the  operator's  speaking  telephone,  which  is 
of  course  joined  to  earth  on  one  side,  is  a  battery  ;  if  there- 
fore the  other  side  of  the  telephone  be  put  to  earth,  a  current 
will  flow  and  cause  a  click  in  the  telephone.  Before  inserting 
a  peg  into  the  switchspring  of  the  required  subscriber,  the 
operator  simply  touches  the  metallic  socket  with  the  tip  of 
the  peg,  and  if  there  is  no  peg  inserted  in  that  circuit  at 
another  section  no  sound  will  be  heard  at  the  telephone,  but 
if  a  connection  be  already  made,  t  will  be  to  earth  through 
the  subscriber's  line  and  the  slight  consequent  click  will 
show  the  operator  that  the  line  is  engaged.  Although  the 
outline  description  of  the  system  here  given  seems  com- 
paratively complex,  even  with  absolutely  no  reference  to 
many  important  details,  the  actual  working  of  the  complete 
system  is  wonderfully  simple,  and  affords  an  exceedingly  satis- 
factory solution  of  the  difficulty  in  working  large  exchanges. 
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At  a  large  exchange  it  is  usual  to  provide  ringing  power 
for  calling  subscribers  from  a  special  generator  driven  con- 
continously  by  a  small  electric  motor  or  by  a  hot-air  engine. 
The  operator  then  only  needs  to  depress  one  of  the  two 
ringing  keys  which  are  inserted  in  the  peg  circuit  system,  in 
order  to  send  a  ringing  current  upon  one  or  other  of  the  lines 
to  which  the  operator's  set  is  for  the  time  being  connected. 

For  the  sake  of  simplicity  in  description  and  brevity 
single-wire  circuits  have  been  dealt  with;  but,  as  already 
stated  (p.  256),  it  is  practically  impossible  to  secure  good 
working  of  a  system  of  any  extent  except  by  the  use  of 
metallic  circuits,  and  a  brief  indication  of  the  general  work- 
ing conditions  with  metallic  circuits  will  now  be  necessary. 


Fig.  174. 


Fig.  175. 


Fig.  174  shows  the  simplest  arrangement  of  a  metalhc 
circuit  where  the  indicator  is  to  be  replaced  by  a  *  ring-off' 
indicator  when  one  circuit  is  put  through  to  another.  The 
indicator  would  be  of  the  form  shown  in  fig.  167. 

The  corresponding  system  of  the  British  Post  Office  is 
shown  by  fig.  175,  in  which  a  different  type  of  indicator  is 
given.  From  the  first  the  Post  Office  adopted  not  only  the 
metallic  circuit  system  now  universally  admitted  to  be 
essential  to  good  working,  but  also  the  principle  of  auto- 
matic signalling,  the  value  of  which  is  now  well  recognised. 

The  indicator  employed  for  subscribers'  circuits  on  this 
system  is  shown  by  fig.  176.  m  m  is  an  electro-magnet 
having  as  an  armature  a  ring  of  iron  a  a,  hinged  at  a 
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and  so  balanced  that  it  tends  to  fall  forward  and  attract 

attention.    This  ring  carries  a  label  bearing  the  subscriber's 

number.      A  small  magnetic  indoc  i  plays  between  the 

electro-magnet   poles,   and 

when  a  current  passes  is 

deflected  to  one   side  or 

the  other  according  to  the 

direction   of   the   current  I 

S  s'  is  an  insulated  stud  by 

which  a  local  bell  circuit 

is   completed  for  use  as  a 

night    call    or   for    similar 

circumstances.    The  electrical  connections  are  as  shown  in 

fig.  175.     A  current  from  a  battery  fitted  at  the  subscriber's 

end  normally  flows  through  the  circuit,  the  relay  in  the 


subscriber's  telephone  being  biassed  against  it  This 
current  causes  the  indicator  shutter  a  to  remain  up.  The 
subscriber  when  he  wishes  to  call  the  exchange  UAs  his 
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receiver,  thus  disconnecting  the  battery  and  thereby  causing 
the  indicator  shutter  to  drop  and  attract  attention.  The 
operator  replies  by  coming  into  circuit  and  speaking.  In 
order  to  call  a  required  subscriber  from  the  exchange  an 
augmenting  current  in  the  same  direction  as  the  'per- 
manent current '  and  strong  enough  to  overcome  the  bias  of 
the  relay  must  be  sent  by  means  of  the  operator's  ringing  key. 

A  general  indication  of  the  construction  of  the  switch- 
spring  strips  and  of  the  double  connection  peg  is  given  by 
fig.  177.  The  switchsprings,  one  only  of  which  is  shown, 
are  mounted  in  rows  of  twenty  upon  an  ebonite  strip  e. 
The  bush  b  through  which  the  peg  passes  has  an  internal 
diameter  of  a  quarter  of  an  inch,  and  is  provided  with  an 
extension  at  the  back  terminating  in  a  connection  tag.  The 
ebonite  plate  s  is  slotted  at  right  angles  to  its  length  to 
receive  the  springs,  which  are  fi:xed  in  position  by  an  insu- 
lating cement  and  made  secure  by  two  thin  ebonite  strips 
a  b^  let  into  grooves  on  the  surface  of  s,  the  strips  being 
screwed  down  at  each  end.  The  strips  e  and  s  are  fixed 
together  at  the  proper  distance  apart  by  long  screws  passing 
through  brass  tubes,  t.  The  inner  springs  are  left  sufficiently 
free  to  make  a  rubbing  contact  with  the  outer  ones,  which 
have  a  decided  inward  *  set.'  The  tip  of  the  peg  makes 
contact  with  the  short  outer  spring,  and  the  barrel  of  the 
peg  with  the  long  one.  At  the  same  time  it  breaks  the  con- 
tact of  the  outer  with  the  inner  springs,  and  thus  disconnects 
the  subscriber's  indicator  from  the  circuit. 

The  general  principle  of  the  multiple  switch  has  already 
been  indicated  in  connection  with  single-wire  circuits. 
Fig.  178  shows  its  application  to  metallic  circuits.  The 
numbers  I,  II,  III,  and  IV  refer  to  different  sections  at 
which  the  corresponding  switchsprings  are  fitted.  These 
are  similar  in  construction  to  the  switchsprings  shown  in 
fig-  i77>  but  are  provided  with  an  additional  spring  ^,  which 
normally  rests  against  the  bush  /,  through  which  the  peg 
passes.    When  a  peg  is  inserted  the  springs  a  and  b  are 
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pressed  outwards  and  break  contact  with  the  inner  ones. 
The  spring  a  is  fitted  with  a  small  button  of  ebonite,  which 
when  a  moves  outwards  presses  c  away  from  /  and  causes 
it  to  make  contact  with  a  brass  strip  ^,  continuous  along  the 
whole  length  of  the  strip  in  which  the  brass  bushes  are 
fitted.  This  brass  strip  is  connected  to  one  pole  of  a 
battery  the  other  pole  of  which  is  to  earth,  a  and  b  are  the 
two  wires  of  a  subscriber's  circuit,  which  it  will  be  seen  is 
taken  through  a  switchspring  at  each  section,  but  to  an  indi- 
cator s  at  section  I  only.    The  operator  at  that  section  only 


Fig.  178. 

will  therefore  receive  calls  from  that  particular  subscriber, 
while  all  the  other  operators  will  have  access  to  the  circuit. 
Now  assume  a  call  to  be  received  at  s.  The  operator  at 
section  I  inserts  a  peg,  ascertains  who  is  wanted,  and  then, 
if  the  required  subscriber  is  not  already  engaged,  immediately 
effects  the  connection  by  inserting  the  second  peg  into  the 
switchspring  of  that  subscriber's  line.  The  method  of 
determining  whether  any  particular  subscriber  is  engaged  is 
very  simple.  On  reference  to  fig.  179  it  will  be  seen  that 
the  receiver  of  the  operator's  speaking  set  has  the  centre  of 
its  coils  joined  to  earth,  and  when  the  key  k  is  in  the  speak- 
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ing  (or  listening)  position  the  tip  and  barrel  of  each  peg  are 
joined  to  earth  through  one  coil  of  the  receiver.  It  will  also 
be  seen  from  fig.  178  that  the  extreme  left  spring  of  a  switch- 
spring  is  joined  to  the  corresponding  spring  of  all  other 
switchsprings  through  which  the  given  subscriber's  line 
passes.  Now,  when  a  subscriber  is  engaged  there  must  be  a 
peg  in  one  of  the  switchsprings  allotted  to  that  circuit, 
and  c  of  the  switchspring  in  which  the  peg  is  inserted  will 
be  connected  to  the  earthed  battery  through  s.  As  a  con- 
sequence the  bushes,  /,  of  all  the  switchsprings  corresponding 
to  this  subscriber  throughout  the  exchange  will  be  connected 
to  earth  through  the  test  battery.  To  determine,  then, 
whether  or  not  a  subscriber  is  engaged  the  operator  (with 
the  speaking  key,  k,  in  its  speaking  position)  places  the 
tip  of  either  peg  on  the  brass  bush  of  the  required  sub- 
scriber's switchspring  ;  should  he  be  engaged  a  current  will 
flow  to  earth  through  one  receiver  coil  and  cause  a  *  click ' 
to  be  heard  on  making  and  breaking  the  contact.  This 
current,  of  course,  flows  from  the  earthed  battery  and  does 
not  aflect  the  subscriber's  telephone  since  it  is  confined  to 
the  local  circuit  common  to  all  the  left-hand  springs,  which 
is  known  as  the  *  test  wire.' 

The  connections  of  the  peg  and  cord  circuit  with  the 
operator's  telephone  shown  by  fig.  179  are  applicable  for 
both  multiple  and  non-multiple  metallic  circuit  switchboards, 
except  that  for  the  former  the  receiver  need  not  be  earthed 
at  the  centre,  l  is  a  ring-ofl"  indicator  (fig.  169).  The  key  k, 
which  is  shown  in  the  speaking  position,  consists  of  five  springs, 
a,  b^  Cy  d,  and  e.  Normally,  a  and  b  are  in  contact ;  so  also 
are  c,  dy  and  ^,  in  which  position  it  will  be  seen  that  the  pegs 
are  connected  together,  with  the  ring-off"  indicator  in  *  bridge.' 
In  the  position  shown  in  the  diagram  both  pegs  are  joined 
to  the  operator's  speaking  set,  p  though  ringing  key  R,  and  p' 
through  r'.  These  ringing  keys  are  operated  by  a  plunger, 
which  when  depressed  forces  the  longer  springs  against  the 
shorter  ones  and  so  connects  the  magneto  generator  to  p  or 
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p',  according  as  r  or  r'  is  used.  With  the  speaking  key  in 
the  position  shown,  all  the  operator  has  to  do  in  order  to 
reply  to  a  subscriber's  call  is  to  to  insert  a  p^  (say  the  left- 
hand  one)  in  the  corresponding  switch-hole  and  receive  the 
subscriber's  instructions.     Next  the  engaged  test  (as  already 


described)  is  applied  to  the  required  subscriber's  line  with 
the  right-hand  peg  p',  and  if  no  click  be  heard  in  the 
operator's  receiver  the  peg- is  inserted  and  the  plunger  r' 
depressed.  This  causes  a  ringing  current  to  flow  from  the 
generator  along    the  required   subscriber's    line.      Upon 
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receiving  a  reply  from  the  called  subscriber  the  operator 
pushes  back  the  cam-lever  of  the  speaking  key,  which  causes 
the  springs  to  be  forced  outwards  to  the  noimal  position, 
and  by  so  doing  cuts  out  of  circuit  everything  except  the 
through  connection  between  one  peg  and  the  other  with  the 
indicator  in  'bridge.'  When  conversation  between  the 
subscribers  is  completed  they  each  give  a  turn  or  two  of  their 
magneto- generators,  and  thus  cause  an  alternating  current 
to  flow  through  L  strong  enough  to  actuate  the  armature 


and  cause  the  shutter  to  drop.  The  operator  then  pulls 
out  the  pegs  and  restores  the  indicator  shutter  by  hand. 

The  replacement  by  hand  of  the  shutter  of  the  ring-off 
indicator  is  attended  with  considerable  inconvenience  at 
large  or  busy  switches,  and  the  practice  of  all  modem  tele- 
phony tends  towards  making  every  operation  as  fer  as 
possible  automatic.  Accordingly  the  so-called  '  self-restor- 
ing' indicator  is  employed  for  ring-off  purposes.  It  consists 
essentially  of  two  coils,  one  operated  by  the  subscribers  and 
one  (automatically)  by  the  switch  operator. 

Fig.  180  is  a  side  elevation,  partly  in  section,  of  one  form 
of  this  indicator.  The  back  armature  a  is  pivotted  at  C,  and 
fitted   with   a  light  arm  d  terminating  in   a  catch.     This 
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armature  is  actuated  by  line  currents  passing  through  the 
back  and  larger  coil  (1,000")  of  the  iron- sheathed  electro- 
magnet. The  catch  at  the  free  end  of  d  holds  up  a  soft-iron 
armature  a',  shown  in  section.  The  armature  is  pivotted  at 
its  lower  edge,  and  in  front  of  it  is  a  light  aluminium  shutter 
p,  freely  pivotted  at  its  upper  edge  and  normally  hanging 
vertical.  When  a'  is  released  by  the  catch  on  d  it  falls 
forward  by  virtue  of  its  own  weight  and  thrusts  p  outwards, 
as  shown  in  the  lower  part  of  the  figure.  If,  now,  a  current 
be  sent  through  coil  r,  known  as  the  restoring  coil  (450'"), 
the  armature  a'  will  be  attracted  and  the  shutter  will  fall 
into  the  vertical  position.  When  the  current  ceases  the 
armature  is  detained  by  the  catch. 

The  ends  of  the  coil  o  are  brought  out  through  holes  in 
the  armature  a  ;  those  of  the  coil  r  are  brought  out  of  the 
sheathing  through  ebonite  collets,  and  connected  to  wires  r, 
which  terminate  as  connection  tags. 

Hitherto  consideration  has  been  given  only  to  arrange- 
ments for  urban  telephone  circuits,  that  is  to  ciroiits  com- 
prised within  limited  areas,  in  cities  or  towns  with  their 
suburbs.  The  necessities  of  commercial  and  social  life, 
however,  demand  that  all  possible  facilities  be  afforded 
for  telephonic  communication  between  distant  places,  and 
these  facilities  are  provided  by  means  of  'trunk  circuits.' 
In  England  the  system  is  now  under  the  control  of  the 
British  Post  Office,  and  a  network  of  trunk  circuits  is  being 
steadily  and  systematically  developed  whereby  it  is  be- 
coming possible  to  secure  direct  telephonic  communication 
between  the  most  remote  towns  of  the  three  kingdoms. 

The  electrical  connections  of  the  apparatus  at  one  end  of 
a  trunk  circuit  are  shown  by  fig.  18 1.  The  indicator  pis 
really  a  very  sensitive  polarised  relay  wound  in  two  sections 
to  1,000"  and  fitted  with  a  sensitive  polarised  needle  pivotted 
to  move  between  the  poles  of  the  relay  electro- magnet,  and 
free  to  deflect  to  right  or  left  according  to  the  direction  of 
the  current  through  the  relay  coils.     The  a  and  b  lines  of 
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Fig.  i8i. 


the  trunk  circuit  are  connected  together  through  the  line 
springs  and  the  inner  contacts  of  the  switchspring  s,  the  coils 
of  the  relay  in  series  and  the  '  main  perm^ent  ciurent ' 
battery.  The  positive  pole  of  the  battery  is  invariably  con- 
nected to  the  A  line. 
In  connection  with 
one  coil  of  the  relay 
a  circuit  is  formed 
through  a  resistance 
coil  r  (350-),  the 
middle  and  lower 
local  circuit  points 
of  the  switchspring  s 
and  a  ^  local  per- 
manent current ' 
battery.  This  local 
permanent  current 
in  the  right-hand 
coil  is  in  a  direction  to  cause  the  indicator  to  be  deflected 
to  the  right.  It  will  be  evident  that  the  effect  of  the  main 
permanent  current  is  therefore  to  deflect  the  indicator  to 
the  left. 

A  consideration  of  fig.  182,  which  shows  the  theoretical 
connections  of  a  trunk  circuit  complete  under  normal  con- 
ditions, will  enable  the  whole  principle  to  be  readily  under- 
stood. As  the  main  permanent  current  batteries  at  each  end 
of  the  circuit  are  similarly  connected  they  oppose  each 
other,  and  no  current  passes  to  line  from  either.  At  each 
end,  therefore,  the  local  battery  is  fully  effective  through 
the  right-hand  coil,  and  the  indicator  is  accordingly  de- 
flected to  the  right  This  constitutes  the  disengaged 
signal. 

In  order,  now,  that  an  operator  at  one  end  of  the  circuit 
may  attract  the  attention  of  the  distant  station,  it  is  only 
necessary  to  insert  a  peg  into  the  switchsprifig  concerned. 
This  disconnects  both  main  and  local  batteries  at  the  calling 


Fig.  i8a. 


Trunk  Line  System  279 

end  and  leaves  the  main  battery  at  the  distant  end  unop- 
posed. The  result  is  that  a  current  from  that  battery 
passes  through  both  coils  of  the  relay  p,  which  is  strong 
enough  to  overcome  and  reverse  the  polarity  due  to  the  local 

current  through  one  ^ 

coil.  The  indicator 
is  thereby  deflected 
to  the  left,  indicating 
a  calL 

The  distant  opera- 
tor promptly  inserts 
a  peg  in  the  corresponding  switchspring,  thus  disconnecting 
the  permanent  current  batteries.  Both  indicators  are  con- 
sequently vertical,  showing  the  circuit  engaged.  The  two 
operators  are,  of  course,  immediately  in  communication. 

Fig.  183  shows  the  connections  of  a  peg  and  cord  circuit 
at  a  trunk  line  switch  section.  Six  such  sets  of  apparatus 
are  provided  for  five  trunk  circuits,  except  that  the  operator's 
speaking  set  is  common  to  all.  In  series  with  the  line  coil 
of  the  self-restoring  indicator  is  a  *  telephone  exchange  gal- 
vanometer,' having  a  polarised  needle  and  the  coils  wound 
to  1,000*  resistance.  The  needle  of  this  galvanometer  is 
vertical  when  no  current  is  passing. 

s  is  a  speaking  key,  shown  in  the  speaking  position  ; 
normally  the  four  long  springs  are  pressed  outwards  by  the 
wedge-shaped  ebonite  block  which  is  attached  to  a  plunger 
actuated  by  a  cam-lever,  r  and  g  are  ringing  keys  ;  the 
former  on  being  depressed  joins  the  ringing  battery  to  the 
black-covered  peg  p  ;  the  latter  joins  a  generator  to  the  red- 
covered  peg  p'.  The  key  g  is  employed  for  calling  such 
subscribers  as  are  provided  with  magneto  bells,  r  is  used 
for  calling  the  Post  Office  exchange  when  the  insulation  of 
the  trunk  line  is  so  low  a^  to  render  it  necessary. 

Under  normal  conditions  the  tip  and  barrel  of  one  peg 
are  joined  respectively  to  the  tip  and  barrel  of  the  other, 
and  in  *  bridge '  or  *  derived  circuit '  across  the  cords  is  the 
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ring-off  combination  of  self-restoring  indicator  and  tele- 
phone exchange  galvanometer. 

Special  circuits  have  to  be  provided  between  the  Tele- 
phone Company's  exchange  and  that  of  the  Post  Office  in 
order  to  secure  through  connection  between  trunk  and  sub- 
scribers' hnes.  One  of  these  'junction  circuits '  is  provided 
for  every  trunk  line  so  that  no  delay  may  arise  for  want  of 


Fig.  1B3. 
means  of  putting  a  trunk  circuit  through  to  the  Company's 
system. 

In  order  to  trace  the  whole  rationale  of  working,  let  it 
be  assumed  that  a  subscriber  to  the  Telephone  Company 
at  A  requires  communication  with  another  subscriber  at  B. 
He  first  calls  the  company's  exchange  in  the  usual  way  and 
gives  particulars  of  his  call,  being  switched  through  direct 
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to  the  Post  Office  trunk  exchange  or  having  the  call  trans- 
mitted by  the  company's  operator  according  to  local  con- 
ditions. Except  at  small  exchanges  the  demands  are  made 
upon  special  *  record  circuits/  In  any  case  the  record 
operator  at  the  Post  Office  writes  the  particulars  upon  a 
ticket,  which  is  timed  and  passed  on  to  the  trunk  switch 
section  to  which  the  required  circuit  is  connected.  In  its 
due  turn  according  to  time  the  operator  inserts  a  black- 
covered  peg  in  the  line  switchspring,  thereby  automatically 
calling  the  distant  station.  If  it  be  a  direct  connection  (that 
is,  if  a  direct  circuit  exists  between  A  and  B),  the  operator 
at  A  is  put  through  on  a  junction  circuit  to  the  required 
subscriber  at  B  at  once  ;  otherwise  she  gets  forward  step  by 
step.  After  speaking  to  subscriber  at  B,  and  asking  him  to 
keep  listening,  the  operator  at  A  proceeds  to  get  the  calling 
subscriber  in  order  to  complete  the  transaction.  Com- 
munication between  the  Post  Office  operator  and  the 
Company's  exchange  is  conducted  upon  a  *call  circuit' 
upon  which  an  operator  is  constantly  listening.  The  trunk 
operator  has  therefore  only  to  depress  a  call  circuit  key  to 
put  herself  into  communication  with  the  Company's  opera- 
tor and  secure  immediate  connection  to  the  required  sub- 
scriber if  he  be  disengaged  or  agrees  to  accept  the  trunk 
line  call  at  once.  On  completion  of  the  conversation  the 
subscribers  *  ring-off'  by  their  generators,  actuating  the  self- 
restoring  indicator  at  each  end  of  the  trunk  circuit.  Or 
it  may  be  that  at  the  termination  of  the  specified  time  the 
trunk  operator  proceeds  to  disconnect,  in  which  case  the 
restoration  of  the  permanent  current  at  A  gives  the  ring-off 
signal  to  B  on  the  telephone  exchange  galvanometer — the 
self-restoring  indicator  not  being  sensitive  enough  to  respond 
to  that  current.  The  operator  at  B  then  withdraws  the  pegs 
and  the  conditions  become  normal. 

Where  through  connection  is  required  between  trunk 
lines  terminating  on  adjacent  switch  sections  it  may  be 
secured  by  means  of  the  ordinary  cords,  but  such  a  course 
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is  not  practicable  except  for  adjacent  sections.  Where  the 
number  of  sections  is  small  direct  transfer  circuits  are  pro- 
vided between  the  several  sections,  but  this  method  is  of  no 
use  at  large  centres,  and  in  such  cases  the  transfer  circuits, 
instead  of  being  taken  direct  from  one  section  to  another, 
pass  from  the  trunk  switch  to  a  special  *  transfer  switch 
section,'  at  which  it  is  possible  to  effect  a  connection 
between  any  two  sections. 

Trunk  line  communication  is  of  such  vital  importance 
to  many  business  firms  that  a  direct  connection  to  the  trunk 
line  exchange  becomes  necessary.  By  this  means  the  initial 
operation  of  getting  through  the  local  exchange  is  entirely 
saved.  Inasmuch  as  none  of  these  calls  become  im- 
mediately effective,  all  that  is  needed  in  the  first  instance  is 
for  the  recording  operator  to  connect  her  telephone  in  the 
calling  subscriber's  circuit.  This  is  effected  by  the  special 
device  shown  diagrammatically  in  fig.  184.  Beside  the 
switchspring  s  allotted  to  each  subscriber,  is  another  switch- 
spring,  K,  specially  fitted  as  a  *  plug  speaking  key,'  the  inner 
contacts  of  which  are  connected  to  the  line  springs  of  s,  and 
the  outer  to  the  operator's  speaking  set,  including  the  three 
ringing  keys,  d,  r,  and  g.  The  polarised  indicator  relay  p 
is  connected  in  bridge  across  the  two  lines,  which  are  taken 
thence  to  the  switchspring,  s,  and  speaking  key,  k.  The 
normal  position  of  the  plug  of  k  is  as  shown  ;  but  when  the 
plug  is  withdrawn  to  the  limit  of  its  movement  (it  cannot  be 
entirely  removed)  the  outer  springs  make  contact  with  the 
inner  ones  and  the  lines  are  connected  to  the  operator's  set. 
By  withdrawing  the  speaking  plug,  therefore,  without  the 
use  of  any  pegs  or  cords,  the  subscriber's  instructions  can 
be  received  and  recorded.    The  plug  key  is  then  restored. 

When  the  call  matures  and  the  subscriber's  attention  is 
required,  the  plug  key  is  again  withdrawn  and  (by  means  of 
either  d,  r,  or  g)  the  subscriber  is  called.  The  through 
connection  is  effected  by  means  of  pairs  of  pegs  and  cords, 
and  the  indicator  relay  serves  as  a  ring-off  indicator,     d,  r, 
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and  G  are  used  for  calling  by  direct,  reversed,  or  generator 
currents,  according  to  the  description  of  circuit  concerned. 

It  is  impossible  within  the  limits  of  a  short  chapter  to 
give  other  than  a  brief  outline  of  working  conditions  of 
the  telephone  system,  and  many  important  details  have 
necessarily  to  be  omitted. 

The  superimposing  of  a  telegraph  circuit  upon  the  two 
lines  of  a  telephone  circuit  may  be  mentioned  as  one  of  the 
subjects  to  which  only  this  passing  reference  can  be  made. 


At  p.  164  is  described  the  retarding  influence  of  the 
electrostatic  capacity  of  the  line  wire  upon  the  possible 
sjieed  of  transmission  of  electric  currents.  This  influence  is 
of  course  felt  even  more  upon  telephone  than  upon  fast- 
speed  circuits.  The  distance-hmit  of  speaking  by  tele- 
phone depends  upon  the  product  of  the  resistance  of  the 
circuit  (in  ohms)  R,  and  the  capacity  of  the  circuit  (in  micro- 
farads) K — or   KB.    The  following  figures  show  approxi- 
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mately  the  k  r  which  limits  easy  and  practical  speech,  and 
indicate  the  telephonic  value  of  the  conductors  : 

Copper  Wire  (open)  .        .        .     k  r        10,000 
Cables  or  Underground  lines      .      „  8,000 

Iron  Wire  (open)        .         .         .      „  5,000 

The  low  value  of  iron  is  due  to  the  presence  of  electro- 
magnetic inertia  which  is  absent  in  copper.  This  shows 
clearly  that  all  telephone  circuits  should  be  made  of  copper 
wire. 


CHAPTER  XIII. 

CONSTRUCTION   (MATERIALS). 

Telegraph  lines  are  divided  into  two  great  classes,  ist. 
Those  in  which  open,  that  is  overground,  wires  are  em- 
ployed. 2nd.  Those  in  which  covered  wires,  whether  sub- 
terranean or  submarine,  are  employed. 

When  the  choice  lies  between  these  there  is  no  hesita- 
tion whatever  in  selecting  the  former  ;  for  not  only  is  their 
first  cost  less,  but  faults  occurring  upon  them  can  be  far 
more  readily  traced  and  rectified. 

In  England  open  or  overground  wires  are  for  the  most 
part  erected  either  by  the  sides  of  the  roads  or  along  the 
banks  of  the  railways.  Occasionally  they  are  put  up  by  the 
edge  of  the  canals,  although  as  a  general  rule  the  road  and 
the  railway  are  to  be  preferred. 

The  advantages  which  road  and  rail  respectively  offer  as 
routes  for  telegraph  lines  are  so  numerous  that  it  is  no  easy 
matter  to  say  which  is  to  be  preferred.  Although  the  first 
cost  of  the  erection  of  a  telegraph  line  upon  a  road  is  greater 
than  upon  a  railway,  its  subsequent  maintenance,  under 
certain  conditions,  is  cheaper.     The  supervision  of  it  is  also 
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likely  to  be  more  perfect,  for  the  fact  that  the  poles  are 
erected  along  the  side  of  a  road  induces  better  inspection. 
The  inspecting  officer  can  hardly  help  inspecting  every  wire 
and  insulator,  and  little  imperfections  are  thus  easily  detected 
and  removed  before  they  have  time  to  become  injurious. 
The  lineman  placed  in  charge  of  a  length  of  road  line  must 
walk  his  length  :  even  if  he  succeeds  in  obtaining  a  ride,  he 
cannot  be  carried  too  fast  for  the  examination  of  the  wires. 
Upon  the  railway,  on  the  other  hand,  walking  is  difficult, 
and  is  consequently  too  often  neglected — the  lineman  con- 
tenting himself  with  travelling  by  train,  from  which  close 
inspection  is  next  to  impossible. 

The  reparation  of  faults  again  is  as  a  general  rule  more 
speedily  carried  out  upon  roads  than  upon  railways.  In  the 
case  of  the  former,  the  lineman  can  start  immediately  the 
fault  is  reported  to  him  :  with  the  latter,  he  has  not  only 
often  to  wait  some  time  for  the  starting  of  the  train,  but 
frequently  is  carried  past  the  fault,  and  has  to  return,  per- 
haps many  miles,  on  foot.  Hence  it  is  that  not  only  is  the 
number  of  faults  less,  but  they  are  also  of  shorter  duration 
upon  roads  than  upon  railways. 

It  has  been  generally  assumed  that  a  line  by  road  is  more 
liable  to  wilful  damage  than  one  upon  the  railway.  With 
the  earliest  telegraph  lines  this  was  true,  but  experience  of 
late  years  does  not"  favour  the  assumption.  Insulator 
breaking  is  the  main  evil  which  has  been  met  with  on  roads  ; 
but  the  examples  made  of  offenders  in  this  direction  have 
acted  as  a  wholesome  lesson  to  others  who  may  be  similarly 
inclined. 

The  materials  employed  in  the  construction  of  an  open 
line  of  telegraph  may  be  classed  under  the  three  following 
heads  : — i.  Supports.     2.  Wire.     3.  Insulators. 

I.  Supports, 

The  choice  for  these  lies  between  wood  and  iron.  In 
England  the  former  is  all  but  universally  employed.     Iron 
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is  occasionally  introduced,  but  only  to  meet  the  wishes  of 
various  persons  who  have  an  idea  that  an  iron  pole  is  not 
so  unsightly  as  a  wooden  one.  The  main  advantage  which 
wood  possesses  over  iron  for  the  purpose  of  telegraph  sup- 
ports lies  in  its  first  cost.  In  England  it  is  about  one-third 
the  price  of  iron  ,  and  although  the  maintenance  of  wood, 
when  left  in  all  but  its  natural  condition,  far  exceeds  in  cost 
that  of  iron,  yet  timber  subjected  to  one  or  other  of  the  pre- 
servative processes  which  have  been  invented  in  compara- 
tively recent  years  has  thus  far  shown  so  slight  symptoms  of 
decay  that  experience  does  not  yet  warrant  our  forming  any 
definite  opinion  as  to  the  relative  cost  of  maintaining  it  and 
iron.  If,  again,  the  wire  by  any  chance  touches  an  iron 
pole,  good  *  earth '  is  at  once  obtained  by  the  current,  and 
the  circuit  is  broken  down  ;  a  wire  might,  on  the  other  hand, 
be  in  contact  with  a  wooden  pole,  and  only  in  very  wet 
weather  would  it  be  found  difficult  to  work  through  it 

On  the  earliest  telegraph  lines  square  poles  cut  from 
the  best  Baltic  timber  were  employed,  but  for  economical 
reasons  these  very  soon  gave  place  to  native-grown  larch, 
and  now  round  red  fir  obtained  from  Norway  and  Sweden  is 
almost  exclusively  used  in  this  country.  Terminal  poles,  ^ 
however,  are  exceptional,  as  it  is  generally  convenient  to 
have  them  square. 

The  dimensions  of  poles  will,  of  course,  vary  with  the 
number  of  wires  which  a  line  is  intended  to  carry.  Ex- 
perience has  suggested  the  convenience  of  classing  three 
sizes  of  timber  under  the  heads  of  {a)  Light,  {d)  Medium, 
and  (c)  Stout ;  the  first  being  used  for  a  maximum  of  five 
wires,  the  second  for  a  maximum  of  ten  wires,  and  the 
third  for  more  than  ten  wires.  The  diameters  will,  of  course, 
vary  with  the  length  of  the  pole  in  order  to  give  ap- 
proximately the  same  strength  to  all  poles  of  the  same 

^  By  a  terminal  pole  is  meant  not  only  the  last  pole  at  each  end  of 
the  line  to  which  the  wires  are  terminated,  but  also  any  pole  at  which 
the  wires  form  any  angle  approaching  to  90°. 
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class.  The  dimensions  shown  in  the  following  table  of  the 
diameters  at  top  of  pole  and  at  a  distance  of  five  feet  from 
the  butt  will  indicate  the  present  practice  in  this  matter. 


Length 

of  pole  in 

feet 

Diameters  in  inches 

Light 

Medium 

Stout 

At  top 

5  feet 
from  butt 

At  top 

Sfeet 
from  butt 

At  top 

sfeet 
from  butt 

20 
26 
40 

5 
5 
5 

6 

6| 
8 

5i 

51 
6 

7i 
91 

7i 
1\ 

12 

The  trees  are  felled  in  the  winter  months  when  the  sap 
ceases  to  rise,  and  those  selected  should  be  sound,  hard 
grown,  and  free  from  incipient  decay,  large  or  dead  knots,  and 
other  defects.  The  age  of  larch  when  fit  for  telegraph  pur- 
poses ranges  from  twenty-five  to  fifty  years,  according  to  the 
soil  on  which  it  is  grown.  Its  average  life  as  a  pole,  if  not 
specially  prepared  to  resist  rot,  may  be  set  down  at  about 
seven  years.  The  poorer  the  soil  on  which  the  timber  is 
grown,  the  harder  and  more  durable  it  is,  and  the  lighter  and 
more  porous  the  soil  in  which  it  is  planted  the  shorter  its  life. 

There  are  two  kinds  of  decay  to  which  a  telegraph  pole 
is  liable,  viz.  dry-rot  and  wet-rot. 

Dry-rot  is  very  seldom  met  with  in  telegraph  poles  in 
England,  and  therefore  no  special  steps  have  ever  been  taken 
to  guard  against  it.  It  is  due  to  a  species  of  wood -fungus 
— the  Merulius  lachrymans — which  destroys  the  tensile  and 
cohesive  power  of  the  wood,  and  gradually  reduces  it  to 
a  fine  powder.  This  fungus  thrives  best  in  a  close  moist 
atmosphere  without  draughts,  such  as  is  found  in  the  close 
parts  of  the  framing  of  ships  ;  in  fact  it  seldom  attacks  open 
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timber  work  except  in  parts  where  a  free  circulation  of  air 
is  impeded,  such  as  the  butts  of  iron-shod  poles  and  the 
like. 

Wet-rot  is  the  destructive  agent  at  work  more  or  less  on 
all  telegraph  poles,  and  it  is  to  stay  its  ravages  that  all 
the  preservative  processes  have  been  invented.  This  wet- 
rot  is  of  two  kinds,  chemical  2x\di  mechanical.  In  the  former  a 
species  of  slow  combustion  or  *  eremacausis '  takes  place,  as, 
through  the  influence  of  heat  and  moisture,  the  albuminous 
and  nitrogenous  materials  of  the  sap  ferment  and  decompose 
the  cellulin  and  lignin — the  two  constituents  of  which  every 
description  of  timber  is  formed — and  by  a  gradual  process 
of  oxidation  the  pole  slowly  but  surely  rots  away.  The 
germs  of  animal  and  vegetable  life  gradually  begin  to  make 
themselves  evident,  and  exercise  a  destructive  influence. 

But  it  is  to  the  second  or  mechanical  kind  of  wet-rot 
that  the  decay  of  most  of  the  telegraph  poles  in  England  is 
mainly  due.  The  point  at  which  it  makes  itself  evident  is 
unfortunately  that  of  the  ground  line,  or,  as  it  is  more  fre- 
quently termed,  the  wind  and  water  line.  It  is  here  that 
the  varying  conditions  of  moisture  and  temperature  are  most 
felt,  and  to  this  cause  the  decay  is  undoubtedly  due.  For 
if  timber  be  kept  in  a  uniform  state  as  to  temperature  and 
moisture — whether  it  be  perfectly  dry  or  whether  it  be 
continually  under  water — a  very  long  period  will  elapse 
before  the  symptoms  of  decay  begin  to  appear,  unless  indeed 
dry-rot  is  present.  But  where  there  are  rapid  alternations 
of  condition  as  regards  heat  and  moisture,  a  process 
of  disintegration  is  commenced  which  goes  on  steadily 
increasing  until  the  entire  structure  crumbles  away. 

All  the  methods  which  have  been  adopted  for  the 
preservation  of  timber  may  be  divided  into  two  classes : 
those  which  have  been  applied  externally^  and  those  which 
have  been  applied  'internally. 

The  external  applications  are  : — 
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(a)  Seasoning, — The  trees  when  felled  are  cleared  of  their 
branches,  the  bark  is  stripped  off,  and  the  knots  shaved  down  ; 
they  are  then  sheltered  alike  from  the  sun  and  the  rain,  and 
stacked  in  such  a  manner  that  the  air  is  allowed  to  circulate 
freely  amongst  them.  In  this  way  the  evaporation  of  the 
sap  is  promoted.  To  get  rid  of  the  sap  and  the  inherent 
germs  of  decay,  timber  has  been  kept  immersed  for  a  time  in 
salt  water  ;  artificial  drying  in  a  hot-air  chamber  has  also 
been  resorted  to,  but  the  most  perfect  seasoning  is  effected 
by  simple  exposure  to  free  currents  of  air. 

(b)  Charring  and  Tarring. — This  process  consists  in 
gently  roasting  the  butt  end  of  the  pole,  after  it  has  been 
well  seasoned,  for  a  length  of  about  six  feet,  over  a  slow 
fire,  and  removing  it  immediately  the  surface  becomes 
well  blackened  without  being  burnt.  The  object  is  to 
expel  whatever  sap  remains,  to  kill  whatever  animal  ot 
vegetable  life  may  be  present,  to  prevent  absorption  of 
moisture  when  the  pole  is  planted  by  destroying  the  ex- 
ternal pores  of  the  wood  and  substituting  an  impervious 
covering  in  their  place,  and  finally  to  surround  that  portion 
most  liable  to  decay  with  a  powerful  antiseptic  in  the  shape 
of  carbon.  The  bottom  of  the  pole,  as  well  as  the  portion 
which  has  been  charred,  should  then  be  well  coated  with  a 
mixture  of  three  parts  of  Stockholm  tar  to  fourteen  parts 
of  gas  tar  well  boiled,  and  three  parts  of  slaked  lime  added, 
care  being  taken,  before  the  tar  is  put  on,  to  scrape  off  any 
part  of  the  wood  which  may  have  been  burnt  during  the 
process  of  charring.  The  tar  assists  in  more  effectually  ac- 
complishing the  object  of  the  charring,  and  being  applied 
to  the  bottom  of  the  pole,  prevents  moisture  from  entering 
there  and  making  its  way  upwards  under  the  influence  of 
capillary  action. 

In  the  early  days  of  telegraphy  various  local  applications 
were  made  at  the  wind  and  water  line  to  prevent  decay  from 
setting  in  or  to  arrest  it  when  once  commenced,  and  although 
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some  of  these  proved  moderately  successful  in  attaining  the 
end  they  had  in  view,  yet  all  have  been  abandoned  in 
favour  of  one  or  other  of  the  preserving  processes  which 
have  since  been  invented. 

The  decayed  portions,  if  any,  were  at  first  scraped  off 
and  asphalte  was  applied  for  some  distance  above  and 
below  the  wind  and  water  line  ;  cast-iron  and  earthenware 
cylinders  filled  with  asphalte  were  tried  without  success ; 
and  finally  wooden  poles  fitted  with  screw  iron  sockets,  for 
excluding  the  moisture  from  the  wood,  were  put  up  ex- 
perimentally, and  found  to  be  unsatisfactory  both  as  regards 
economy  and  efficiency. 

The  internal  applications  are  of  two  kinds  :  (i)  The  in- 
troduction into  the  pores  of  the  wood  of  certain  metallic 
salts,  which,  by  entering  into  chemical  combination  with  the 
albuminous  materials  of  the  sap,  produce  chemical  com- 
pounds unfavourable  to  decay.  (2)  The  introduction  of 
some  oil  which,  in  addition  to  acting  as  an  antiseptic,  renders 
the  wood  waterproof. 

Of  the  former  class  the  three  best  known  processes  are  : 
(a)  Burnetisingy  (b)  Kyanising,  and  (c)  Boucherising. 

(a)  Burnetising  consists  in  impregnating  the  timber, 
when  perfectly  seasoned,  with  chloride  of  zinc.  The  poles 
are  placed  in  an  open  tank  filled  with  a  solution  of  this  salt, 
and  allowed  to  remain  for  a  length  of  time,  varying  ac- 
cording to  their  condition,  until  they  are  thoroughly  well 
soaked. 

(b)  Kyanising  consists  in  treating  the  poles  in  exactly 
the  same  fashion  with  a  solution  of  corrosive  sublimate 
(perchloride  of  mercury). 

(c)  Boucherising  consists  in  injecting  a  solution  of  copper 
sulphate  longitudinally  through  the  entire  length  of  the  pole. 
The  poles,  instead  of  being  well  seasoned,  must  be  in  the 
green  state  in  ordecto  undergo  this  treatment ;  if  they  are  at 
all  dry  the  process  cannot  be  satisfactorily  applied    They  are 
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simply  cleared  of  their  branches,  drawn  into  the  boucherising 
yard,  laid  upon  a  rack,  and  the  solution  is  then  applied  to 
the  butt  ends  under  the  pressure  which  the  liquid  itself  has 
acquired  from  a  head  of  about  fifty  feet,  at  which  height  the 
tanks  containing  it  are  placed.  This  is  kept  on  until  the 
blue  solution  is  observed  to  issue  from  the  top  of  the  pole. 
The  time  occupied  by  this  operation  varies  according  to  the 
season  of  the  year  at  which  the  work  is  carried  on.  It 
succeeds  best  in  the  spring  and  autumn,  as  at  these  seasons 
the  pores  of  the  wood  are  most  open  ;  frost  effectually  stops 
it.  As  short  a  time  as  possible  should  be  allowed  to  elapse 
between  the  felling  of  the  timber  and  its  being  placed  on  the 
boucherising  frame,  for  the  more  open  the  pores  are  the 
more  easily  is  the  process  carried  on.  For  the  same  reason 
Scotch  fir  can  be  far  more  easily  boucherised  than  larch ; 
quickly  grown  timber  more  easily  than  that  of  hardy  growth. 
Of  the  second  class  of  internal  appHcations  the  only 
system  which  requires  to  be  mentioned  is  that  of  Creosoting. 
Creosote  is  one  of  the  numerous  products  of  coal-tar,  and  is 
obtained  from  it  by  distillation.  When  applied  to  timber  it 
not  only  acts  as  a  powerful  antiseptic,  destroying  the  germs 
of  vegetable  life,  but,  by  filling  the  pores  of  the  wood  with 
an  oily  substance,  it  checks  the  entrance  of  air  and  moisture 
and  the  consequent  growth  of  germs.  The  process  can  be 
advantageously  applied  only  to  well- seasoned  timber  :  upon 
green  wood  it  is  entirely  thrown  away,  and  is  in  fact  worse 
than  useless,  for  it  encloses  without  reaching  and  neutral- 
ising the  septic  germs,  and  thereby  fosters  rather  than 
prevents  the  progress  of  decay.  The  poles  to  be  creosoted 
are  placed  in  a  cylinder  which  is  rendered  air-tight,  and 
from  which  the  air  is  very  carefully  exhausted.  Creosote  is 
then  applied,  and  forced  in  at  a  pressure  varying  according 
to  the  contents  of  the  cylinder  ;  the  time  during  which  it  is 
applied  will  likewise  depend  upon  the  contents  of  the 
cylinder  and  the  condition  of  the  timber.     When  in  proper 
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condition  timber  ought  to  absorb  from  ten  to  twelve  pounds 
of  creosote  per  cubic  foot. 

Of  all  the  processes  which  have  as  yet  been  devised  for 
the  preservation  of  timber,  creosoting  has  been  attended 
with  the  most  beneficial  results,  and  has  given  universal 
satisfaction.  It  would,  in  fact,  be  difficult  to  assign  a  limit 
to  the  life  of  a  properly  creosoted  pole.  Several  which  were 
erected  between  Fareham  and  Portsmouth,  on  the  London 
and  South-AVestem  Railway,  in  1848-49,  when  taken  down 
owing  to  their  small  size  in  1880,  were  found  to  all  appear- 
ance to  be  in  as  good  a  state  of  preservation  as  on  the  day 
when  they  were  first  planted.  Instances  have  occurred  in 
which,  after  the  lapse  of  only  a  few  years,  it  has  been  found 
necessary  to  renew  creosoted  poles,  but  in  such  cases  it  is 
more  than  likely  either  that  decay  had  commenced  before 
they  underwent  the  process,  or  that  being  improperly 
seasoned  they  were  not  in  a  fit  state  to  be  subjected  to  it. 
It  should,  however,  be  added,  that  the  creosote  which  at 
the  present  day  is  sold  for  the  preservation  of  timber  is 
inferior  in  quality  to  that  which  was  formerly  employed,  and 
that  on  this  account  no  reliable  conclusions  can  thus  far  be 
drawn  from  the  experience  of  the  past  as  to  the  value  of 
creosoted  timber  in  the  future.  The  antiseptic  properties 
of  creosote  are  due  mainly  to  the  presence  of  carbolic  and 
cresylic  acids  ;  and  these,  which  in  former  days  were  to  be 
found  in  very  large  proportions  in  commercial  creosote, 
have  of  late  years  become  so  extremely  valuable  as  articles 
of  commerce  that  they  no  longer  exist  to  anything  like  the 
same  extent  as  previously  in  what  is  now  sold  as  creosote. 
How  far  this  may  affect  the  value  of  the  process  it  is  at  pre- 
sent impossible  to  say.  Creosoted  timber  after  being  planted 
for  a  few  years  has  in  some  cases  been  served  with  a  coating 
of  tar,  but  the  economical  advantage  of  this  is  doubtful 
under  ordinary  conditions  in  view  of  the  life  of  properly 
creosoted  poles  without  it. 

Creosoted  poles  cannot  be  painted  satisfactorily.    Where, 


Comparison  of  Presen>attve  Processes       293 

for  ornamental  purposes,  paint  must  be  employed,  the  diffi- 
culty may  be  partly  met  by  dipping  the  butt  ends  of  the 
poles  to  a  distance  of  about  six  or  eight  feet  in  boiling 
creosote  and  painting  the  remainder. 

Next  to  creosoting  the  boucherising  process  has  found 
most  favour,  and  possesses  some  advantages  over  creosot- 
ing. It  can  be  applied  to  the  timber  immediately  it  is  felled, 
and  the  work  of  preparing  the  pole  can  then  be  completed, 
without  much  delay,  in  the  forest  where  it  is  cut.  Bouch- 
erised  timber,  again,  can  be  employed  where,  from  objections 
to  either  the  appearance  or  the  smell,  creosoted  cannot. 
Unlike  the  latter,  too,  it  may  be  painted,  although  the  blue 
marks  of  the  copper  sulphate  gradually  make  their  appearance 
through  the  paint,  unless  it  be  of  a  dark  green  colour,  which 
for  this  reason  is  generally  preferred.  One  great  draw- 
back to  the  employment  of  boucherised  timber  is  the  de- 
structive effect  which  the  copper  sulphate  has  upon  the 
ironwork  made  use  of  in  fitting  up  the  pole.  This  being 
generally  of  a  very  light  character,  is  eaten  away,  and  in 
the  course  of  a  few  years  is  rendered  useless.  Viewed  simply 
in  the  light  of  a  preservative,  boucherising  ranks  below 
creosoting,  and  it  fails  altogether  in  a  certain  proportion  of 
cases  in  which  it  is  applied.  Thus,  when  a  line  has  been 
built  with  boucherised  timber  one  or  two  per  cent,  of  the 
poles  will  be  found  to  be  worthless  within  five  or  six  years  ; 
but  after  these  are  renewed  the  line  will  last  in  good  con- 
dition over  twenty  years. 

Bumetising  and  kyanising  are  seldom  adopted.  The 
latter  has  been  abandoned  mainly  on  account  of  the 
poisonous  nature  of  the  salt ;  and  the  former  possesses  the 
same  inherent  faults  as  boucherising,  in  addition  to  the 
further  disadvantage  that  before  it  can  be  applied  the  timber 
must  be  well  seasoned.  Both  the  chloride  of  zinc  and  the 
copper  sulphate  are  said  to  wash  out,  a  result  which  is  in  all 
probability  due  to  the  compounds  formed  by  them  in  the 
pole  having  lost  their  stability  of  character,  owing  to  the 
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entrance  of  either  air  or  moisture  through  the  pores  of  the 
wood. 

Iron  Poles, — As  has  been  already  remarked,  iron  is  but 
little  employed  in  England  for  telegraph  supports  ;  and  when 
it  becomes  necessary  to  use  it,  the  poles  are  usually  of  a  light 
and  ornamental  description  to  suit  the  wishes  of  those  who 
insist  upon  their  use.  But  in  countries  where  wood  is  ex- 
tremely perishable,  either  from  natural  decay  or  from  the 
attacks  of  the  white  ant;  and  preservative  processes,  on 
account  of  their  expense,  cannot  be  introduced ;  as  well  as 
where  the  means  of  transport  are  limited,  iron  poles  are  very 
extensively  used.  On  account  of  their  weighing  less  than 
wooden  poles,  and  being  manufactured  in  pieces  of  con- 
venient weight  and  bulk,  they  can  be  more  easily  conveyed 
from  place  to  place. 

The  pattern  of  iron  pole  which  has  found  the  most  general 
acceptance,  and  which  is  now  employed  in  almost  every 
quarter  of  the  globe,  is  the  tubular  post  invented  by 
Messrs.  Siemens  Brothers,  section  and  elevation  of  one 
form  of  which  are  given  in  fig.  185.  It  consists  of:  the 
foot-plate  (a),  the  lower  tube  of  cast-iron  (^),  the  upper 
tube  of  wrought-iron  (r),  and  the  lightning  conductor  (d). 
The  foot-plate  is  a  buckled  plate  of  sheet-iron  of  the  form 
shown ;  it  combines  great  rigidity  with  a  certain  possibility 
of  flexure  which  enables  it  to  yield  to  sudden  and  excessive 
strains.  The  square  elevation  in  its  centre  has  four 
bolt-holes  corresponding  to  the  same  number  in  the  lugs 
at  the  bottom  of  the  lower  tube.  This  lower  tube  or  socket 
is  made  of  cast-iron,  and  is  fastened  to  the  foot-plate  by 
means  of  the  four  bolts :  near  the  top  it  has  on  its  inner 
surface  a  projecting  rim,  upon  which  the  bottom  of  the 
upper  portion  of  the  pole  rests.  The  upper  portion,  which 
is  secured  to  the  lower  tube  by  means  of  a  cement  composed 
of  sulphur  and  oxide  of  iron,  consists  of  a  welded  wrought- 
iron  tube  tapering  towards  the  top,  in  which  is  welded  an 
iron  ring  for  the  reception  of  the  lightning  conductor. 
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Messrs.  Siemens  Brothers  also  have  a.  patent  screw-ring 
joint  between  the  wrought-iron  upper  tube  and  the  cast- 
iron  base,  which  has  largely  taken  the  place  of  the  cement 
joint,  and  Messrs.  Bullers  Ltd.  employ  a  taper  ring  shrunk 
on,  near  to  the  butt  end  of  the  upper,  which  closely  fits  into 
the  bore  of  the  base,  while  the  extreme  end  of  the  tube 


Fig.  ig;*. 

rests  upon  a  projection   within   the  base.     Both  forms  of 
joint  have  found  wide  use. 

Poles  of  the  type  referred  to  above  are  made  in  lengths 
of  sixteen  to  thirty-two  feet  Loiter  poles  are  ustially 
built  up  of  three  or  more  sections,  A  pair  of  malleable 
iron   brackets  as  commonly  employed  with  these  poles  is 


shown  in  fig.  185A,  and  several  such  can  be  erected, 
according  to  requirements  and  locality,  on  one  and  the 
same  pole.  The  brackets,  and  in  some  cases  the  bolts,  are 
galvanised. 

When  a  large  number  of  wires  have  to  be  accommodated, 
a  cross  arm  made  of  iron  tube  galvanised  is  very  useful. 
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Such  an  arrangement  for  four  wires  is  exhibited  in  fig.  1858. 
By  using  a  longer  tube  six  or  eight  wires  can  be  erected, 
but  in  ordinary  practice  it  is  more  convenient  to  use  two  or 
more  four-wire  arms  placed  vertically  one  below  the  other, 
at  a  distance  of  one  foot  or  fifteen  inches. 

The  poles  vary  in  size  according  to  the  work  which  is 
required  of  them,  and  as  a  general  rule  their  cost  may  be 
set  down  at  about  three  times  that  of  wooden  posts  of  the 
same  strength.  They  are  numbered  according  to  their 
nominal  breaking  strain  in  cwts. 

A  form  of  iron  pole,  known  as  Hamilton's  Standard, 
which  was  considerably  modified  and  improved  by  Col. 
Mallock,  has  been  largely  employed  in  India.  It  consists 
of  several  wrought-iron  tubes  eight  feet  long  made  in  a 
series  to  one  taper,  so  that  from  two  to  five  of  them  may 
be  fitted  together  by  simple  hammering.  The  lower  part 
of  the  bottom  tube  fits  over  a  tapered  cast-iron  socket 
furnished  at  its  lower  end  with  a  cast-iron  disc  of  a  diameter 
equal  to  four  times  that  of  the  lower  tube. 

An  excellent  form  of  iron  pole,  known  as  BuUer's  Pole,  is 
that  shown  by  fig.  186.  The  upper  part  consists  of  a  single 
wrought  iron  welded  taper  tube  a  b  from  9  to  1 5  feet  in  length. 
About  4"  from  the  lower  end  a  taper  ring  is  shrunk  on,  and 
the  end  of  the  tube  is  made  to  the  same  taper.  The  cast- 
iron  base  or  socket  c  is  similarly  tapered  at  the  upper  end, 
so  that  the  tube  need  only  be  dropped  into  the  socket  and 
needs  no  further  fixing.  The  webbed  cast-iron  base-plate 
G  is  held  in  position  by  a  conical-headed  screw  d.  Where 
the  ground  is  of  such  a  nature  as  to  permit  of  the  base 
being  driven,  the  conical-headed  screw  is  fixed  into  the 
lower  end  of  the  base  c  without  the  base-plate  o.  This 
forms  a  *  base-pile '  type  of  pole,  the  lower  tube  being  by 
this  means  rendered  suitable  for  driving  into  the  ground 
by  means  of  a  pole- driving  apparatus.  This  consists  of  a 
tripod  formed  of  three  iron  rods  hinged  on  a  common 
plate   which  is  fitted   with   two  pulley   blocks.     A  rope 
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passed  over  the  pulleys  supports  a  heavy  weight  terminated 
by  an  iron  rod  about  five  feet  long.  The  driving  apparatus 
being  placed  in  position  over  the  point  which  the  pole 
is  to  occupy,  an  iron  driving  block  is  inserted  into 
the  socket  of  the  base-pile  to  take  the   blow  from   the 


descending  weight,  and  to  serve  also  as  a  guide  to  the 
weight  by  allowing  the  iron  rod  attached  thereto  to  pass 
into  the  base  through  a  hole  in  its  centre.  By  alternately 
raising  and  suddenly  releasing  the  driving  weight  by  means 
of  the  pulley  tackle  two  men  can  readily  drive  the  base 
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into  any  soil  that  is  suitable  for  this  method  of  construc- 
tion. 

The  arms  consist  of  iron  brackets  clamped  to  the  pole 
either  singly  with  back-straps  or  in  pairs  back  to  back,  and 
the  top  of  the  pole  is  fitted  with  a  lightning-rod.  It  is 
inexpedient,  especially  in  tropical  latitudes,  to  fit  an  insulator 
at  the  top  of  the  pole,  as  it  is  so  exposed  to  damage  by 
lightning. 

Base-plates  that  are  not  required  as  such  serve  excel- 
lently as  stay-plates. 

This  pole  possesses  the  great  advantage  of  being  suitable 
for  use  in  rough  countries  where  transport  is  difficult 
and  skilled  labour  unobtainable.  No  portion  weighs  more 
than  60  lbs.  It  may  be  very  quickly  erected,  and  after 
erection  may  be  adjusted  and  fitted  throughout  with  great 
facility. 

2.    Wire, 

In  selecting  wire  for  telegraphic  purposes  the  points  to 
be  borne  in  mind  are  strength  and  durability,  combined  with 
low  resistance  to  the  passage  "of  electricity.  Copper  is  the 
material  which  most  closely  fulfils  every  condition,  but  iron 
wire  has  hitherto  been  all  but  universally  employed  for 
aerial  lines.  Until  comparatively  recently,  copper  has  not 
only  been  too  dear,  but  it  has  been  of  very  impure  quality 
and  has  lacked  mechanical  strength.  Now,  however,  it  is 
manufactured  almost  pure  and  as  strong  as  steel,  so  that  its 
cost  is  the  only  obstacle  in  the  way  of  its  general  use. 

Iron  Wire, — There  are  various  qualities  of  iron  wire, 
known  under  the  names  of  *  best  best,*  *  extra  best  best,' 
*  steel,'  and  *  charcoal'  wire.*     The  last  named  is  the  most 

*  These  terms  are  employed  simply  to  distinguish  the  various 
qualities  of  wire.  *  Best  best '  means  ordinary  puddled  wire,  and  is  in 
fact  indiscriminately  applied  to  almost  any  kind  of  telegraph  wire  or 
iron  bar.  *  Extra  best  best '  is  a  higher  quality,  and  is  obtained  by  the 
introduction  of  charcoal  iron  in  connection  with  the  last  named. 
Charcoal  wire  has,  however,  a  higher  conductivity  than  any  other  kind 
of  iron  wire. 
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expensive,  and  in  the  earlier  telegraph  lines  it  was  in  general 
use  on  account  of  its  being  more  easily  welded  than  wire  of 
a  lower  quality.  Its  high  conductivity  at  present  secures 
its  retention  for  main-line  purposes.  It  is  Swedish  iron  ; 
and  owes  its  value  not  only  to  the  comparative  purity  of 
the  native  ores,  but  to  the  fact  that,  as  it  is  smelted  entirely 
with  charcoal,  it  is  not  contaminated  with  sulphur  and  other 
impurities  which  in  English  iron  so  materially  reduce  the 
conductivity.  A  high-class  English  iron  is  now  largely 
used ;  it  is  of  fair  conductivity  and  of  excellent  mechanic^ 
qualities. 

The  mode  of  manufacture  of  all  kinds  of  iron  wire  is 
very  similar.  We  select  the  common  wire  for  illustration. 
The  *  pigs '  of  iron  from  which  'best  best '  wire  is  drawn  are 
first  of  all  'puddled'  in  a  furnace  ;  the  ball  of  puddled  iron 
is  then  placed  under  a  very  heavy  hammer,  by  which  it  is 
beaten  out  into  a  compact  form.  It  is  then  passed  between 
a  series  of  rollers,  from  which  it  finally  emerges  in  the  shape 
of  a  bar,  much  increased  in  length  and  reduced  in  thick- 
ness. 

The  bar  is  then  passed  through  what  is  technically 
known  as  the  'rolling  mill.'  This  machine  consists  of  a 
series  of  rollers,  placed  in  pairs  alternately  horizontal  and 
vertical.  Each  is  grooved,  but  the  size  of  the  groove 
diminishes  with  each  succeeding  pair  of  rollers.  Thus  as 
the  bar  passes  through  these  its  diameter  is  reduced  to 
whatever  extent  may  be  desired.  The  speed  of  each  pair 
of  rollers  is  controlled  by  separate  driving  gear  arranged  to 
make  them  revolve  at  a  regularly  increasing  speed,  for  the 
length  of  the  bar  increases  between  every  pair,  so  that  what 
enters  the  mill  very  slowly,  finally  issues  from  it  at  a  con- 
siderable speed,  the  increase  varying  of  course  according  to 
the  diameter  to  which  the  bar  has  been  reduced  to  convert 
it  into  wire. 

A  wire  is  reduced  to  a  gauge  smaller  than  the  minimum 
size  to  which  it  can  be  rolled  by  being  forcibly  drawn  when 
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cold  through  a  series  of  dies  whose  diameters  diminish 
regularly  until  the  desired  size  is  reached.  The  drawing 
operation  hardens  the  wire,  so  that  from  time  to  time  during 
the  process  it  has  to  be  annealed. 

The  largest  iron  wire  employed  for  telegraph  purposes 
in  England  weighs  800  lbs.  per  mile,  and  has  a  diameter  of 
242  mils.  It  is  used,  however,  only  under  exceptional  cir- 
cumstances, or  (because  of  its  low  resistance)  upon  very 
long  circuits.  The  wire  in  general  use  for  all  through 
circuits  weighs  400  lbs.  per  mile  (diameter  171  mils).  1  wo 
hundred  lbs.  wire  (121  mils  diameter)  is  used  for  circuits  of 
minor  importance.  For  binding  purposes  a  smaller  wire 
(diameter  66  mils)  of  the  best  selected  charcoal  iron,  highly 
annealed,  very  tough,  soft  and  pliable,  is  employed. 

Iron  wire  if  left  unprotected  in  the  open  air  speedily 
becomes  oxidised,  and  to  prevent  this  it  is  covered  with  a 
protective  coating  of  zinc — commonly  termed  galvanising. 
On  first  exposure  this  zinc  coating  becomes  superficially 
oxidised,  and  the  oxide  being  insoluble  in  water  ordinarily  pro- 
tects the  remainder  of  the  metal  from  further  attack.  Where, 
however,  the  air  is  more  or  less  charged  with  acid  vapours 
the  zinc  coating  is  quickly  destroyed  and  the  life  of  the  wire 
correspondingly  shortened.  Of  late  years  considerable  im- 
provement has  been  made  in  the  method  of  galvanising ; 
the  most  approved  combines  into  one  the  three  processes  of 
annealing,  cleaning,  and  galvanising  the  wire  : — The  hard 
iron  wire  is  first  tempered  by  being  passed  through  a  heated 
tube  ;  it  is  then  drawn  for  a  few  seconds  through  a  bath  of 
hydrochloric  acid,  which  serves  to  remove  all  the  surface 
impurities  ;  it  is  next  guided  by  means  of  rollers  through 
a  bath  of  molten  zinc.  After  leaving  this  the  wire  passes 
through  a  mass  of  different  material — including  sand,  &c. — 
which  acts  as  a  gentle  scraper,  and  is  finally  wound  on  the 
coiling  drums  in  a  thoroughly  galvanised  state. 

The  wire  should  be  manufactured  in  as  long  lengths  as 
possible,  consistent  with  convenience  in  handling  it  when 
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being  erected  ;  but  on  no  account  should  it  be  welded,  for, 
in  the  great  majority  of  cases  where  wires  break  from  any 
other  cause  than  that  of  being  damaged  during  their  erection, 
or  chafed  after  they  are  up,  it  will  be  found  that  the  breakage 
occurs  at  a  weld. 

Flaws  in  a  newly  erected  wire,  due  to  impurities  in  the 
shape  of  cinders,  &c.  which  have  been  allowed  to  find  their 
way  into  the  bars  from  which  the  wire  is  drawn  during  the 
process  of  manufacture,  will  make  themselves  evident  on 
the  occasion  of  the  first  frost  by  the  wire  breaking  at  the 
points  where  they  exist.  For  this  reason  the  bars  should  be 
carefully  selected  from  the  best  material  only,  and  the 
danger  may  be  still  further  obviated  by  using,  instead  of  one 
solid  bar,  a  mass  of  metal  composed  of  several  different 
pieces  laid  together.  Thus  if  eight  pieces  of  iron  be  piled 
together — say  four  i^-inch  billets  boxed  up  in  5 -inch  tops  and 
bottoms  with  3-inch  sides — ^and  if  these  be  well  wash-heated, 
and  rolled  out  into  bars  of  about  i^  inch  diameter,  they 
will  when  passed  through  the  rolling-mill  produce  an  entire 
length  of  about  one-third  of  a  mile  of  the  400  lbs.  size.  Iron 
wire  manufactured  in  this  way  is  found  to  combine  the 
ductility  of  strand  with  the  homogeneity  of  solid  iron,  and 
reduces  to  a  minimum  any  danger  of  breakages  occurring 
through  flaws. 

It  is  essential  that  the  wire  employed  in  telegraphy  should 
be  free  from  flaws,  welds,  and  impurities — and  that  its  powei 
to  resist  breaking  strain  should  be  uniform  throughout. 
Both  these  requirements  are  tested  by  one  and  the  same 
process,  which  is  as  follows  : — The  galvanised  iron  wire  is 
placed  on  a  simple  loose  wheel,  or  *  swift,*  as  it  is  technic- 
ally termed ;  from  this  it  is  drawn  alternately  over  and 
under  three  or  more  small  pulleys  arranged  in  the  manner 
shown  in  fig.  187.  It  then  passes  round  a  large  V  sheave, 
and  is  finally  wound  upon  a  drum  which  is  turned  with 
a  velocity  greater  by  about  2  per  cent,  than  that  of  the 
V  sheave.   The  strain,  which  it  will  be  seen  is  thus  put  upon 


Tests  for  Iron   Wire  303 

the  wire,  not  only  tests  its  strength,  but  makes  evident  any 
defects  which  it  may  contain.  As  a  further  precaution  the 
coils  of  wire  previously  to  being  issued  should  be  carefully 
examined  by  the  eye. 


Fig.  187. 

There  are  four  mechanical  tests  to  which  iron  wire  may 
be  subjected  in  order  to  prove  its  quality,     ist.  It  should 
be  capable  of  being  bent  backwards  and  forwards  at  right 
angles  to  itself  a  certain  number  of  times  without  breaking. 
2nd.  It  should  be  capable  of  being  wound  around  itself  a 
certain  number  of  times  without  showing  signs  of  splitting. 
3rd.  It  should  be  able  to  bear  a  certain  number  of  twists 
in  a  given  length  without  splitting — this  is  the  torsion  test 
usually  applied.     4th.  It  ought  to  be  able  to  carry  a  certain 
weight  or  resist  a  certain   stress  without  breaking.     This 
test  is  carried  out  either  by  means  of  a  special  machine  or 
by  a  scale  and  weights.     In  the  former  method  care  must 
be  taken  that  the  additional   strain   in   testing  is  not  too 
rapidly  applied,  otherwise,  the  wire  not  having  had  time  to 
yield  to  the  previous  strain,  the  machine  will  really  show  a 
higher  breaking  stress  than  the  wire  actually  possesses  ;  with 
the  latter  the  additional  weights  should  not  be  put   on 
until  the  wire  has  been   allowed  ample  time  to   stretch 
under   the    influence    of   those  previously  in   the    scale. 
It  is  convenient  to  set  the  machine  at  the  specified  breaking 
stress  in  the  first  instance,  so  that  the  wire  may  certainly 
take  that  as  a    minimum.     The   breaking   strain   will   of 
course  vary  according  to  the  gauge  of  the  wire ;  that  for 
400  lbs.  should  not  be  lower  than    1,240   lbs.,  and  for 
200  lbs.  not  less  than  620  lbs.     Galvanising,  although  it 
does  not   seem    to   have  any  appreciable  effect  upon  the 
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breaking  strain  of  the  wire,  to  some  extent  hardens  the  iron, 
and  thus  diminishes  the  coefficient  of  elongation. 

The  following  is  a  copy  of  the  latest  specification  issued 
by  the  British  Postal  Telegraph  Department  for  the  supply 
of  galvanised  iron  wire  to  be  employed  on  their  system  : — 

NoTB.— In  the  following  Specification  the  tenn  '  (nece '  shall  be  understood  to  mean 
a  single  length  of  wire  without  weld,  joint,  or  splice  of  any  description,  either 
before  being  drawn  or  in  the  finished  wire ;  a  '  coil '  shall  be  held  to  mean  a 
'  (Hece '  of  wire  in  the  form  of  a  coil ;  a  *  bundle '  two  or  more  coils  properly- 
bound  together  ;  a  '  parcel '  any  quantity  of  manufactured  wire  presented 
for  examination  and  testing  at  any  one  time.  A  '  mil '  is  the  one*thousandth 
I>art  of  an  inch. 

(i)  The  wire  is  to  be  manafactared  from  charcoal  paddled  bars,* 
to  be  uniformly  annealed,  soft,  pliable,  free  from  scale,  inequalities, 
flaws,  splits,  and  other  defects,  and  must  be  perfectly  cylindrical,  and 
of  one  of  the  sizes  shown  in  the  annexed  Table,  and  subject  to  tlie 
hereinafter  specified  tests. 

(2)  The  wire  is  to  be  drawn  in  continuous  pieces  of  the  weights  and 
diameters  given  in  the  Table.  Every  piece  may  be  gauged  for 
diameter  in  one  or  more  places. 

(3)  The  wire  is  to  be  well  galvanised  with  zinc  spelter,  and  this 
will  be  tested  by  an  officer  (hereinafter  called  the  Inspecting  Officer) 
appointed  by  the  Postmaster- General  for  the  purpose  of  inspecting  and 
testing  the  wire  taking  samples  from  any  piece  or  pieces  and  plunging 
them  into  a  saturated  solution  of  sulphate  of  copper  at  60°  Fahrenheit, 
and  allowing  them  to  remain  in  the  solution  for  one  minute,  when  they 
are  to  be  withdrawn  and  wiped  clean.  The  galvanising  shall  admit  of 
this  process  being  four  times  performed  with  each  sample  without  there 
being  any  sign  of  a  reddish  deposit  of  metallic  copper  on  the  wire, 
which  would  be  the  case  if  the  coating  of  zinc  were  too  thin.  Samples 
taken  from  pieces  of  the  800-lbs.  wire  shall  also  bear  bending  round  a 
bar  2 1  inches  in  diameter  without  any  signs  appearing  of  the  zinc 
cracking  or  peeling  off ;  the  6cx)-lbs.  wire  shall  similarly  bear  bending 
round  a  bar  2J  inches  in  diameter ;  the  450-lbs.  and  400-lbs.  wire 
round  a  bar  2  inches  in  diameter ;  and  the  2CX)-lbs.  wire  round  a  bar 
i^  inches  in  diameter. 

(4)  For  the  purpose  of  testing  the  wire  as  r^ards  freedom  from 
splits,  it  shall,  after  having  been  galvanised,  be  passed  under  and  over 


*  The  words  in  thick  type  are  inserted  only  for  charcoal  wire. 
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four  or  more  rollers  or  pulleys,  placed  at  such  distances  and  in  such 
positions  (fig.  187)  as  the  Inspecting  Officer  shall  firom  time  to  time 
determine.  It  shall  then  be  sufficiently  stretched  or  straightened  to 
remove  all  bends  or  sinuosities  by  passing  round  drums,  either  varying 
in  diameter  or  differentially  geared  as  to  speed.  This  stretching  or 
straightening  process  to  be  done  to  the  satisfaction  of  the  Inspecting 
Officer. 

(5)  If  during  the  process  of  straightening  more  than  5  per  cent,  of  the 
pieces  break  or  show  any  defect,  the  whole  of  the  broken  pieces  shall 
be  rejected.  If  not  more  than  5  per  cent,  prove  defective  the  whole  of 
the  broken  coils  will  be  accepted,  provided  always  that  the  wire  passes 
all  subsequent  tests,  and  that  no  piece  be  less  than  80  lbs.  (EngUsh 
avoirdupois)  in  weight  for  the  800  lbs. ,  60  lbs.  for  the  600  lbs. ,  40  lbs. 
for  the  450  lbs.  and  40x3  lbs. ,  and  20  lbs.  for  the  2CX3  lbs.  wire.  The 
persons  tendering  (herein  called  the  Contractors)  shall  not  weld,  join, 
or  otherwise  splice  any  such  broken  pieces  of  wire  as  may  be  ac- 
cepted, but  the  separate  pieces  are  first  to  be  bound  in  separate  coils, 
and  then  bound  together  to  form  a  bundle  of  the  standard  weight, 
so  that  the  broken  pieces  may  either  be  conveniently  jointed  on 
the  work  before  being  paid  out,  or  be  chosen  for  short  lengths  when 
required. 

(6)  Every  piece  may  be  tested  for  ductility  and  tensile  strength,  and 
5  per  cent,  of  the  entire  number  of  pieces  may  be  cut  and  tested  in 
any  part.  Pieces  cut  for  this  purpose,  or  for  weighing  samples,  shall 
not  be  welded  or  jointed  together  again  by  the  Contractors,  but  shall  be 
treated  in  the  same  manner  as  the  broken  pieces  referred  to  in 
paragraph  5. 

(7)  To  prove  its  ductility  the  wire  must  be  capable  of  bearing  the 
number  of  twists  set  down  in  the  said  Table  without  breaking  or 
showing  any  sign  of  splitting  or  other  defect.  The  twist  test  will  be 
made  as  follows  : — The  piece  of  wire  will  be  gripped  by  two  vices  and 
twisted  by  one  of  the  vices  being  made  to  revolve  at  a  speed  not 
exceeding  one  revolution  per  second.  The  twists  to  be  reckoned  by 
means  of  a  straight  ink-mark,  which  forms  a  spiral  on  the  wire  during 
torsion.  The  full  number  of  twists  must  be  distinctly  visible  between 
the  vices,  no  fractions  being  reckoned. 

(8)  Tests  for  tensile  strength  may  be  made  by  a  lever  or  other 
machine  which  has  the  approval  of  the  Inspecting  Officer,  who  shall  be 
afforded  all  requisite  facilities  for  proving  the  correctness  of  the  machine. 
The  wire  shall  at  first  lift  a  weight  equal  to  at  least  nine-tenths  (^ths) 
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of  the  minimum  tensile  strength  entered  in  the  said  Table  for  the  size 
under  trial,  and  the  remaining  tenth  is  to  be  added  gradually,  by 
convenient  ordinary  weights  of  not  less  than  one-tenth  (^th)  of 
the  remainder,  i.e.  one  hundredth  (^^th)  of  the  minimum  tensile 
strength. 

(9)  The  electrical  resistance  of  each  test  piece  shall  be  reduced 
according  to  its  diameter  and  shall  be  calculated  for  a  temperature  of 
60°  Fahr.  ;  the  length  of  such  test  piece  shall  not  be  less  than  one- 
thirtieth  (^th)  part  of  an  English  statute  mile.  In  the  event  of  any 
dispute  as  to  the  diameter  of  any  test  piece,  the  Inspecting  Officer  may 
have  the  length  in  question  weighed,  and  if  the  weight  per  mile  of  any 
such  test  piece  is  either  more  or  less  than  the  standard  weight,  the 
resistance  shall  not  be  so  high  as  that  when  multiplied  into  its  weight 
per  mile  it  would  exceed  the  constant  number  shown  in  the  said  Table, 
and  in  all  cases  where  the  product  is  greater  than  this  constant  the  wire 
will  be  rejected. 

(10)  It  must  be  imderstood  that  the  tests  referred  to  in  paragraphs 
3,  7,  8,  and  9  are  to  be  applied  to  the  wire  after  it  has  been  straight- 
ened as  specified  in  paragraph  4. 

(11)  If  after  the  examination  of  any  particular  parcel  of  wire  10  per 
cent,  of  such  wire  does  not  meet  all  or  any  of  the  requirements  of  this 
Specification  and  of  the  Table,  the  whole  of  such  parcel  shall  be 
rejected,  and  no  such  parcel  or  any  part  thereof  shall  on  any  account  be 
again  presented  for  examination  and  testing,  and  this  stipulation  shall 
be  deemed  to  be,  and  treated  as,  an  essential  condition  of  the  Contract. 

(12)  Each  piece  when  approved  by  the  Inspecting  Officer  shall  be 
smoothly  and  imiformly  coiled  so  that  the  eye  of  the  coil  shall  not  be 
less  than  26  inches  or  more  than  30  inches  in  diameter,  and  each  coil 
shall  be  separately  bound  with  black  varnished  binders  and  in  no  case 
shall  two  or  more  pieces  be  linked  or  otherwise  joined  together. 

(13)  The  coils  shall  be  made  up  in  bundles,  properly  bound,  within 
the  limits  of  weight  shown  in  the  Table.  Each  bundle  of  approved 
wire  shall  be  weighed  separately,  and  its  weight  (in  English  avoirdupois) 
stamped  on  a  hexagonal  metallic  label  which  shall  be  provided  by  the 
Contractors,  the  label  being  firmly  affixed  to  the  inner  part  of  the  bundle. 
The  Contractors  shall  also  provide  the  assistance  necessary  for  properly 
affixing  to  each  coil  or  bundle  of  approved  wire,  under  the  direction  of 
the  Inspecting  Officer,  a  metallic  seal  which  will  be  provided  by  the 
Postmaster- GeneraL 
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Note. — The  lower  line  of  400  lbs.  gives  the  particulars  for  charcoal  wire. 

The  actual  weight  per  mile  multiplied  by  the  actual  resistance  per  mile 
must  give  a  constant  result.  For  charcoal  wire  the  constant  is  4,736,  and  for 
the  best  quality  ordinary  wire  as  si)ecified  above  the  constant  is  §,328.  For 
example,  with  4oo-lbs.  charcoal  wire  400  x  11*84  =4;736 ;  or  with  6oo.lbs. 
ordinary  wire  600  x  8*88  =  5,328.  If  the  actual  weight  in  either  case  be 
higher  than  the  standard,  the  actual  resistance  must  be  proportionately  less. 

Except  when  cut  for  testing  or  removal  of  defects,  coils  must  not  be 
bound  t(»^ether  in  the  case  of  any  but  the  200-lbs.  wire  where  two  coils  are 
to  be  tied  together  to  form  a  *  bundle.' 

Copper  Wire, — At  p.  299  the  great  superiority  of  copper 
over  iron  wire  as  regards  conductivity  is  pointed  out. 

In  order  to  attain  high  conductivity  in  copper  wire  great 

care  has  to  be  exercised  in  its  manufacture;  thus,  Matthiessen 

found  that  contact  with  air  when  the  metal  was  in  a  molten 

state  reduced  its  conductivity  24  per  cent.,  and  a  mere  trace 

of  arsenic  reduced  it  as  much  as  40  per  cent. 

For  overhead  lines,  although  the  question  of  conductivity 

X  2 


3o8  Construction  {Materials) 

is  of  very  great  importance,  tensile  strength  and  durability 
are  of  even  greater.    When  telegraphy  first  came  into  practi- 
cal use  copper  wire  was  tried,  but  proved  itself  deficient 
in  these  requirements.     Its  ductility  and  its  want  of  tensile 
strength  and  elasticity  rendered  its  use  impracticable.     The 
improvement  which  has  taken  place  of  late  years  in  the 
manufacture  of  copper  wire  is  due  to  the  attention  directed 
to  its  production  necessitated  by  the  exacting  demands  made 
by  the  users.     The  result  is  that  *  hard  drawn  *  copper  wire 
can  now  be  produced  which  has  a  breaking  strain  of  28  tons 
on  the  square  inch ;  that  required  of  iron  wire  according 
to  the  foregoing  specification  being  about  22^  tons.     Copper 
wire  is  also  less  affected  by  impurities  of  the  air,  which  is 
a  very  important  quality,  for,  in  some  localities — such  as 
the  neighbourhood  of  chemical  works — where  iron  wire  is 
destroyed  in  a  few  months,  copper  wire  has  stood  eight 
years'  exposure  without  deterioration.   The  principal  advan- 
tage, however,  which  the  use  of  copper  wire  presents  is  its 
superior  electrical  qualities.     Gauge  for  gauge  its  conduc- 
tivity is  more  than  six  and  a-half  times  that  of  iron ;  its 
electro-magnetic  inertia  (p.  284)  is  negligible  and  its  capacity 
(which  varies  directly  as  the  diameter  of  the  wire)  is  materially 
reduced.     Hence  the  employment  of  copper  wire  leads  to 
an  actual  and  important  increase  in  the  possible  speed  of 
signalling  on  fast-speed  circuits,  as  well  as  in  distinctness  of 
speech  and  in  the  actual  possible  speaking  distance  upon 
telephone  circuits  (see  p.  283).    For  long  telegraph  lines, 
therefore,  and  for  telephone  circuits,  copper  is  being  very 
generally  introduced,  and  it  is  probable  that  its  use  will  be 
much  extended. 

The  following  is  the  specification  for  hard  copper  line 
wire  now  issued  by  the  Postal  Telegraph  authorities  : 

Note.  —In  this  Specification  the  term  '  piece '  shall  be  understood  to  mean  a  single 
length  of  wire  without  joint  or  splice  of  any  description  either  before  being 
drawn  or  in  the  finished  wire  ;  a  *  coil '  shall  be  held  to  mean  a  piece  of  wire 
in  the  form  of  a  coil ;  and  a  '  parcel '  shall  be  any  quantity  of  manufactured 
wire  i»:esented  (at  examination  and  testing  at  anyone  time.  A  '  mil '  is  the 
oae-thoosandth  part  of  an  inch. 
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(1)  The  wire%hall  be  drawn  in  continuous  pieces  of  the  respective 
weights  and  measures  given  in  the  Table  hereunto  annexed,  and  every 
piece  may  be  gauged  for  diameter  in  one  or  more  places. 

(2)  The  wire  shall  be  perfectly  cylindrical,  uniform  in  quality, 
pliable,  free  from  scale,  inequalities,  flaws,  splits,  and  other  defects, 
and  shall  be  subject  to  the  tests  hereinafter  provided  for. 

(3)  Every  piece  may  be  tested  for  ductility  and  tensile  strength,  and 
five  per  cent,  of  the  entire  number  of  pieces  may  be  cut  and  tested  in 
any  part.  Pieces  cut  for  this  purpose  shall  not  be  brazed  or  otherwise 
jointed  together,  but  each  length  shall  be  bound  up  into  a  separate  coil. 

(4)  The  wire  shall  be  capable  of  being  wrapped  in  six  turns  round 
wire  of  its  own  diameter,  unwrapped,  and  again  wrapped  in  six  turns 
round  wire  of  its  own  diameter  in  the  same  direction  as  the  first 
wrapping  without  breaking  ;  and  shall  be  also  capable  of  bearing  the 
number  of  twists,  set  down  in  the  Table  without  breaking.  The  twist- 
test  will  be  made  as  follows  :  The  wire  will  be  gripped  by  two  vices, 
one  of  which  will  be  made  to  revolve  at  a  speed  not  exceeding  one 
revolution  per  second.  The  twists  thus  given  to  the  wire  will  be 
reckoned  by  means  of  an  ink  mark  which  forms  a  spiral  on  the  wire 
during  torsion,  the  full  number  of  twists  to  oe  visible  between  the  vices. 

(5)  Tests  for  tensile  strength  may  be  made  with  a  lever  or  other 
machine  which  has  the  approval  of  the  officer  appointed  on  behalf  of 
the  Postmaster-General  to  inspect  the  wire,  and  hereinafter  called  the 
Inspecting  Officer,  who  shall  be  afforded  all  requisite  facilities  for 
proving  the  correctness  of  the  machine. 

(6)  The  electrical  resistance  of  each  test  piece  shall  be  reduced 
according  to  its  diameter,  and  shall  be  calculated  for  a  temperature  of 
60°  Fahr.  Such  test  piece  shall  measure  not  less  than  one-thirtieth  (^) 
part  of  an  English  statute  mile. 

(7)  If  after  the  examination  of  any  parcel  of  wire  five  per  cent,  of 
such  parcel  fail  to  meet  all  or  any  of  the  requirements  of  this  Specification 
and  of  the  Table,  the  whole  of  such  parcel  shall  be  rejected,  and  on  no 
account  shall  such  parcel  or  any  part  thereof  be  again  presented  for 
examination  and  testing ;  and  this  stipulation  shall  be  deemed  to  be, 
and  shall  be  treated  as,  an  essential  condition  of  the  Contract. 

(8)  Each  piece  when  approved  by  the  Inspecting  Officer  shall  be 
made  into  a  coil  and  be  separately  bound  ;  and  in  no  case  shall  two  or 
more  pieces  be  linked  or  otherwise  jointed  together.  The  eye  of  the  coil 
shall  be  not  less  than  18  inches  nor  more  than  20  inches  in  diameter. 

(9)  Each  coil  of  approved  wire  shall  be  weighed  separately  in  the 
presence  of  the  Inspecting  Officer,  and  its  exact  weight  stamped  on  a 
soft  copper  label  which  shall  be  firmly  affixed  to  the  inner  part  of  the 
coil.  Each  coil  as  aforesaid  shall  also  havca  printed  label  affixed  to 
it  on  which  shall  be  wntten  the  contract -number,  the  consecutive 
number  of  each  coil,  and  the  exact  weight  as  stamped  on  the  copper 
label ;  all  these  particulars  shall  be  entered  upon  the  label  by  the 
Inspecting  Officer,  who  will  add  his  initials  as  a  certificate  of  the 
correctness  of  the  weight.  The  Contractors  shall  also  affix  to  each  coil 
of  approved  wire  under  the  direction  of  the  Inspecting  Officer,  a 
metallic  seal,  the  weight  of  this  seal  being  deducted  from  the  invoiced 
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weight  of  the  wire  when  each  delivery  is  made,  or  on  Completion  of  the 
order,  as  may  be  arranged. 

The  copper  labels  shall  be  provided  by  the  Contractors,  the  printed 
labels  and  the  seals  by  the  Postmaster- General ;  but  the  Contractors 
shall  provide  the  assistance  necessary  for  properly  affixing  such  labels 
and  seals. 

The  wire  shall  be  charged  for  and  invoiced  according  to  the  weights 
specified  on  the  labels. 

(lo)  The  approved  wire  shall  be  wrapped  in  canvas,  and  be 
delivered  as  required,  securely  packed  in  casks  or  cases. 

A  piece  of  string  shall  be  threaded  loosely  through  all  the  coils  in  a 
cask  or  case,  and  the  ends  of  the  string  shall  be  sealed  by  the  Con- 
tractors in  such  a  way  as  to  effectually  prevent  the  removal  of  any  coil 
or  coils  without  the  string  or  seal  being  broken  ;  a  label  shall  be  se- 
curely affixed  showing  the  number  of  coils  enclosed  in  the  sealed  string. 

Table  referred  to  in  the  foregoing  Specification. 


Weight  per 
Statute  Mile 

Approximate  equi- 
valent Diameter 

Mini- 
mum 

Break- 
ing 

Weight 

Minimum 

No.  of 

Twists  in 

3  inches 

Maximum 

Resistance 

per  mile 

of  Wire 

when  hard, 

at  60°  F. 

Minimum 

Weight  of 

each  piece 

(or  coil) 

of  Wire  ^ 

Standard 

lbs. 
100 

ISO 

200 
400 

Range 
allowed 

Standard 

Range 
allowed 

lbs. 

I02J 
I46J 

i53f 

195 

205 

390 
410 

mils. 

79 

97 
112 

158 

mils. 

78 
80 

98 

iioi 

ii3i 
i6oi 

lbs, 
330 

490 

650 

1,250 

30 

25 
20 

12 

Standard 
ohms. 
8782 

5*855 

4-391 
2195 

lbs. 

75 
75 
75 

'  Except  in  the  case  of  pieces  cut  for  testing,  as  provided  for  in  paragraph  3  of 
the  Specification. 

Bronze  Wire, — In  special  circumstances  where  a  stronger 
material  than  copper  is  required,  bronze  is  used,  but  it  is  of 
a  lower  conductivity  than  copper.  A  silicium  bronze  wire 
weighing  one  hundred  pounds  per  mile  is  often  employed 
which  has  a  breaking  strain  50  per  cent,  higher  than  that  of 
copper  wire  of  the  same  weight,  but  its  conductivity  is  only 
half  that  of  the  copper.  Bronze  wire  is,  however,  preferred 
in  some  localities  where  violent  storms  are  prevalent,  and 
where  branches  of  trees  are  liable  to  be  thrown  upon  the 
line,  the  extra  strength  obtained  being  a  consideration. 
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Standard  Wire  Gauge. — Before  quitting  the  subject  of 
wire  it  is  desirable  to  draw  attention  to  the  gauge  according 
to  which  it  is  specified.  Until  recently  this  has  invariably 
been  what  is  known  as  the  Birmingham  Wire  Gauge.  This, 
however,  varied  with  every  manufacturer,  and  there  was  not 
only  no  standard  in  existence  from  which  it  could  be 
corrected,  but,  from  the  fact  that  the  basis  on  which  it  was 
originally  formed  is  hid  in  obscurity,  it  was  impossible  to 
have  one  reproduced  in  a  reliable  shape.  The  Board  of 
Trade  therefore  dealt  with  the  matter  and  issued  a  standard 
gauge  (see  Appendix  H)  which  has  at  least  the  merit  of 
being  fixed,  authorised,  and  legal. 

For  ordinary  purposes,  probably  the  usual  plan  of  re- 
ferring a  gauge  of  wire  to  the  dimensions  of  its  diameter  is 
the  most  practicable ;  but  where,  as  in  the  case  of  telegraph 
wire,  the  range  is  limited  to  a  few  easily  recognisable  sizes, 
it  is  quite  open  to  question  whether  the  gauge  may  not  with 
advantage  be  referred  to  some  other  function  of  the  wire. 
And  when  it  is  remembered  that  wire  is  purchased,  trans- 
ported, and  distributed  along  the  line  by  weight,  that  its 
breaking  strain  is  in  proportion  to  its  weight,  that  its  elec- 
trical resistance — varying  inversely  as  its  sectional  area 
— is  a  function  of  its  weight ;  and,  finally,  that  weight 
is  invariable  in  all  temperatures  and  latitudes,  it  will  be 
admitted  that  multiples  of  a  unit  of  weight  are  the  natural 
telegraph-wire  gauge.  A  size  of  wire  dependent  upon  a  num- 
ber of  pounds  per  mile  will  be  constant  as  long  as  pounds 
and  miles  exist,  and  if  these  units  be  adopted  as  a  basis 
there  is  a  ready  means  of  correcting  the  gauge  at  all  times. 
At  the  suggestion  of  Col.  Mallock,  then  Director- General, 
the  Government  Telegraph  Department  of  India  adopted 
an  iron-wire  gauge  of  this  nature.  It  is  based  upon  the 
weight  per  mile  of  the  wire,  and  the  unit  is  a  wire  weighing 
twenty-five  pounds  per  statute  mile ;  all  other  sizes  of  wire  are 
known  by  their  multiples  of  this  unit,  and  in  terms  of  this 
unit  size  the  resistance,  breaking  strain,  and  comparative  strain 
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of  the  wire  upon  the  insulators  or  posts  can  all  be  readily 
calculated.  This  plan  has  been,  at  least  partially,  followed 
in  this  country ;  the  specifications  just  quoted  show  that  the 
Postal  Telegraph  authorities  in  all  cases  describe  line  wires 
by  the  actual  standard  weight  per  mile. 

3.  Insulators  for  Aerial  Lines, 

In  the  manufacture  of  insulators  two  points  have  to  be 
kept  in  view — ist,  the  material ;  2nd,  the  form. 

I.  The  Material — The  main  object,  of  course,  in  the 
selection  of  this  is  to  find  a  substance  which  will  offer 
the  greatest  possible  resistance  to  the  passage  of  electricity. 
Nothing  has  yet  been  found  which  will  perfectly  insulate  ; 
nor  can  a  theoretically  perfect  body  in  this  respect  ever  be 
looked  for.  Porous  substances  are  inadmissible  on  account 
of  their  absorbing  moisture  too  readily,  and  being  thus 
transformed  into  conductors.  A  glaze  or  surface  can,  it  is 
true,  be  imparted  to  such  substances,  but  no  dependence 
should  ever  be  placed  upon  a  surface  glaze  for  insulating 
purposes,  as  it  soon  becomes  cracked,  so  that  a  porous 
insulator  then  becomes  useless.  The  smooth  surface  is 
indispensable,  however,  for  other  reasons  ;  with  it  the  con- 
ductor is  not  so  liable  to  be  worn  through  by  friction,  and  dirt 
and  dust,  which  in  damp  weather  would  form  a  conducting 
film,  will  not  so  readily  adhere  to  a  smooth  as  to  a  rough 
surface. 

Glass  possesses  both  of  the  qualifications  named  above, 
viz.  high  resistance  to  the  passage  of  electricity  and  a  smooth 
hard  surface  ;  but  along  with  these  it  has  one  inherent  dis- 
advantage which  is  fatal  to  its  employment  as  an  insulator. 
It  is  a  very  hygroscopic  body — that  is  to  say,  it  condenses 
the  moisture  from  the  air  very  readily,  and,  in  a  climate 
such  as  that  of  England,  it  is  for  this  reason  altogether 
unsuitable.  The  surface  of  a  glass  insulator  will  be  almost 
always  covered  more  or  less  with  a  thin  conducting  film  of 
paoisture.  Glass,  moreover,  is  very  brittle,  and  has  been  con- 
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sequently  abandoned  in  favour  of  one  or  other  of  its  rivals. 
Some  years  ago  Mr.  Brooks  introduced  in  America  a  form 
of  insulator  manufactured  from  blown  glass,  which  is  stated 
to  have  given  very  good  results.  These  he  considered  to  be 
mainly  due  to  the  *  air  surface '  of  the  insulator,  nothing  but 
dry  air  being  allowed  to  come  into  contact  with  it  whilst  it 
was  being  manufactured.  It  is  probable,  however,  that 
the  real  explanation  of  its  success  was  the  comparative 
dryness  of  the  atmosphere  in  America  as  compared  with  that 
in  this  country. 

Ebonite  ^  was  at  first  looked  upon  as  a  most  promising 
material  for  insulators.  It  offers  a  very  high  resistance  ;  it 
is  strong,  and  when  first  used  possesses  a  good  smooth  sur- 
face ;  it  has  an  unassuming  appearance,  and  so  escapes 
from  wilful  damage  where  glass,  porcelain,  &c.,  owing  to 
their  inviting  look,  would  run  the  risk  of  being  broken. 
The  defect,  however,  which  practically  precludes  its  employ- 
ment as  an  insulator  is  that  when  exposed  to  the  weather 
its  surface  rapidly  deteriorates.  Instead  of  remaining 
smooth  and  hard  as  when  the  insulator  was  first  put  up,  it 
gradually  becomes  porous  and  spongy  ;  dirt  and  moisture 
readily  adhere  to  it,  and  the  insulator  is  thus  deprived  of 
one  of  the  first  qualities  which  it  ought  to  possess. 

Porcelain  is  the  material  from  which  are  made  most  of 
the  insulators  employed  at  the  present  day  in  England.  Its 
insulating  power  is  high ;  it  possesses  a  good  smooth  sur- 
face ;  and,  provided  it  has  been  perfectly  vitrified  throughout 
so  as  to  be  homogeneous,  impervious  to  moisture,  and  free 
from  flaws,  it  is  eminently  adapted  for  the  formation  of  an 
insulator.  Porcelain,  however,  varies  very  much  in  its 
quality  ;  and  unless  the  manufacture  has  been  carried  out 
with  the  greatest  care,  no  reliance  can  be  placed  upon  it. 
To  all  kinds  of  porcelain  a  glaze  can  be  communicated ; 

'  Ebonite  is  a  mixture  of  two  or  three  parts  of  sulphur  and  five  parts 
of  caoutchouc  baked  for  several  hours  at  170°  F.  under  a  pressure  of 
four  or  five  atmospheres. 
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and  so  long  as  this  remains  good,  so  long  will  the  insulator 
continue  to  give  good  results ;  but,  unless  carefully  manufac- 
tured of  vitrified  material,  when  the  glaze  cracks  moisture 
enters,  and  the  value  of  the  insulator  is  greatly  diminished. 
In  order  to  ascertain  the  capability  of  manufacturers  to 
make  thoroughly  vitrified  insulators  it  is  usual  to  test  un- 
glazed  ware  submitted  for  that  purpose  ;  and  when  the 
finished  insulators  are  delivered,  a  portion  of  the  glaze  is 
ground  off  some  of  them  to  admit  of  the  material  being 
proved. 

Brown  Earthenware  has  been  very  largely  used,  and  is 
still  used  to  a  limited  extent  in  the  manufacture  of  insulators. 
It  does  not  insulate  so  highly  as  good  porcelain,  nor  can  it 
be  so  perfectly  glazed.  It,  however,  possesses  the  advantage 
of  cheapness  over  the  other  materials  which  have  been  named. 

2.  The  Form. — Equally  important  as  the  material  of  which 
an  insulator  should  be  composed  is  the  form  which  should 
be  given  to  it.  In  considering  this,  the  main  object  to  be 
kept  in  view  is  the  same  as  in  the  selection  of  the  material, 
viz.  the  highest  possible  resistance  to  leakage  of  the  current ; 
at  the  same  time  the  strength  of  the  insulator  as  a  support 
must  not  be  altogether  lost  sight  of.  Seeing,  however,  that 
the  insulators  have  little  more  than  the  weight  of  the  wire 
to  withstand,  except  at  the  terminal  poles,  no  trouble  is 
experienced  in  suiting  the  form  of  insulator  to  this.  The 
main  difficulty  which  has  to  be  surmounted  is  the  leakage 
which  takes  place  more  or  less  at  every  support ;  every 
insulator  is  to  a  certain  extent  a  fault,  and  the  magnitude  of 
the  fault  depends  upon  the  form  which  the  insulator  pos- 
sesses. The  resistance  to  the  passage  of  the  current  depends 
not  so  much  upon  the  mass  of  the  insulator  as  it  does  upon 
the  configuration  of  the  surface  ;  the  most  perfect  form  of 
insulator  will  be  that  in  which  the  surface  exposed  is  a 
minimum,  and  the  wire  is  as  far  as  it  can  be  from  the  in- 
sulator's support,  due  allowance  being  of  course  made  for 
the  insulator  itself  being  sufficiently  strong. 
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Numerous  forms  have  from  time  to  time  been  tried. 
Fig.  i88  shows  one  frequently  employed  for  earthenware  insu- 
lators. It  consists  of  two  separate  cups,  C  and  c,  the  inner 
one  being  fixed  in  the  outer  by  means  of  cement ;  the  iron 
bolt  is  also  cemented  into  the  inner  cup.  The  principle  of 
the  two  cups,  or  double-shed  as  it  is  called,  is  now  generally 
adopted  in  all  insulators.  The  object  gained  by  this  form 
is  improved  insulation,  as  the  current,  to  escape  from  the 
wire  (which  is  bound  into  the  groove  shown),  must  niake  its 
way  over  the  entire  surfece  of  the  two  cups  before  it  reaches 
the  bolt  and  so  gets  to  '  earth.'  It  will  be  seen  that  while 
the  outer  surface  is  exposed  to  the  cleansing  action  of  the 
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rain  to  remove  any  dust  or  dirt  which  may  have  adhered  to 
it,  the  inner  cup  is  kept  dry  during  wet  weather,  and  con- 
sequently continues  to  offer  considerable  resistance  to  the 
escape  of  the  current. 

A  radical  defect  of  this  insulator,  however,  was  the 
method  of  fixing.  When  an  insulator  was  broken,  not  the 
cup  but  the  bolt  had  to  be  removed,  which,  owing  to  rust. 
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was  frequently  a  difficult  matter ;  and  the  insulator  was  liable 
to  breakage,  not  only  from  accident  and  stone-throwing, 
but  also  from  the  unequal  expansion  of  the  bolt,  the 
cement  and  the  earthenware  imder  changes  of  temperature. 
This  difficulty  has  been  entirely  removed  by  the  introduc- 
tion of  Cordeaux's  screw  insulator,  shown  in  fig.  189.  The 
principle  can,  of  course,  be  applied  to  any  form  of  insula- 
tor, but  fig.  189  shows  the  double-shed  porcelain  insulator 
most  generally  used.  Improved  methods  of  manufacture 
enable  this  to  be  made  all  in  one  piece. 

The  principle  of  the  screw  insulator  is  as  follows :  a 
coarse  thread  is  formed  on  the  head  of  the  bolt,  and  a  cor- 
responding hollow  thread  is  made  in  the  porcelain  cup. 
The  bolt  is  also  provided  with  a  shoulder  tf,  upon  which  an 
elastic  ring  is  placed,  and  the  cup  is  screwed  down  upon 
this  shoulder.  By  this  means  not  only  can  the  cup  alone 
be  easily  removed  at  any  time  to  allow  of  renewal  or  clean- 
ing, which  is  a  very  great  advantage,  but  the  india-rubber 
ring  admits  of  the  unequal  expansion  of  the  bolt  and  cup 
without  fracture  of  the  latter,  and  when  from  any  cause 
fracture  occurs,  it  is  more  readily  detected  and  the  insulator 
removed. 

When  the  insulators  have  to  be  protected  from  either 
accidental  or  wilful  damage,  such  as  that  occasioned  by 
stone-throwing  and  the  like,  it  is  customary  to  cover  them 
with  an  iron  cap,  and  bind  the  wire  into  a  small  lug  upon  the 
surface  of  the  cap.  Inconvenience  attending  the  use  of  iron 
caps  is  occasioned  by  the  accumulation  of  dust,  insects,  &c., 
beneath  them,  which,  being  protected  by  the  caps  from  the 
cleansing  influence  of  the  rain,  leads  in  time  to  a  deteriora- 
tion of  the  insulation.  An  effort  has  been  made  to  get  over 
this  by  cutting  slits  in  the  iron  cap,  and  although  this  reme- 
dies the  evil  to  some  extent,  yet  only  where  actually  rendered 
necessary  by  excessive  liability  to  breakage  should  iron- 
capped  insulators  be  had  recourse  to. 

Great  difficulty  is  invariably  experienced  in  maintaining 
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good  insulation  upon  lines  which  skirt  the  sea-coast,  no 
matter  what  material  is  employed  or  what  form  of  insu- 
lator is  adopted.  The  insulator  becomes  coated  with  salt, 
which,  being  more  or  less  moist,  conducts  in  all  except  the 
driest  possible  weather.  The  difficulty  is  greatly  increased 
wrhen  the  prevailing  wind  is  from  the  sea.  Upon  no 
account  should  iron-capped  insulators  be  made  use  of  upon 
such  lines  as  these  ;  advantage  should  be  taken  of  the  rain 
to  the  utmost  for  washing  the  salt  from  off  the  outside  sur- 
face at  least  of  the  outer  cup  ;  on  such  lines  rain  materially 
improves  the  insulation.  Wire  covered  with  prepared  tape 
is  occasionally  employed  in  extreme  cases  of  this  nature  ; 
but  by  chafing  against  the  msulator  the  tape  gradually  gets 
rubbed  off,  and  leaves  the  wire  exposed  just  at  the  point 
where  protection  of  this  nature  is  most  required.  Open 
wires  skirting  the  sea-coast  should  therefore  be  resorted  to 
only  when  no  other  route  by  which  they  might  be  carried  is 
available. 


CHAPTER  XIV. 

CONSTRUCTION — (OPEN    WIRES). 

A.    Overground  Telegraphs. 

Surveying, — The  route  for  a  line  of  telegraph,  whether  by 
road  or  by  rail,  having  been  decided  upon,  the  next  point 
is  to  make  a  careful  survey  of  it.  For  this  purpose  the  sur- 
veying officer  should  be  provided  with  a  book  prepared 
upon  the  following  plan,  in  which  are  inserted  the  requisite 
particulars  to  enable  him  to  estimate  the  total  quantity  of 
stores  which  will  be  required,  and  to  provide  for  their  being 
laid  out,  as  well  as  to  make  arrangements  for  obtaining  per- 
mission to  erect  the  poles  where  such  permission  is  required. 
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State  here  the  Locality,  Town,v 
Village,   Bridge,   or  Land- 
mark by  which  the  spot  to  I 
which  the  first  entry  relates 
can  generally  be  identified.  / 


X 

No. 

3 

Distance 

in 

Yards 

3 

Position 

of 

Pole 

4 

Length 

Pole 

5 

Double 

or  Single 

Stays 

6 

Length 

Strut 

7 

Reference 

to  Schedule 

of  Consents 

needed 

8 
Remarks 

Each  page  contains  the  particulars  required  with  regard 
to  13  poles  or  supports. 

Column  I  should  show  the  number  of  each  pole  con- 
secutively from  terminal  station  to  terminal  station. 

Column  2.  The  spans,  or  the  distances  between  the 
poles. 

Column  3.  Their  distances  from  some  fixed  object, 
such  as  the  rails  on  a  railway ;  water  on  canals  ; 
hedges,  walls,  or  ditches  on  roads.  This  is  done 
to  guide  the  hole-diggers  in  case  the  marks  are 
lost. 

Column  4.  The  length  of  the  pole  required  ;  A-poles 
and  double  poles  being  so  marked. 

Column  5.     The  position  and  number  of  stays. 

Column  6.     Details  of  struts. 

Column  7.  Reference  to  the  schedule  of  private  con- 
sents needed. 

Column  8.  The  general  remarks  should  contain  any 
special  instructions  to  the  foremen,  such  as  points 
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where  terminal  insulators,  guards,  leading-in  cups, 
&c.,  are  necessary,  where  the  line  crosses  a  road, 
diverges  through  private  property,  &c. 
The  surveying  officer  should  have  at  least  two  assistants. 
They  should  carry  with  them  a  supply  of  wooden  stakes 
and  a  can  of  white  paint  to  mark  the  position  of  the  poles, 
and  they  should  likewise  be  provided  with  three  or  more 
surveying  rods,  six  or  eight  feet  long,  shod  with  a  conical 
spike  so  that  they  may  be  stuck  into  soft  ground.     They 
should  be  painted  in  black  and  white  sections  each  one  foot 
long.     These  are  indispensable  if  an  accurate  survey  is  to  be 
made,  especially  for  a  line  carrying  several  wires,  for  only  by 
their  means  can  an  estimate  be  formed  of  the  amount  of  the 
curve,  and  the  consequent  strain  to  which  each  pole  will  be 
subjected  ;  and  without  this  information  the  requisite  pro- 
vision for  suitable  timber  and  proper  staying  or  strutting 
cannot  be  made.    The  positions  of  the  poles  may  be  marked 
in  various  ways  :  the  plan  which  has  been  found  to  answer 
best  is  the  insertion  of  wooden  stakes  in  the  ground,  aided  by 
a  distinctive  mark  of  white  paint  on  neighbouring  walls, 
fences,  &c.,  to  provide  against  the  stakes  being  removed. 


Fig.  190. 


Hole-digging, — The  operation  of  digging  a  hole  for  a 
telegraph  pole,  although  to  all  appearance  simple  enough, 
yet  requires  more  experience  than  at  first  sight  would  be 
imagined.  The  holes  should  invariably  be  dug  in  the  line 
of  the  wires,  as  at  a,  and  never  at  right  angles  to  it,  as  at  b 
(fig.  190),  the  object  being  to  get  the  solid  natural  earth  as 
much  as  possible  in  the  line  of  the  lateral  stress  of  the  wires. 
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The  rectangular  opening  which  is  thus  made  averages  about 
four  feet  in  length  by  one  in  width  :  this  size  is  continued  to  a 
depth  of  about  two  and  a  half  feet  below  the  surface,  whence, 
by  a  step-like  arrangement,  the  length  of  the  opening  is 
gradually  curtailed,  until  at  the  bottom  it  does  not  exceed 
one  foot,  as  shown  in  c. 

As  little  of  the  ground  as  possible  should  be  disturbed, 
for  no  matter  how  well  the  punning  and  ramming  may  be 
done  after  the  pole  is  planted,  yet  a  considerable  time  will 
always  elapse  before  the  earth  settles  back  to  its  former 
condition,  and  the  more  the  ground  has  been  disturbed  the 
less  is  the  pole  able  to  withstand  any  strain  that  may  be  put 
upon  it  during  this  time. 

For  this  reason  various  tools  have  been  devised  whose 
object  is  to  remove  only  just  sufficient  earth  tp  admit  of  the 
pole  being  planted  ;  and  which,  in  addition  to  effecting  this, 
combine  several  other  incidental  advantages  of  considerable 
value.  When  it  is  borne  in  mind  that  in  order  to  dig  a  hole 
four  feet  six  inches  deep  for  an  ordinary  telegraph  pole,  by 
the  pick  and  shovel  in  the  usual  method,  no  less  than  twenty- 
three  cubic  feet  of  soil,  representing  a  weight  varying  from 
2,600  to  3,000  pounds,  according  to  the  nature  of  the  ground, 
have  to  be  removed,  whereas  not  more  than  three  and  a-half 
cubic  feet,  or  about  376  pounds,  need  actually  be  disturbed, 
it  will  readily  be  understood  that  many  attempts  at  improve- 
ment in  this  branch  of  telegraoh  construction  have  been  made. 
One  of  the  earliest  efforts  made  in  this  direction  was  in 
Spain,  where  a  tool,  since  known  as  the  Spanish  Spoon, 
was  devised.  Various  modifications  have  from  time  to  time 
been  introduced,  but  they  are  all  constructed  on  the  same 
principle,  which  is  that  shown  in  fig.  191. 

It  consists  of  a  segment  of  a  metallic  disc  a,  the  chord 
of  which  serves  as  a  cutting  edge.  The  periphery  is  fitted 
with  a  ledge  c  two  inches  in  height,  which  serves  to  retain 
the  accumulation  of  the  soil  upon  it.  The  whole  is  fitted 
to  a  wooden  handle  b.    The  adjunct  to  the  spoon  is  a  long 
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bar,  by  means  of  which  the  soil  is  first  loosened :  the  spoon 
is  then  inserted,  and  a  rotating  motion  is  conveyed  to  it 
so  that  the  earth  is  heaped  up  on  the  blade ;  the 
whole  is  then  removed,  and  the  bar  again  em- 
ployed. For  light  lines,  on  which  the  poles  need 
not  be  inserted  to  a  greater  depth  than  four  feet, 
the  Spanish  Spoon  answers  the  purpose  for  which 
it  is  intended  very  fairly ;  but  for  heavy  lines, 
where  holes  varying  from  six  to  seven  feet  in 
depth  are  required,  it  cannot  be  pronounced  a 
success.  The  difficulty  of  loosening  and  collect- 
ing the  soil  increases  to  a  very  great  extent  with 
the  depth,  and  the  advantage  which  at  the  outset 
it  possesses  over  the  pick  and  shovel  in  point  of 
speed  is  almost,  if  not  entirely,  lost  before  a  six 
or  seven  foot  hole  is  completed. 

Earth  Borers  represent  more  elaborate 
attempts  to  provide  for  the  excavation  of  holes. 
Various  kinds  have  been  tried,  but  those  most 
generally  known  are  the  inventions  of  Spiller, 
Bohlken,  and  Marshall 

Spiller's  is  but  a  modification  of  the  ordinary 
ship's  auger  on  a  large  scale,  which  is  forced 
into  the  ground,  and  in  clay  or  sand  has  been 
found  to  work  well. 

Marshall's  borer,  although  resembling  Bohl- 
ken's,  has  several  distinctive  features  about  it. 
The  general  arrangement  of  the  apparatus  is 
shown  in  fig.  192.  The  cutting  blade  con- 
sists of  a  metal  disc  cut  from  the  centre  to  the 
circumference,  and  having  the  two  edges  bent 
into  the  V-shape  shown.  The  lower  forms  the 
cutting  edge,  and  as  the  apparatus  is  rotated, 
the  earth  passes  through  the  radial  V  opening 
on  to  the  upper  surface  of  the  blade,  from  which  it  is 
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Fig.  191. 
■^  real  size. 
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removed  from  time  to  time  by  lifting  the  apparatus  out  of 
the  ground.    The  stock  to  which  the  blade  is  attached  is 


squared  at  the  end,  and  has  screwed  on  to  it  a  tapering 
metal  point,  which,  in  addition  to  serving  as  a  nut,  plays  the 
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part  of  a  drill  in  front  of  the  cutting-plate,  and  so  to  some 
extent  facilitates  its  work.  The  stock  is  attached  to  two  or 
more  sections  of  tube,  according  to  the  depth  of  the  hole  : 
these  are  provided  with  cross  sockets,  as  shown  at  a  and  b 
in  fig.  192,  to  admit  of  the  insertion  of  the  handle  h^  which 
is  employed  for  rotating  and  hfting  the  apparatus. 

The  *  punner  bar '  forms  an  essential  feature  of  Marshall's 
borer.  It  is  shown  to  the  right  in  fig.  192.  One  end 
of  this  is  tapered  down  to  the  form  of  a  chisel,  with  the 
point  tempered  to  deal  with  stones,  and  is  used  for  loosening 
the  soil  as  well  as  breaking  and  removing  as  far  as  possible 
whatever  obstacles  are  met  with  in  the  hole  :  the  other  end, 
which  is  shaped  like  a  punner,  is  employed  for  ramming 
and  consolidating  the  soil  around  the  pole  when  once 
planted.  The  borer  is  rotated  by  two  men  walking  steadily 
round  and  pushing  the  handle  before  them  :  at  intervals  it 
is  lifted,  and  the  earth  removed  :  the  chisel  end  of  the 
punner  bar  is  inserted,  if  need  be,  to  loosen  stones  or  other 
obstacles,  and  the  process  repeated.  A  shovel  attached 
to  a  long  handle,  shown  to  the  left  in  fig.  192,  should 
likewise  accompany  the  apparatus.  In  sandy  or  gravelly 
soils  it  is  employed  to  remove  the  loose  earth  which  does 
not  adhere  to  the  blade  of  the  borer. 

In  the  latest  form  of  borer  brought  out  by  Marshall, 
the  tapering  metal  point  is  entirely  dispensed  with,  and  the 
cutting-plate  itself  is  in  the  form  of  a  screw,  and  thus  acts 
both  as  a  drill  and  cutting-plate.  This  apparatus  is  cheaper 
than  the  earher  issue,  and  for  light- work  can.be  worked  by 
one  man.  Beyond  this  it  possesses  no  other  feature  calling 
for  special  remark. 

An  evident  drawback  to  the  general  employment,  even 
in  suitable  soils,  of  a  borer  of  this  form,  is  the  impossibility 
of  working  it  by  the  sides  offences,  where,  in  road  telegraphy, 
poles  have  generally  to  be  placed.  Another  drawback  is  the 
enormous  strain  thrown  upon  the  men  when  lifting  a  load 
out  of  the  hole,  especially  when  some  considerable  depth 
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has  been  attained :  for  in  a  clay  soil,  or  if  the  ground  is 
close,  not  only  is  there  the  weight  of  what  has  accumulated 
on  the  plate  to  be  lifted,  but  that  of  a  superincumbent 
column  of  air  as  well.  The  difficulty  was  got  over  by 
inserting  a  small  valve  which  can  be  opened  at  will  by  the 
workmen,  and  greatly  facihtates  the  raising  ;  perhaps  the 
best  cure,  however,  is  to  lift  the  borer  more  frequently, 
and  not  to  accumulate  such  heavy  loads  upon  it.  The 
difficulty  in  raising  heavy  poles  so  as  to  let  them  slip  into 
the  holes  which  have  been  prepared  for  them  is  a  decided 
disadvantage  inherent  to  the  employment  of  all  earth  borers  : 
light  poles  can  be  handled  easily  enough,  but  the  same  can- 
not be  said  when  poles  from  thirty  to  forty  feet  in  length,  or 
even  more,  have  to  be  dealt  with.  The  only  possible  way 
of  Ufting  them  is  by  means  of  shears,  which  have  to  be  carried 
about  with  the  gang  of  workmen  employed  ;  and  although 
the  work  can  then  be  performed  with  comparative  ease,  the 
multiplication  of  tools  is  always  a  disadvantage  more  or  less, 
and,  in  countries  where  roads  do  not  exist  along  the  routes 
of  the  telegraph  lines,  should  be  avoided  to  the  utmost. 

Thus  the  disadvantages  incidental  to  the  employment  of 
special  appliances  of  the  above  type  are  found  in  practice 
to  outweigh  their  advantages.  They  cannot  be  employed 
in  rocky  soils,  they  are  of  no  service  for  stay  holes,  nor  can 
they  be  used  for  strutted  or  A-poles  where  blocks  or  ties 
have  to  be  bolted  on  below  the  ground.  Sets  of  ordinary 
tools  must  therefore  be  carried,  and  on  modern  heavy  lines 
the  use  of  special  borers  is  thus  so  very  restricted  that  it  is 
scarcely  worth  while  to  burden  the  gang  with  their  extra 
weight.  Only  for  comparatively  light  lines  in  other  than 
rocky  soils  can  such  tools  be  used  with  advantage. 

Pole-setting. — Poles  are,  as  a  general  rule,  planted  in  the 
ground  to  a  depth  of  one-fifth  of  their  length  when  under 
thirty  feet  long.  They  should  never,  however,  be  buried 
less  than  four  feet,  and  need  not  as  a  rule  be  more  than  six 
in  good  solid  earth,  but  for  very  long  poles  or  in  soft  ground 
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a  greater  depth  should  be  allowed.  In  embankments,  and 
all  made  or  loose  ground,  they  are  planted  about  a  foot 
deeper  \  whereas  in  rock,  where  blasting  has  to  be  had  re- 
course to  for  the  purpose  of  excavating  the  hole,  they  may 
be  set  a  foot  less  than  in  the  general  case.  As  a  check 
upon  this  portion  of  the  work  being  honestly  performed,  the 
poles,  before  being  issued,  are  branded  at  a  distance  of 
ten  feet  from  the  bottom  with  a  distinguishing  mark,  and 
beneath  this  is  given  the  year  in  which  they  were  felled. 
Poles  planted  upon  a  curve  should  invariably  be  set  a  trifle 
'against  their  work  ;'  that  is  to  say,  they  should  bear  slightly 
against  the  lateral  strain  of  the  wires.  If  this  is  done  it 
will  generally  be  found  that  by  the  time  the  ground  has  set 
perfectly  hard  the  tension  of  the  wires  will  have  pulled  them 
into  the  perpendicular  position  ;  whereas,  if  this  precaution 
be  neglected,  and  the  pole  be  planted  perfectly  upright  at 
first,  the  stress  of  the  wires  is  almost  certain  to  remove  it 
from  the  perpendicular,  and,  apart  from  any  other  considera- 
tion, make  anything  but  a  sightly  object  of  it. 

Too  much  stress  cannot  be  laid  upon  good  sound  pun- 
ning. The  earth,  as  it  is  thrown  in,  should  be  thoroughly 
well  punned  at  every  stage  :  the  hole  should  not  be  hastily 
filled  up,  but  ample  time  be  given  to  the  punners  to  do 
their  share  of  the  work.  Stones,  if  available,  may  be  em- 
ployed with  advantage  to  assist  in  ramming  the  pole  against 
the  side  of  the  hole  where  the  earth  has  not  been  disturbed. 
Upon  the  punning  and  ramming  of  the  holes  being  carried 
out  as  they  ought  to  be  depend  to  a  large  extent  the  stability 
and  good  working  of  the  line  when  once  erected. 

The  number  of  poles  per  mile  and  their  length  will  vary 
according  to  the  route  and  the  number  of  wires  which  they 
are  intended  eventually  to  carry.  No  hard-and-fast  line  can 
be  drawn.  For  minor  road-lines,  or  the  branch  lines  upon 
railways,  twenty  or  twenty-two  to  the  mile  may  be  adopted  ; 
but  on  trunk  lines  the  number  should  be  between  twenty- 
six  and  thirty  to  the  mile.     The  length  of  the  poles  will 
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depend  not  merely  on  the  ultimate  number  of  wires  to  be 
supported,  but  also  on  the  obstacles  which  have  to  be  sur- 
mounted. On  roads  22  feet  is  the  minimum  length  except 
on  one-wire  extensions,  where  20  feet  may  be  employed. 
On  railways  20  feet  is  the  usual  length,  although  on  branch 
lines  18  feet,  and  even  16  feet,  have  been  occasionally  used. 
One  foot  is  then  allowed  in  addition  to  these  lengths  for  every 
two  wires  that  have  to  be  erected.  The  lowest  wire  should 
never  be  less  than  12  feet  from  the  ground;  and  at  all 
crossings,  whether  on  roads,  railways,  or  anywhere  else,  the 
minimum  is  raised  to  20  feet.  When  it  becomes  necessary 
to  vary  the  length  of  the  poles,  the  variation  should  take 
place  gradually  :  the  appearance  of  the  line  is  thereby  not 
interfered  with,  and  the  increased  vertical  stress  which  would 
otherwise  be  thrown  upon  the  insulators  is  avoided.  For 
instance,  if  in  a  hne  of  2  2 -feet  poles  the  necessity  arises  for 
employing  a  26-feet,  the  pole  on  each  side  of  it  should  be  a 
24-feet. 

Upon  roads  and  railways  poles  should  be  planted  upon 
that  side  where  the  prevailing  winds  would  tend  to  blow 
them  off  the  roadway  or  rails.  Similarly,  if  the  route  is 
tortuous,  the  inside  of  the  curve  should  be  selected,  so  that 
the  wires  may  be  kept  as  clear  as  possible  of  the  traffic. 
Due  regard  should  at  the  same  time  be  had  to  the  facilities 
for  staying  or  strutting  fand  for  this  reason,  as  well  as  to 
prevent  the  possibility  of  vehicles  coming  in  contact  with 
them,  they  should  be  planted  as  close  as  possible  to  the 
fences  on  roads,  and  as  far  as  possible  from  the  metals  on 
railways,  retaining  them,  however,  within  sight  of  passing 
trains  to  allow  for  the  observation  of  breakdowns.  On 
embankments  and  cuttings  they  should  be  placed  just  so 
far  down  as  will  admit  of  their  being  stayed  both  ways,  and 
in  such  a  position  that  in  the  event  of  their  falling  they  may 
fall  on  the  embankment  and  clear  of  the  traffic ;  they  are 
then  protected  also  from  the  violence  of  the  winds.  In  the 
case  of  steep  cuttings  the  top  is  to  be  preferred  to  the  slope. 
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and  the  poles  when  so  placed  should  be  stayed  on  both 
sides,  as  shown  in  fig.  193.  This  applies  to  poles  in  any 
exposed  position,  no  matter  in  what  direction  the  lateral 
strain  of  the  wires  may  be ;  for  the  influence  of  the  wind 
upon  the  area  exposed  to  it,  and  more  especially  when  the 
wires  are  coated  with  snow,  must  be  carefully  guarded 
against  in  every  direction. 


Fig.  193. 

Although  it  is  very  desirable  to  preserve  the  poles  as 
nearly  as  possible  in  a  straight  line,  yet  it  is  highly  objec- 
tionable to  do  so  when  to  attain  this  object  they  will  have 
to  swing  either  across  or  over  the  roads.  Every  crossing  of 
a  road  by  the  wires  introduces  an  element  of  danger,  and 
should  l>e  had  recourse  to  only  when  absolutely  essential : 
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more  than  one  accident  has  arisen  from  their  breaking  or  run- 
ning back  at  these  points  in  gales,  frosts,  or  snow-storms. 
Occasions  may  of  course  arise  when  by  crossing  the  road  a 
decided  advantage  is  gained,  as,  for  instance,  when  by  so 
doing  the  inside  of  a  curve  is  secured  for 
some  distance ;  and  less  danger  results 
from  taking  this  step  than  by  leaving,  the 
wires  to  follow  the  outside  of  the  curve. 
At  points  where  no  facilities  for  stay- 
'  ing  or  strutting  exist,  or  where,  on  account 
of  the  numbCT  of  wires,  sound  timber  of 
sufficient  strength  cannot  be  obtained, 
A-poks  are  made  use  of.  One  of  these 
is  shown  in  fig.  194.  It  consists  of  two 
ordinary  poles  scarfed  at  the  top  so  as 
to  fit  into  each  other  closely,  and  united 
together  by  means  of  two  bolts,  shown 
at  A,  a'.  The  distance  between  them  at 
the  base  varies  according  to  circum- 
stances, but  should  never  be  less  than 
18  inches.  Rather  more  than  half-way 
down,  at  c,  a  tie-rod  is  inserted  to  aid  in 
holding  them  together,  whilst  at  a  dis- 
tance of  almut  18  inches  from  the  butts 
a  piece  of  timber,  d,  is  mortised  and 
bolted  on  to  both.  Without  this  there 
is  a  tendency  for  one  pole  to  cant  the 
other  out  of  the  ground,  which  the  super- 
incumbent earth  over  d  prevents. 

Where  several  lines  converge  or  where 
Ftc.  194.  jjjg  nui[)5er  of  wires  is  very  large,  H-poles 

are  employed.  Such  a  combination  is  shown  by  fig,  195. 
For  ordinary  telegraph  lines  the  poles  are  placed  3  feet 
apart  and  for  telephone  lines  iS  inches  apart  in  the  clear ; 
the  general  construction  is,  however,  the  same.  At  the  upper 
extremities  the  poles  are  united  by  arms  of  suitable  length, 
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and  a  timber  brace  is  notched  in  and  bolted  to  the  butt 
ends.  In  order  to  secure  lateral  rigidity  a  system  of  trussing 
is  resorted  to,  converting  what  would  otherwise  be  two 
independent  supports  into  the  equi- 
valent of  a  lattice  girder.  The  truss 
rods  (in  the  case  of  poles  18  inches 
apart)  are  3  feet  long  by  §  inch 
in  diameter  and  they  are  attached 
to  the  poles  by  |  inch  tie-bolts, 
over  each  of  which  is  placed  a 
wrought  iron  tube  of  one  inch  inter- 
'  nal  diameter  of  sufficient  length  to 
keep  the  ends  of  the  truss  rods  well 
against  the  poles.  The  other  end 
of  each  rod  is  screwed  and  passes 
through  a  ring ;  two  locking  nuts 
are  provided  so  that  the  requisite 
tension  may  be  placed  on  the  rod. 
The  ring  and  nuts  also  afford  a 
means  of  tightening  the  rods  should 
they  subsequently  become  elongated. 
The  lowest  tie-bolt  is  placed  six 
inches  above  the  ground  line,  and 
three  sets  of  truss  rods  are  em- 
ployed. 

Tarring.— "Poles  erected  in  their 
natural  condition,  without  having 
been  subjected  to  any  preservative 
process,  should  be  allowed  to  remain 
until  well  seasoned,  when  the  ground 
should  be  opened  out  around  them 
to  the  depth  of  a  foot.   They  should  f,g.  ,95, 

then  be  tarred  to  a  height  of  three 
feet  above  the  ground  line,  and  upon  roads  where  by  any 
possibility  they  could  be  run  against  they  ought  to  be  painted 
white  for  three  feet  or  more  above  that,  so  as  to  render  them 
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clearly  visible  at  night.  Above  this  they  may  be  painted  or 
tarred,  according  to  circumstances.  Tarring  is  to  be  pre- 
ferred, unless  there  are  local  objections  to  its  being  done. 
The  recipe  for  tar  has  been  already  given  (p.  289) ;  the  follow- 
ing is  the  mixture  for  paint  usually  adopted  in  England  : — 
For  100  lbs.  of  paint — 


White  lead        .        .        .        . 

70  lbs. 

Driers 

8  lbs. 

Ochre 

^Ib. 

Umber 

ilb. 

Raw  linseed  oil 

7  quarts 

Boiled  oil . 

.     3I  quarts 

Turpentine 

3  pints 

Numbering. — Upon  every  telegraph  line  exceeding  a  mile 
in  length  the  poles  should  be  numbered  after  the  line  has 
been  erected.  The  work  of  maintenance  will  be  thereby 
greatly  facilitated,  for  no  difficulty  then  exists  for  the  inspect- 
ing officer  to  indicate  the  position  upon  the  line  of  whatever 
requires  attention. 

Staying  and  Strutting, — It  has  been  already  remarked 
(p.  325)  that  the  stability  and  efficient  working  of  a  line 
depend  in  a  great  measure  upon  the  manner  in  which  the 
punning  is  done,  but  however  well  this  is  done  it  does  not,  of 
course,  prevent  the  pole  from  bending  or  taking  a  set  above 
the  ground  line  ;  and  occasions  frequently  arise  when  poles 
cannot  be  made  sufficiently  strong  or  stable  to  resist  unaided 
the  forces  which  are  brought  to  bear  against  them.  Artificial 
means  must  then  be  had  recourse  to  in  order  to  supply  the 
additional  strength  required  ;  and  for  this  purpose  stays  and 
struts  are  employed.  By  a  stay  is  meant  whatever  takes  the 
pull  or  tension  of  the  forces  acting  upon  the  pole  ;  by  a  strut 
is  understood  whatever  takes  the  thrust  or  pressure  of  such 
forces.  The  former  consists  of  an  iron  wire,  rope,  or  rod  ; 
the  latter,  in  England,  is  usually  timber  of  the  same  class, 
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and  subjected  to  the  same  treatment,  as  the  pole  which  it  is 
intended  to  strengthen. 

Stays, — ^The  wire  rope  forming  these  stays  is  as  a  rule 
supplied  specially  manufactured  for  the  purpose,  but  it  is 
frequently  found  necessary  to  make  them  of  wire  upon  the 
spot,  in  which  case  No.  7^  (400  lbs.)  iron  wire  is  employed. 
Several  lengths — ^their  number  depending  upon  the  work 
which  the  stay  is  required  to  perform — are  twisted  together 
by  hand  in  long  lays.  Close  twisting  should  never  be  had 
recourse  to,  nor  should  the  wires  be  simply  placed  together 
without  a  twist ;  for  under  either  of  these  conditions  each 
single  wire  is  not  certain  to  take  its  proper  strain,  so  that 
the  total  strength  of  the  stay  may  be  thereby  reduced.  No 
definite  rules  can  be  laid  down  as  to  the  number  of  wires 
which  should  be  used  in  the  formation  of  the  stay,  seeing  that 
so  much  depends  upon  the  angle  which  it  will  make  with 
the  pole  when  fixed  ;  yet  upon  roads  stays  of  less  than  three 
wires  laid  together  should  never  be  employed,  and  this 
number  should  be  increased  according  to  the  number  of 
wires  on  the  pole,  the  curve  on  which  the  pole  is  placed, 
and  the  angle  which  the  stay  makes  with  it.  On  straight 
roads  it  may  generally  be  said  that  for  a  line  of  six  wires  a 
strand  of  three  No.  7|'s  will  be  sufficient,  and  for  any 
number  from  that  to  thirteen  wires  seven  No.  7^'s. 

The  main  object  to  be  kept  in  view  in  the  formation  and 
fixing  of  the  stay  is  to  obtain  the  maximum  of  efficiency  out 
of  the  materials  which  are  employed  in  it.  For  this  purpose 
it  should  be  fixed  at,  or  as  nearly  as  possible  at,  that  point 
where  the  whole  force  which  it  is  intended  to  counteract 
may  be  supposed  to  be  collected — known  in  mechanics  as 
the  resultant  point — and  it  should  be  placed  in  such  a  posi- 
tion as  to  form  with  the  pole  as  great  an  angle  as  possible 
up  to  90**.  The  resultant  point  may  be  assumed  to  be 
about  midway  between  the  top  and  bottom  wires.  The 
best  possible  direction  in  which  the  stay  can  act  is  at  right 
angles  to  the  pole;    as  it  falls  from  this  and  gradually 
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approaches  the  line  of  the  pole  itself,  its  effective  power  to 
resist  the  horizontal  stress  of  the  wires  becomes  less ;  and  to 
make  up  for  this  loss  of  efficiency  increased  strength  of 
material  is  necessary. 


Fig.  196. 


55^^555^ 


The  lower  end  of  the  stay  is  fixed  to  the  eye  of  a  galvan- 
ised iron  rod  (fig.  196)  from  six  to  eight  feet  in  length.  This 
stay  rod  is  passed  through  a  block  of  creosoted  timber  three 
feet  to  four  feet  six  inches  in  length ;  the  square  head  of 
the  rod  banks  upon  a  suitable  iron  washer  under  the  block. 
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which  is  then  buried  to  a  depth  of  from  three  feet  six  inches 
to  five  or  six  feet  in  the  ground.  The  hole  for  the  stay-block 
should  be  under-cut  in  the  manner  shown  in  fig.  196,  so  that 
the  stay-block  may  have  firm  solid  earth  to  press  against, 
and  thus  be  prevented  from  drawing. 

The  attachment  of  the  stay-wire  to  the  pole  and  the  stay- 
rod  is  a  matter  of  considerable  importance.     Where  the  stay 


Fig.  197. 

passes  through  the  eye  of  the  stay-rod  an  iron  thimble  should 
be  employed.  The  stay-wire  is  first  bent  around  this  and 
made  to  lie  closely  in  the  groove  of  the  thimble  at  a  distance 
(according  to  the  number  of  wires  in  the  stay)  of  from 
thirteen  to  twenty-two  inches  from  the  end.  This  end  is  then 
unstranded  and  the  spHcing  effected  by  means  of  the  tool 
shown  in  fig.  197.  Pick  out  one  strand  and  lay  the  others 
longitudinally  around  the  main  stay,  the  tool  being  placed 
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over  all  with  the  single  strand  beneath  the  hook  on  the 
thimble  side.  By  gripping  the  tool  and  revolving  it,  the 
single  strand  will  bind  closely  around  the  stay  and  the 
remaining  wires.  It  should  make  eight  laps.  There  will 
of  course  still  be  a  considerable  length  of  the  remaining 
strands  not  bound  in,  and  one  of  these  should  be  similarly 
selected  and  bound  round  the  remainder,  and  so  with  the 
other  loose  ends  until  all  have  been  bound  round  the  main 
stay.  The  attachment  of  the  stay  to  the  pole  is  effected  by 
first  taking  a  double  turn  with  the  stay  round  the  resultant 
point  on  the  pole,  fastening  with  suitable  staples,  and 
splicing  the  loose  end  and  the  main  stay  with  the  tool  as 
just  described. 

Should  any  difficulty  exist  in  the  way  of  fixing  the  stay 
at  the  resultant  point,  a  forked  stay  similar  to  that  shown  in 
fig.  198  should  be  employed,  whose  wires,  coming  from  e 
and  D  and  uniting  at  b,  are  continued  on  and  fixed  to 
the  stay-rod.  In  such  cases  the  two  forks  should  be  so 
placed  that  the  main  stay  a  b,  if  continued  in  a  straight  line, 
would  strike  the  resultant  point. 

After  having  been  erected  for  some  time  stays  are  liable 
to  become  slack,  especially  if  the  strain  upon  them  is  not 
constant.  A  stay-tightener  therefore  becomes  necessary,  and 
is  fixed  at  the  upper  extremity  of  the  stay-rod.  A  very  useful 
form  consists  in  a  galvanised  iron  loop  rivetted  hot  into  a 
malleable  cast-iron  cross-head.  Through  this  cross-head 
passes  the  end  of  the  rod,  upon  which  a  screw-thread  is  cut, 
and  the  screwing  down  of  a  nut  upon  the  rod  serves  to 
tighten  the  stay. 

Where  a  single  stay  does  not  suffice,  or  where  it  is  incon- 
venient to  remove  the  loop  and  alter  the  position  of  an  existing 
stay,  a  second  stay  may  be  employed.  If  this  be  done,  both 
stays  may  meet  at  the  same  point,  a  rod  and  block  of  suitable 
size  being  employed ;  and  each  branch  of  course  having  a 
tightener.  A  better  plan  where  the  original  stay  is  not 
fixed  in  the  resultant  position,  or  where  that  position  has 
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been  shifted  by  the  addition  of  more  arms  to  the  pole,  is  to 
provide  a  second  stay  parallel  to  the  first,  and  to  fix  it  as 
much  below  the  resultant  point  as  the  other  is  above  it. 


Fig.  198. 

As  there  is  always  a  danger  that  faults  may  arise  from 
the  wires  expanding  and  touching  the  stays,  by  means  of 
which  the  current  finds  *  earth,*  the  stay- wires  should  be  at 
least  three  inches  distant  from  the  line  wire  nearest  to  them, 
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and  where  this  cannot  -be  effected  by  applying  the  ordinary 
means  of  affixing  the  stay  to  the  pole,  an  iron  arm  or  bracket 
to  take  the  stay  clear  of  the  arms  should  be  employed. 

Upon  a  line  carrying  a  very  large  number  of  wires  it  is 
very  advisable  to  stay  the  poles  on  both  sides  in  the  line  of 
the  wires  at  a  distance  of  about  every  quarter  of  a  mile. 
The  object  of  this  is  to  prevent  the  poles  from  being  drawn 
from  the  upright  in  the  event  of  an  accident  occurring  to  the 
line.  The  breakage  of  the  wires,  either  through  a  pole  being 
knocked  over  or  (in  the  case  of  overhouse  work)  from  fire, 
imparts  a  sudden  strain,  which,  unless  it  be  resisted,  makes 
itself  felt  for  a  long  way  upon  the  poles  on  both  sides  of  the 
accident. 

The  greatest  care  must  be  taken  in  staying  all  terminal 
poles,  for  they  form  as  it  were  the  keystones  of  the  line,  and 
upon  their  being  properly  seen  to  its  appearance  to  a  great 
extend  depends.  To  guard  as  far  as  possible  against  their 
yielding,  iron  rods  may  be  employed,  although  wire  stays 
can  be  made  quite  effective.  The  strength  of  the  stay  should 
obviously  be  equal  to  the  sum  of  the  breaking  stresses  of  all 
the  wires  terminated  on  the  pole,  allowance  being  made  for 
the  fact  that  the  actual  stress  on  the  stay  will  vary  inversely 
as  the  distance  between  the  point  where  it  is  anchored  and 
the  base  of  the  pole  ;  this  distance  should,  as  a  rule,  never 
be  less  than  the  height  above  ground  of  the  terminal  pole. 
Under  these  conditions,  the  maximum  stress  on  the  stay 
will  be  roughly  equal  to  one  and  a  half  times  the  sum  of  the 
breaking  stresses  of  the  wires  terminated.  Thus,  with  twelve 
wires,  each  having  a  breaking  stress  of  1,200  lbs.,  the  maxi- 
mum stress  along  the  stay  will  approximately  equal  1,700  lbs. 
for  each  wire ;  and  a  one-inch  iron  rod  with  a  breaking 
stress  of  twenty  tons  per  square  inch  will  satisfactorily 
resist  this  stress. 

If  a  stranded  stay  of  No.  8  steel  wire  with  a  breaking 
strain  of  1,400  lbs.  for  each  wire  be  employed,  the  number 
of  wires  in  the  stay  should  be  one-fourth  more  than  the 
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number  of  line  wires  to  be  terminated  under  the  same 
conditions  as  above.  If  the  stay  base  should  necessarily  be 
shortened,  then  the  strength  of  the  stay  (whether  it  be  a 
solid  rod  or  a  stranded  wire  rope)  must  be  proportionately 
increased.  The  stay-blocks  employed  for  terminal  poles 
should  be  much  larger  than  those  for  ordinary  stays ;  they 
should  be  buried  in  the  ground  to  a  depth  of  from  six  to 
eight  feet,  and  the  ramming  and  punning  carried  out  with 
even  more  than  usual  care.  Where  it  is  possible  to  attach 
the  rod  to  a  good  sound  permanent  building  instead  of  using 
a  stay-block  at  all,  it  is  advisable  to  do  so.  Upon  terminal 
poles  where  the  wires  form  an  angle  anything  nearly 
approaching  a  right  angle  it  is  preferable  to  place  two  stays, 
one  in  the  line  of  each  component  strain,  rather  than  a  single 
stay  in  the  direction  of  the  resultant  of  these ;  for  by  doing 
so  provision  is  made  against  accident — in  the  same  way  as 
staying  a  crowded  line  in  the  line  of  the  wires  (p.  336) — 
from  any  sudden  stress  being  thrown  from  either  quarter 
upon  the  pole. 

Struts. — It  is  more  difficult  to  erect  struts  to  satisfactorily 
withstand  heavy  stresses  than  is  the  case  with  stays,  so,  as  a 
rule,  where  the  latter  can  be  safely  employed  they  are  to  be 
preferred.  In  fixing  a  strut  the  same  object  must  be  kept 
in  view  as  in  fixing  a  stay,  but  it  is  preferable  to  fix  the  strut 
at  that  point  of  the  pole  which,  allowing  for  future  require- 
ments of  the  line,  will  ultimately  be  the  resultant  point  (fig. 
199).  The  guiding  principle  in  the  erection  of  struts  is  so  to 
fix  them  that  they  will  act  both  as  struts  and  stays,  and  thus 
be  able  to  withstand  both  pressure  and  pull. 

But  the  more  convenient  method  of  fiixing  a  strut  is  shown 
by  fig.  200.  It  is  placed  in  the  ground  to  a  depth  of  not  less 
than  four  feet,  and  attached  to  a  creosoted  block  ^b  (similar 
to  the  stay-block)  which  is  slightly  mortised  into  the  strut  and 
fastened  by  a  bolt ;  and  a  similar  block  a  should  be  attached 
to  the  bottom  of  the  pole.  The -strut,  like  the* stay,  should 
form  as  great  an  angle  as  possible  with  the  •  pole,  for  the 
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same  principle  regulates  the  direction  of  both.  The  pole 
should  not  be  weakened  by  being  cut  in  any  way  where  the 
strut  is  attached,  but  the  top  of  the  strut  should  be  neatly 
scarfed,  so  as  to  fit  the  pole  as  closely  as  possible.  At  the 
points  of  contact  both  should  be  carefully  tarred  or  painted 
for  the  purpose  of  making  the  joint  watertight     The  pole 

and  strut  are  firmly  secured 
together  by  means  of  one  ^- 
or  g-inch  bolt  In  the  case 
of  poles  fitted  with  two-wire 
arms  (fig.  199)  such  as  are 
used  for  ordinary  telegraph 
lines,  the  strut  is  fitted  to 
the  pole  at  the  resultant 
point,  or,  if  the  line  is  not 
fully  fitted,  the  strut  is 
fixed  at  the  position  which 
will  become  the  resultant 
point  when  the  pole  is  car- 
rying the  full  complement 
of  wires.  Where  four-wire 
arms  are  employed  it  be- 
comes necessary  to  fit  the 
strut  below  the  arms,  and 
extra  stiff  poles  must  then 
be  used  (fig.  200). 

Fitting'Up  the  Fole,-^ 
With  the  exception  of 
placing  the  spindles  and  insulators,  this  is  always  done 
before  the  pole  is  planted  in  the  ground.  The  first  point 
in  fitting-up  the  pole  is  to  protect  the  top  from  the  effects 
of  the  weather.  For  this  purpose  galvanised  iron  roofs  of 
the  shape  shown  on  the  pole  in  fig.  201,  and  of  a  uniform 
size,  are  invariably  employed  in  England.  The  pole  is  cut 
to  fit  them,  and  they  are  then  nailed  on  with  two  2 -inch 
clout  nails.     Before  the  roof  is  nailed  on,  the  top  of  the 
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pole  should  be  either  painted  or  tarred.  If  a  wire  is  to  be 
run  alotig  the  top  of  the  pole  a  support  for  the  insulator, 
of  the  fonn  shown  in  hg.  201,  known  as  a  saddle  bracket, 
or  simply  a  saddle,  is  placed  over  the  roof,  A  small 
aperture  about  an  inch 
square  is  cut  in  the  middle 
of  the  roof,  and  a  hole 
about  an  inch  deep  in  the 
top  of  the  pole.  The  in- 
sulator  spindle  is  passed 
through  the  saddle  and  the 


roof,  and  tightly  screwed 
up  by  a  nut  on  the  under 
side.  The  whole  is  then 
fixed  to  the  top  of  the 
pole  by  3-inch  galvanised 
iron  nails. 

The  supports  for  the 
insulators  are  either 
arms  or  iron  tubes  and 
brackets,  the  latter  being  used  only  under  exceptional  cir- 
cumstances The  arms  in  England  are  of  oak,  thoroughly 
seasoned  previous  to  bemg  issued.  When  only  two  wires 
are  erected  on  each  arm,  two  lengths  of  arm  are  employed, 
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24  inches  and  33  inches,  the  scantling  of  both  being  the 
same,   viz.  i\  inches  square.    The  unequal  lengths  are 
,  adopted  for  the  puqjose 

of  allowing  one  wire  to 
fall  clear  of  that  beneath 
it  in  the  event  of  the 
insulator  supporting  it 
being  broken  or  the 
binding  giving  way.  They 
are  therefore  fixed  alter- 
nately, the  longer  arm 
generally  being  upper- 
most \Vhen  four  wires 
are  erected  upon  each 
arm,  the  usual  length  is 
Fig.  aoi.  Up  sidt  of  Pole,  48  inchcs ;  but  longer 

arms  are  employed  for 
double  poles  and  in  exceptional  cases. 

The  first  arm  is  placed  9  inches  from  the  top  of  the 

pole,  and  the  others  should  be  12  inches  apart,  measured 

from  centre  to  centre ; 

they  should  all  be  on  the 

same  side  of  the  pole  ; 

in    England    the   '  up ' 

side,  that  is,  the  side  in 

the  direction  of  the  '  up 

station,'  is  adopted,  and 

the  groove  into  which 

they  are  fitted    should 

never  exceed  i^  inch  in 

depth.   The  arm  is  held 

in  the  groove  by  means 

F>=.»3.  Do™sid.ofPoi.  of    ^    galvanised    iron 

bolt,  which  passes  nght 

through  both  the  pole  and  the  arm,  and  varies  in  length 

from  i\  inches  upwards,  according  to  the  scantling  of  the 


Pole  Brackets  341 

timber.  The  head  of  the  bolt  on  the  '  down '  side  of  a  pole 
(fig.  203)  beds  upon  a  washer,  whilst  on  the  'op'  side  in 
front  of  the  arm,  as  shown  in  fig.  zoz,  a  nut  with  a  washer 

clampG  the  arm  in  position. 

Pole-brackets,  except  the  saddle  brackets  already  alluded 
to,  are  of  a  tubular  form  {fig.  204),  and  made  of  malleable 
iron.  They  are  secured  to  the  pole  by  means  of  three  coach 
screws.  They  are  used  when  a  second  wire  has  to  be  run 
along  a  line  already  carrying  one 
wire,  and  where  there  is  but  little 
likelihood  of  another  being  required 
for  a  long  time  to  come  ;  they  may 
also  be  used  on  poles  where,  brackets 
having  been  already  employed,  it  is 
desirable  to  preserve  a  uniform  ap- 
pearance. In  such  a  case  they 
should  be  placed  alternately  on 
opposite  sides  of  the  pole  as  shown 
in  fig.  204  and  spaced  six  inches 
apart,  the  uppermost  one  being 
eight  inches  from  the  top.  They 
ought  never  to  be  fixed  in  the  same 
horizontal  plane,  for  if  this  be  done 
the  risk  of  contact  in  the  event  of  the 
insulators  getting  broken  or  proving 
faulty  is  incurred.    The  screws  would  '"'  ™^' 

often  touch  each  other  in  the  head  of  the  pole,  and  on  the 
breakage  of  the  insulator  form  a  short-circuit  across-  from  one 
wire  to  the  other.  Brackets  of  special  construction,  and  known 
under  the  general  name 'of  single  or  double  bridge  brackets,  are 
made  use  of  when  brickwork  or  masonry  has  to  be  employed 
as  the  support ;  these  require  no  special  description.  The 
single  and  double  bridge  brackets  are  both  shown  in  fig.  205. 
Iron  tubular  arms,  similar  to  those  described  on  page  339^ 
are  row  being  extensively  employed  with  wooden  posts. 

One  most  important  part  of  the  fitting  of  a  pole  has  yet 
to  be  described.     If  an  insulator  becomes  faulty  a  portion 
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of  the  current  passing  along  the  wire  attached  to  it  escapes  ; 
and,  provided  there  be  no  other  wire  upon  the  line,  makes 
its  way  entirely  to  earth  by  means  of  the  pole.  The  only 
evil  resulting  from  this  is  a  weakening  of  the  signals,  which, 
until  the  defect  is  made  good,  can  be  remedied  by  increased 
battery  power.  But  if  thqre  be  two  or  more  wires  upon  the 
line,  the  leakage  from  any  one  will  then,  instead  of  going  to 
earth,  partly  pass  to  the  other  wires — not  entirely,  but  to  an 

extent  depending  upon  the 
electrical  resistance  which  the 
pole  offers  in  comparison  with 
the  materials  intervening  be- 
tween all  the  wires.  The 
working  of  wires  is  thereby 
more  or  less  interfered  with 
— the  wires  appear  to  be  in 
'contact.'  An  increase  of 
battery  power,  instead  of  doing 
any  good,  is  now  positively 
injurious,  for  it  serves  merely 
to  increase  interference  arising 
from  the  leakage.  The  only 
way  to  get  rid  of  the  incon- 
venience which  is  caused  is  to 
afford  the  leakage  a  path  to 
earth  the  resistance  of  which  is 
inappreciably  small  compared 
with  that  which  exists  between 
the  wires.  This  path  is  af- 
forded by  the  earth-wire,  a  400-lbs.  galvanised  iron  wire 
which  is  carefully  stapled  to  the  pole,  passing  from  above 
the  roof  to  the  butt,  with  a  sufficient  length  to  admit  of 
a  spiral  or  two  being  formed  below  the  pole  so  as  to  ensure 
good  contact  with  the  ground.  The  earth-wire  should  be 
placed  beneath  the  washers  of  the  bolts  that  fix  the  arms, 
being  stapled  close  round  the  arms  if  fitted  on  the  up  side 
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of  the  pole.  In  fig.  203  it  is  shown  on  the  down  side  of 
the  pole,  but  it  should  always  be  fixed  on  that  side  of  the 
pole  where  there  is  least  likelihood  of  its  being  tampered 
with.  The  wire  is  carried,  clear  of  the  roof,  a  few  inches 
above  the  pole,  so  as  to  serve  as  a  lightning  conductor, 
protecting  the  pole  and  wires  from  damage  by  lightning. 

It  is  of  the  utmost  importance  that  the  earth- wire  should 
make  good  earth  ;  if  this  cannot  be  secured  it  is  better  not 
to  fix  one  at  all,  for  it  would  merely  tend  to  promote  contact 
amongst  the  wires  rather  than  to  prevent  it.  In  dry  sandy 
soil,  or  in  rock,  earth-wiring  is  therefore  to  be  avoided  ;  but 
if  any  considerable  extent  of  line  is  so  situated  it  may  often 
be  found  advisable  to  carry  a  special  wire  along  the  poles  for 
the  earth-wires  to  some  spot  where  a  good  earth  can  be  found. 
Of  course  insulators  are  not  required  for  such  a  wire. 

Upon  long  lines  earth -wires  render  most  important  ser- 
vice, whether  an  insulator  is  actually  faulty  or  not ;  for, 
seeing  that  up  to  the  present  time  no  really  perfect  insulator 
capable  of  withstanding  the  effects  of  weather  has  been 
devised,  the  slight  leakage  which  inevitably  takes  place  at 
each  would  otherwise  pass  into  the  neighbouring  wires,  and 
the  sum-total  of  these  would  on  a  line  of  considerable  length 
tell  upon  the  working  of  the  circuits,  more  especially  if 
delicate  fast-speed  instruments  are  employed.  It  has  been 
urged  as  an  argument  against  the  use  of  the  earth- wires  that 
the  inductive  capacity  of  the  line-wires  is  increased  where 
they  are  adopted.  There  can  be  no  doubt  that  this  is  the 
case,  but  no  practical  inconvenience  has  ever  Been  found  to 
result ;  and  even  if  it  did,  the  evil  could  be  but  slight  com- 
pared with  that  which  the  employment  of  earth-wires  suc- 
cessfully prevents. 

On  iron  poles  earth-wires  are,  of  course,  unnecessary. 

Fixing  Insulators, — When  the  pole  is  raised,  the  next 
step  is  to  fix  the  insulators  in  the  supports,  whether  arms  or 
brackets,  by  placing  the  spindles  into  the  holes  prepared 
for  them,  and  securing  them  from  beneath  by  a  nut  and 
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washer ;  it  is  essential  that  this  should  be  made  as  tight  as 
possible.  The  insulators,  before  being  actually  fixed,  should 
be  thoroughly  well  cleared  of  all  dust  and  dirt  adhering  to 
them,  for  this,  if  left,  would  tend  seriously  to  impair  their 
efficiency. 

Terminals. — Where  the  wire  either  actually  terminates  or 
goes  off  at  a  sharp  angle,  the  stress  thrown  upon  the  insulator 
is  very  great,  and  there  is  considerable  risk  of  accident  to 
the  public  through  the  wire  flying  into  the  road,  especially 
when  the  outside  of  a  curve  is  selected.  An  ordinary  insu- 
lator is  not  constructed  to  bear  the  heavy  leverage  thrown 
upon  it  when   a  wire  is  thus  situated ;   the  bolt   may 


bend,  and  the  porcelain  or  earthenware  break.  For  these 
reasons  a  special  form  of  insulator,  known  as  a  terminal 
insulator  and  constructed  to  withstand  considerable  stress, 
is  employed.  At  one  time  shackles  of  the  form  shown  in 
fig.  206  were  invariably  used  in  such  cases  ;  but,  although 
mechanically  they  are  well  adapted  to  resist  heavy  stresses, 
electrically  they  are  very  bad  insulators,  and  are  only  fit  for 
use  on  lines  so  short  that  even  a  considerable  amount  of 
leakage  is  of  little  importance.  The  present  practice  in  the 
case  of  sharp  angles  is  to  use  insulators  fitted  on  steel  spindles 
of  extra  strength,  and  made  with  a  broad  flange  to  give  a 
considerable  bearing  upon  the  arm.     For  actual  termina- 
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tions,  special  large  traroinal  insulators  on  extra  strong  steel 
spindles  are  employed.  The  arrangement  is  shown  by  fig.  207. 
The  pole  p  is  of  rectangular  section,  and  the  arm  a  is  bolted 
to  one  side  in  line  with  the  wires. 


The  extra  stress  on  the  saddle  at  the  top  of  a  pole  at  a 
sharp  angle  ts  provided  for  by  what  is  known  as  a  saddle 
stay.  This  is  shown  in  fig,  208.  The  pole 
roof  and  saddle  {which  are  fitted  to  the 
.  pole  in  the  usual  way)  have  a  galvanised 
iron  band,  a,  placed  over  them  as  shown  ; 
the  flange  of  the  steei  insulator  spindle 
then  clamps  it  in  position.  In  fitting- 
up,  a  wedge  of  hard  wood,  b,  is  fixed  to 
the  front  and  to  the  back  of  the  pole,  so 
as  to  fill  up  the  space  between  the  pole 
and  the  edge  of  the  roof  in  each  case, 
and  the  stay  beds  down  upon  these  wedges 
and  is  fixed  by  means  -of  two  3^-inch  ^^^  ^^ 

coach  screws. 

Guards. — Upon  every  curve,  or  even  upon  the  straight, 
where,  in  the  event  of  the  insulator  being  broken,  there  is  a 
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possibility  of  the  wire  coming  into  harm's  way,  guards  should 
be  employed.  They  are  of  two  kinds,  hoop  and  hook.  The 
hoop  guard  is  now  practically  never  used  in  England, 
for,  in  winter,  snow  adhering  to  the  hoop  in  time  brings 
wire  and  arm  into  contact  with  each  other,  and,  when  it 
begins  to  melt,  leads  to  a  deterioration  in  the  insulation  of 
the  line.  The  hook  form  is  shown  in  fig.  209.  It  serves 
the  purpose  for  which  it  is  intended  very  well.  These 
guards  are  fixed  in  the  position  shown ;  and  it  is  needless 
to  observe  that  every  care  must  be  exercised  in  making 
them  as  tight  as  possible,  so  as  to  prevent  their  coming  by 

any  possibility  into  actual  con- 
tact with  the  wire.  This  danger 
is  now  provided  against  by  a 
small  lug  at  the  lower  end  of 
the  guard,  which  rests  against  a 
flattened  part  of  the  flange  of  the 
insulator  bolt. 

Wiring, — The  poles  having 
been  properly  fitted-up,  stayed 
or  strutted  as  the  case  may  be, 
raised  and  fitted  with  insulators, 
the  running  of  the  wire  is  then 
proceeded  with.  The  coils  as 
supplied  from  the  manufacturers 
are  mounted  upon  drums  which,  for  convenience  of  trans* 
port  on  roads,  can  be  fitted  on  hand-barrows.  One  end  of 
the  wire  is  then  taken  by  two  men  and  drawn  out,  the  drum 
being  steadily  revolved  so  as  to  avoid  kinking  the  wire.  As 
each  pole  is  reached  the  wire  is  lifted  into  position,  and  this  is 
continued  until  the  whole  coil  is  drawn  out. 

The  wire  is  then  stretched ;  and  too  much  importance 
cannot  possibly  be  attached  to  this  portion  of  the  construc- 
tion of  a  telegraph  line.  The  stretching  is  at  first  accom- 
plished as  far  as  possible  by  hand ;  light  blocks  and  tackle 
are  then  applied  to  the  wire,  a  species  of  vice,  technically 


Fig.  209. 
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known  as  the  draw-tongs  (fig.  2 10),  being  used  to  grip  it  By 
means  of  this  the  wire  is  drawn  as  tight  as  may  be  required, 
and  the  actual  stress  to  be  put  upon  the  wire  is  then  regu- 
lated as  follows.  One  end  of  a  cord  is  attached  to  some  fixed 
point  and  the  other  to  the  drum  of  a  lension  ratchet  of  the 


form  shown  in  fig.  211.  This  drum  is  fixed  across  the  end 
of  an  iron  frame,  and  is  provided  with  a  ratchet-wheel  acted 
upon  by  a  suitable  pawl.  On  this  frame  is  arranged  a  gra- 
duated spring  balance  with  a  hook.  The  wire  which  is  to 
be  pulled-up  is  gripped  at  a  convenient  point  by  the  draw- 
tongs,  which  is  hooked  to  the  tension  ratchet  by  the  loop. 
On  revolving  the  drum  by  means  of  the  key,  and  so  winding- 
up  the  cord,  the  tension  on  the  wire  is  increased  until  the 
indicator  shows  that  the  proper  stress  Is  being  .ipplied.     If 


the  wire  were  pulled  up  too  tightly  it  would  break  ;  if  it  were 
left  too  slack,  it  would  be  liable  to  get  into  contact  with  Ihe 
others  in  its  neighbourhood  :  both  extremes  must  be  care- 
fully guarded  against.  When  simply  placed  on  to  the  arm 
the  wire  dips  or  hangs  in  a  curve.     This  curve  diminishes 
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and  approximates  more  closely  to  a  straight  line  the  tighter 
the  wire  is  drawn  ;  in  other  words,  the  dip  or  sag  depends 
upon  the  tension  of  the  wire.  The  maximum  tension  to 
which  wires  should  be  drawn  is  one-fourth  of  their  breaking 
stress  ;  for  instance,  600  and  200  lbs.  wire,  whose  breaking 
stresses  are  respectively  1,860  and  620  lbs.,  should  never  be 
drawn  up  with  a  tension  greater  than  465  lbs.  for  the 
former  and  155  lbs.  for  the  latter. 

Wires  are  usually  erected  in  the  summer,  since  conditions 
for  outdoor  work  are  then  more  favourable.  Now  since 
metals  expand  with  a  rise  of  temperature,  it  follows  that 
the  wire  will  be  longer  at  summer  heat  than  at  ordinary 
winter  temperature,  and  if  the  wire  when  erected  were 
subjected  to  a  tension  equal  to  one-fourth  its  breaking 
stress,  the  contraction  which  would  result  from  the  fall  to 
winter  temperature  might  cause  the  tension  in  the  wire  to 
become  equal  to  the  breaking  stress.  Indeed,  until  proper 
precautions  were  adopted,  it  was  quite  common  for  a  line 
erected  in  summer  to  break  at  several  points  when  the 
first  frost  of  the  succeeding  winter  set  in. 

In  order  to  facilitate  the  erection  of  wires,  and  to  avoid 
the  above  difficulty,  the  sags  and  stresses  for  various  usual 
spans  at  varying  temperatures  have  been  calculated  and 
issued  in  tabular  form  by  the  British  Post  Office.  These 
tables  are  based  upon  the  following  formulae,  allowing  for  a 
factor  of  safety  of  4  at  low  winter  temperature. 
Let 

/  =  length  of  span  in  feet ; 

d  =  sag  (or  dip)  in  feet  at  minimum  temperature ; 
^1=     ,,  „  ,,    higher 

s  =  stress  in  lbs.  at  minimum  temperature ; 

s,^     „  „        higher 

w  =  weight  in  lbs.  of  one  foot  of  the  wire ; 

L  =  true  length  of  wire  in  feet ; 

T  =  difference  of  temperature  Fahr. ; 

k  =  coefficient  of  expansion  per  degree  Fahr. ; 
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Then  iJlS (,) 

i,  =  V^'  +  />(TxS*) (.) 

"=-i (3) 

L  =  '  +  ^ (4) 

Also 

w  for  400  lbs.  iron       =  "075758  lb.  per  foot 
„     150     „  copper  =  '028409  „         „ 
„     100     „         „      =  -018939  1)         >i 
And 

k  for  iron       =  ■00000683. 
„    copper  =  00000956. 

The  Tables  are  given  as  Appendix  Sections  M,  N,  and  O. 

If  one  wire  upon  a  line  of  poles  is  once  properly  regu- 
lated, the  regulation  of  aU  the  succeeding  wires  that  are  run 
may  be  taken  from  it  and  becomes  a  very  simple  matter : 
for,  assuming  that  they  are  all  of  the  same  metal,  they  will 
all  (although,  it  may  be,  of  different  gauges)  take  exactly  the 
same  dip  with  the  same  proportional  strain. 


Binding. — The  wire,  when  duly  strained,  is  placed  in  the 
groove  of  the  insulator,  and,  if  iron,  is  very  tightly  bound  to 
it  in  the  manner  shown  in  fig.  212.  No.  16  galvanised  soft 
wire  is  always  used  for  binding  iron  wire.  It  is  applied 
as  follows : — Two  laps  are  taken  over  the  line  wire  at  a. 
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The  inner  end  is  then  taken  round  the  neck  of  the  insu- 
lator to  the  under  side  of  the  hne  wire  at  B,  and,  after 
one  complete  lap,  is  taken  back  round  the  insulator  to  A  and 
lapped  on  the  line  wire  for  about  a  dozen  turns  to  c  The 
other  end  of  the  binding  wire  is  taken  from  the  under  side 
of  the  line  wire  at  a  round  the  neck  of  the  insulator  to  the 
upper  side  at  b,  and  similarly  lapped   over  the  line  wire 

to  D. 

For  copper  wire  the  following  method  is  adopted  (fig. 
213) : — The  line  wire  is  first  served  from  a  to  D  with  a 
sheath  of  copper  tape  47  mils  thick.     The  binder  {which 


consists  of  wire  more  or  less  corresponding  with  the  line 
wire,  with  its  ends  rolled  flat)  is  then  placed  round  the 
neck  of  the  insulator  and  the  ends  (brought  over  the  con- 
ductor at  B  and  under  it  at  c)  closely  wrapped  around  the 
served  portion  of  the  conductor  as  shown.  The  wrapping 
is  done  by  hand,  and  it  is  then  tightened  by  means  of  two 
pairs  of  gas-nipple  tongs  supplied  for  the  purpose. 

If  the  position  of  a  pole  has  to  be  altered,  care  should 
be  taken  that  every  trace  of  the  old  binders  is  removed, 
unless,  indeed — as  at  road- crossings — they  have  been  sol- 
dered to  the  wires.     Portions  allowed  to  remain  are  apt 
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to  wear  the  line  wires  so  that  they  break  at  the  first  touch 
of  frost. 

Numbering  of  Wires. — The  wires  when  erected  should 
each  have  a  distinguishing  number,  and  should,  if  possible, 
occupy  the  same  position  upon  each  pole  on  the  line  along 
which  they  are  carried.  The  following  system,  applicable 
to  both  road  and  railway,  and  independent  of  the  side  on 
which  the  poles  are  planted,  is  now  generally  adopted  : 
Where  a  wire  is  run  on  a  saddle,  that  is  invariably  known 
as  No.  o ;  then,  standing  with  back  towards  the  up  station 


— that  is  to  say,  looking  at  the  up  side  of  the  pole — the 
wire  on  the  left-hand  side  of  the  top  arm  is  No.  1 ;  that  on 
the  right-hand  side,  No.  2  ;  the  wire  on  the  left-hand  side 
of  the  second  arm.  No,  3 ;  that  on  the  right-hand  side. 
No.  4 ;  and  so  on.  The  numbering  of  the  wires  where 
there  are  two  upon  each  arm  is  shown  in  fig.  202.  Simi- 
larly, when  there  are  four  upon  an  arm  they  should  be 
numbered  as  shown  in  fig.  214,  so  that  at  points  where  the 
wires  are  transferred  to  short  arms,  3  and  4,  7  and  8  natu- 
rally fall  into  their  proper  places. 
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Joints, — Bad  joints  in  telegraph  wires  have  given  rise  to 
more  trouble  than  any  other  defect,  for  the  faults  caused 
by  them  being  intermittent,  the  time  spent  in  localising 
them  is  greater  than  is  the  case  with  faults  of  any  other 
description ;  and  as  each  joint  in  open  wires  is  generally  at 
some  little  distance  from  the  support  the  search  for  the 
defect  is  a  tedious  and  difficult  matter. 

The  form  which  is  now  universally  adopted  was  intro- 
duced by  Mr.  Ekiwin  Clark,  and  is  known  as  the  *  Britannia ' 
joint.  It  is  shown  in  fig.  215,  and  is  made  as  follows  :  The 
ends  of  the  wires  are  carefully  scraped  clean  and  laid  side 
by  side  for  a  distance  of  about  two  inches  ;  they  are  then 
bound  firmly  together  with  the  ordinary  No.  16  binding- 
wire;  over  this  is  smeared  a  prepared  flux  known  as 
*  Baker's  fluid.'  Chloride  of  zinc,  known  as  *  spirits  of  salts,' 


Fig.  215. 


should  not  be  used.  The  solder,  without  which  no  electrical 
joint  can  be  considered  perfect,  being  then  applied  welds 
the  whole  together  in  one  solid  metallic  mass,  and  renders 
the  electrical  continuity  complete.  The  waste  ends  of  the 
two  wires  should  be  cut  off*  as  close  as  possible  to  the  joint, 
so  as  to  prevent  their  hooking  into  the  neighbouring  wires 
and  causing  contacts  when  swayed  by  the  wind.  Originally 
the  ends  of  the  wire  were  bent  at  right  angles  after  the  joint 
had  been  whipped,  but,  as  in  a  well-made  joint  the  hooked 
ends  serve  no  useful  purpose,  the  practice  has  been  discon- 
tinued. 

Terminating, — The  wire  is  sometimes  terminated  on  a 
shackle.  This  shackle  is  fixed  and  the  wire  is  attached  to 
the  shackle  as  shown  in  fig.  206.  The  wire  is  simply  bent 
round  the  porcelain  and  bound  in  exactly  the  same  manner 
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as  an  ordinary  joint  with  the  exception  that  it  need  not  be 
soldered. 

As  has  already  been  pointed  out  (p.  344),  shackles  are 
electrically  very  imperfect :  therefore  the  terminal  insulator, 
shown  in  fig.  207,  is  now  more  generally  used,  and  acts  much 
more  efficiently  as  an  insulator. 

When  the  wire  has  to  be  terminated  at  intermediate 
points  with  shackles,  or  '  shackled  off,'  as  it  is  termed,  the 
following  is  the  mode  of  procedure  which  should  be  adopted : 
A  double  shackle  is  fixed,  and  each  side  is  first  *  tailed ' — 
that  is  to  say,  a  wire  is  passed  round  the  porcelain  and  bound 
in  the  ordinary  way,  leaving  one  end  projecting  to  a  distance 
of  from  eighteen  inches  to  two  feet.  To  this  end  the  line 
wire  is  firmly  bound  and  soldered,  and  is  then  bent  round 
at  a  distance  of  not  less  than  six  inches  from  the  pole,  and 
similarly  dealt  with  on  the  opposite  side.  Thus,  the  line 
wire  itself  is  continuous. 

The  leading-in  wire  from  the  terminal  pole  (fig.  207) 
consists  of  a  copper  conductor  insulated  with  gutta-percha, 
and  well-protected  by  a  coating  of  tarred  tape  served  around 
it.  This  wire  is  bared  for  a  distance  of  several  inches,  then 
wound  round  the  iron  wire  and  soldered  only  at  the  end,  so 
as  to  admit  of  its  being  disconnected  for  testing  purposes  if 
required  ;  and,  as  gutta-percha  when  exposed  to  the  effect 
of  wind  and  weather  rapidly  deteriorates,  the  wire  is  care- 
fully protected  in  a  casing  down  the  pole  until  it  is  led  inside 
the  office.  The  small  portion  that  is  unavoidably  left  un- 
protected is  passed  through  a  *  leading-in  cup,'  which 
prevents  leakage  where  the  wire  enters  the  troughing.  On 
square  terminal  poles  a  hollow  facing  is  fixed,  through  which 
the  leading-in  wires  are  led ;  this  is  preferable  to  cutting 
grooves,  which  tend  more  or  less  to  reduce  the  strength  of 
the  pole. 

An  important  point  to  notice  is  that  in  no  case  should 
gutta-percha  be  brought  into  contact  with  creosoted  timber, 
as  the  oil  of  the  creosote  exercises  a  destructive  influence 
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upon  it.  Care  should  also  be  taken  that  the  leading-in  wires, 
when  carried  underneath  the  flooring,  should  be  protected 
from  the  possible  attacks  of  rats,  which  in  more  than  one 
instance  have  been  known  to  gnaw  through  the  gutta-percha, 
and,  having  laid  bare  the  conductors  brought  them  into  con- 
tact with  each  other.  The  leading-in  wire  should  likewise 
be  kept  clear  of  leaden  gas-pipes  \  a  distance  of  not  less  than 
six  inches  should  intervene  between  them,  for  during  a 
thunderstorm  great  risk  is  incurred  if  there  is  a  possible  line 
of  discharge  between  the  leading-in  wire  and  a  leaden  gas- 
pipe.  Several  instances  of  damage  have  occurred  owing  to 
the  lead  having  been  fused  and  the  gas  ignited  by  lightning. 
The  same  danger  does  not,  of  course,  exist  with  an  iron  pipe. 

Earth, — This,  although  the  last  point  to  be  seen  to  in 
the  construction  of  a  telegraph  line,  is  one  of  the  most 
important,  for  without  a  good  earth-connection  satisfactory 
working  upon  any  circuit  becomes  an  impossibility.  The 
first  object  to  secure  is  a  good  damp  soil,  and,  next  to  that, 
as  large  a  conducting  surface  as  possible  ;  for  this  reason  a 
metal  pump  or,  better  still,  the  iron  water-pipes  of  a  town 
are  taken  advantage  of,  and  in  most  instances  good  earth  is 
obtained  by  soldering  the  earth-wire  securely  on  to  them. 
But  if  there  are  no  water-pipes,  and  an  iron  gas-pipe  is  at 
hand,  it  will  be  found  to  answer  the  purpose  ;  when  both  gas 
and  water-pipes  exist  the  earth-wire  should  be  well  soldered 
to  each.  Upon  no  account  whatever  is  a  leaden  gas-pipe  to 
be  employed  for  the  purpose  of  affording  earth  ;  the  danger 
incurred  by  their  being  even  near  to  the  wires  has  been 
indicated ;  that  danger  is  increased  considerably  when  the 
wire  is  attached  to  them. 

When  neither  iron  water-pipes,  a  pump,  nor  iron  gas-pipes 
can  be  procured,  a  plate  of  metal  from  two  to  three  feet 
square,  usually  of  galvanised  iron,  is  buried  in  the  ground  at 
a  depth  sufficient  to  ensure  its  being  always  damp,  and  the 
earth-wire  is  attached  to  that.  Care  must  be  taken  that,  on 
short  circuits,  or  circuits  where  delicate  instruments  are  em- 
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ployed,  earth  at  each  end  is  obtained  by  a  plate  of  the  same 
metal.  Unless  this  is  seen  to  a  permanent  current  is  set 
up ;  for  the  two  dissimilar  metals  being  united  by  a  conductor 
the  necessary  conditions  for  a  current  are  present.  For  in- 
stance, iron  water-pipes  at  one  end  and  a  copper  plate  at 
the  other  would  give  rise  to  this,  and  the  combination  of 
different  metals  must  therefore  be  avoided. 


B.  OvERHOUSE  Telegraphs. 

In  large  towns,  where  it  becomes  impossible  to  plant 
poles  for  the  support  of  the  wires  on  the  ground  level,  over- 
house  telegraphs  are  had  recourse  to.  They  should  be  adopted, 
however,  only  when  the  number  of  wires  is  comparatively 
small ;  if  many  wires  have  to  be  run,  or  are  likely  to  be 
required,  underground  work  is  to  be  preferred. 

In  the  construction  of  overhouse  lines  nothing  but  the 
very  best  materials  should  be  employed.  The  supports  are 
iron  standards,  whose  length  will  vary  according  to  the  condi- 
tions of  the  work.  They  are  fixed  into  sockets  planted  upon 
the  ridges  of  the  houses  or  placed  in  *  chairs.'  These  chairs 
are  generally  made  of  iron,  although  occasionally  wood  is 
employed.  A  hole  is  cast  or  bored  in  them,  as  the  case  may 
be,  and  into  it  the  pole  is  firmly  fixed.  Poles  employed  in 
overhouse  work  should  be  stayed  in  every  possible  direction. 

The  conductor  employed  is,  if  of  iron,  a  strand  of  three 
No.  16  wires  ;  but  more  generally  copper  or  silicium  bronze 
wire  is  preferred.  Where  exposed  to  the  action  of  smoke 
or  the  gases  which  are  given  off  in  the  neighbourhood  of 
most  of  the  centres  of  industry,  the  iron  wire  is  covered  with 
tanned  tape  saturated  in  a  composition  of  ozokerit  and 
Stockholm  tar ;  but  copper  needs  no  such  protection. 

Every  effort  must  be  made  to  reduce  to  a  minimum  the 
risk  arising  from  the  breakage  of  the  wires.  Thorough- 
fares should  be  crossed  as  far  as  possible  at  right  angles, 
and  not  longitudinally;  the  shorter  the  length  of  wire 
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hanging  over  them,  the  less  liability  is  there  of  danger  to  the 
public. 

In  soldering  the  joints  at  each  point  of  support  the 
utmost  caution  should  be  observed  in  the  use  of  the  fire- 
pot.  Instances  have  occurred  where,  from  carelessness  and 
negligence  with  it  on  the  roofs  of  houses,  the  leads  have  been 
melted  and  the  buildings  set  on  fire.  In  leading-in  from  iron 
standards  as  well  as  from  all  iron  supports,  extra  precaution 
must  be  observed  to  avoid  leakage  in  consequence  of  de- 
terioration of  the  gutta-percha  covering  of  the  wires. 

When  the  standards  cannot  be  fixed,  and  chimneys  have 
necessarily  to  be  taken  advantage  of  instead,  great  care 
should  be  exercised  in  their  selection  ;  none  but  those  which 
upon  examination  are  proved  to  be  perfectly  sound  should 
be  used,  and  brackets  should  never  be  inserted  even  in  these, 
but  an  iron  band  encircling  the  entire  chimney  should  be 
employed. 

A  very  frequent  objection  urged  by  the  owners  of 
buildings  against  the  attachment  of  the  wires  is  the  noise 
which  they  cause.  If  the  binding  be  imperfectly  performed, 
or  the  wire  be  strained  too  tightly,  the  vibration  conducted 
down  the  solid  walls  proves  to  be  an  almost  intolerable 
nuisance ;  in  frosty  weather,  as  might  be  expected,  it  becomes 
worse  and  worse  as  the  wire  contracts.  Various  efforts 
have  been  made  to  surmount  this  :  the  bolt  of  the  shackle 
has  been  padded  with  chamois  leather,  india-rubber,  and 
the  like,  the  wire  itself  as  it  passes  round  the  insulator  being 
encased  in  the  same  material.  This  has  been  found  to 
answer  fairly  ;  but  the  plan  which  effectually  puts  a  stop  to 
the  noise  is  the  insertion  of  a  small  section  of  chain  in  the 
line-wire  upon  each  side  of  the  shackle.  To  the  extremity 
of  the  chain,  which,  of  course,  does  not  form  part  of  the 
circuit,  the  wire  is  doubly  bound  and  soldered.  Perhaps 
the  most  satisfactory  plan  is  to  use  only  light  copper  or 
bronze  wire,  not  too  tightly  strained. 

Too  much  care  cannot  be  exercised  by  the  workmen  in 
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the  erection  of  overhouse  wires.  The  damage  done  to  the 
buildings  where  the  supports  are  fixed,  as  well  as  to  those 
intervening  over  which  the  wire  has  to  be  drawn,  should  in 
every  instance  be  rectified  the  moment  it  is  observed  ;  the 
dislodgement  of  slates  and  tiles,  unless  speedily  seen  to, 
becomes  in  time  the  source  of  great  expense,  and  forms  one 
of  the  main  barriers  in  the  way  of  overhouse  telegraphs. 


CHAPTER  XV. 

CONSTRUCTION — (COVERED  TELEGRAPH  LINES). 

Upon  open  lines  short  lengths  of  covered  wire  should 
be  avoided  as  far  as  possible,  but  occasionally  they  are 
rendered  necessary  by  local  causes  ;  whilst  through  tunnels 
and  in  towns  they  are  decidedly  to  be  preferred,  not  more  for 
economical  reasons  than  on  the  ground  of  safety  in  working. 
From  the  first,  copper  has  been  invariably  employed  as  the 
conductor  for  underground  lines,  but  the  insulating  material 
has  varied  considerably,  and  even  to  the  present  day  there 
is  a  difference  of  opinion  as  to  whether  gutta-percha  or 
indiarubber — the  two  rival  substances — is  to  be  preferred  for 
this  purpose. 

Gutta  Percha  Covered  Wires, — Covered  wires  through 
railway  tunnels  are  laid  in  wooden  boxing,  the  top  of  which 
should  be  tied  by  iron  wire  and  not  nailed  on.  Where 
exposed  to  the  likelihood  of  being  interfered  with  by  the 
public,  screws  may  be  used,  but  not  nails.  In  driving  nails 
more  or  less  danger  is  incurred  of  piercing  the  gutta-percha 
and  thereby  causing  faults.  The  boxing  is  supported  upon 
hooks  driven  into  the  brickwork  of  the  tunnel.  The 
timber  employed  for  the  purpose  should  be  tarred,  but 
never  on  any  account  creosoted,  because,  as  already  stated, 
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creasote  in  contact  with  gutta-percha  exerts  a  marked  in- 
fluence upon  it,  and  speedily  leads  to  its  deterioration ; 
under  no  circumstances  should  these  two  materials  be 
brought  together. 

The  earliest  underground  wires  placed  upon  the  roads 
in  England  were  laid  in  grooved  boarding  formed  from  creo- 
soted  Baltic  timber.  This  plan  was  after  a  short  time 
discontinued,  and  is  now  entirely  abandoned.  In  place  of 
boarding,  cast-iron  pipes  are  now  generally  employed  for 
telegraph  lines.  These  pipes  are  dipped  while  hot  in  a 
composition  consisting  mainly  of  tar  and  oil,  which  leaves 
a  hard  *  glaze '  upon  the  metal.  Glazed  earthenware,  set  in 
cement,  is  now  also  used  for  lead-sheathed  paper-insulated 
multiple  cables. 

The  gauge  of  the  pipes  will  vary  according  to  the  number 
of  wires  that  are  to  be,  or  are  likely  to  be,  drawn  into  them 
before  their  renewal  becomes  necessary.  In  no  case  is  it 
advisable  to  lay  a  pipe  of  smaller  gauge  than  two  inches  in 
internal  diameter,  and  generally  3-inch  pipes  would  be 
preferable.  The  labour  charge  in  connection  with  the 
laying  of  the  pipes  is  such  an  important  factor  that  the 
increase  in  the  cost  as  between  a  2-inch  and  a  3-inch  pipe 
may  often  be  justified  in  view  of  possible  extensions. 

As  an  indication  of  the  accommodation  afforded  by  the 
different  sizes  of  pipes  it  may  be  assumed  that  2 -inch, 
3-inch,  and  4-inch  pipes  should  not  be  expected  to  take 
respectively  more  than  40,  80,  and  120  No.  7^  prepared 
G.P.  covered  wires  (p.  361). 

The  interior  of  the  pipes  should  be  carefully  scraped  and 
cleaned  before  they  are  laid,  for  the  purpose  of  removing  any 
inequalities  on  the  surface  due  to  imperfect  manufacture. 
If  these  are  allowed  to  remain,  the  risk  of  injury  to  the  gutta- 
percha is  incurred  when  the  wires  come  to  be  pulled  in. 
Steel  dies  or  cylinders,  rather  smaller  than  the  interior  of  the 
pipe,  may  be  used  for  this  purpose  ;  or,  if  there  is  any  diffi- 
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culty  in  procuring  these,  a  heavy  iron  chain  drawn  to  and  fro 
in  the  pipes  will  be  found  to  answer  the  purpose  very  well. 

Cast-iron  pipes  are  generally  laid  at  a  depth  of  two  feet ;  in 
no  case  should  the  depth  of  the  trench  be  less  than  one  foot, 
and  where  the  traffic  is  exceptionally  heavy  the  limit  should 
be  increased  to  at  least  two  feet  six  inches.  In  towns  the 
pipes  should  as  far  as  possible  be  laid  under  the  pavement, 
where  the  traffic,  being  mainly  confined  to  foot-passengers, 
is  comparatively  light.  The  joints  in  the  pipes  should  be 
made  as  follows  :  First  a  layer  of  tarred  yam  is  inserted  into 
the  socket  and  hammered  in  tightly  with  a  special  tool. 
Then  the  remainder  of  the  socket  space  is  filled  in  with 
molten  lead,  which,  finally,  is  caulked  or  hammered  tightly 
into  the  joint.  In  filling  up  the  trench  every  care  should  be 
exercised  to  remove  all  stones  of  any  size  until  a  layer  of 
six  inches  of  good  mould  has  been  punned  down  over  the 
pipes. 

As  each  pipe  is  laid  in  its  place,  an  iron  wire  of  No.  7^ 
gauge  is  threaded  through  it ;  to  the  end  of  this  the  cable  to 
be  puUed-in  is  attached.  The  iron  wire  is  carried  through 
the  pipes  at  the  time  they  are  being  laid ;  it  is  next  to  im- 
possible to  thread  it  through  for  any  length  after  they  are  laid  ; 
the  difficulty  in  doing  so  is  almost  incredible  until  it  has  once 
been  experienced.  Bamboo  sticks  capped  and  fitted  with 
screws  joined  together  like  chimney-sweeps*  rods  are  some- 
times used.  At  distances  of  100  yards  apart  where  the  line  is 
straight,  and  less  if  the  route  is  at  all  tortuous,  *  flush '  boxes  are 
laid  to  facilitate  the  operation  of  pulling  in.  The  name  flush 
box  was  originally  given  to  these  from  the  fact  of  their  being 
laid  level  with  the  surface  of  the  ground,  which  is  still  the  prac- 
tice in  London  and  some  other  paved  towns  where  the  pipes 
are  laid  beneath  the  pavement.  As  the  cable  to  be  pulled  in 
should  be  manufactured  in  lengths  of  400  yards,  every  fourth 
box  of  this  class  becomes  a  joint  box,  in  which  the  junction 
with  the  succeeding  section  of  cable  is  made.  These  boxes 
are  of  cast  iron,  measuring  about  two  feet  six  inches  in 
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length  by  eleven  inches  in  width  and  one  foot  in  depth  ; 
they  have  an  opening  at  each  end  sufficiently  large  to 
admit  the  end  of  a  pipe  at  any  angle.  Figs.  216,  217,  and 
218  show  the  construction  of  one  of  these  boxes;  being 
respectively  a  plan  of  the  lid,  a  longitudinal  section  of  the 


Fig.  216.    ^  full  size. 

box,  and  a  transverse  section.  The  pipes  are  led  into  the 
boxes  so  as  just  to  project  inside  them,  and  the  space  around 
each  pipe  is  stopped,  in  order  to  prevent  the  ingress  of  dirt. 
The  figures  show  the  kind  of  box  that  is  fitted  flush  with 


Fig.  217.     ^  full  size. 

the  pavement,  the  lid  consisting  of  an  iron  frame  filled 
in  with  stone  ;  but  for  buried  boxes  closely  fitting  iron 
covers  are  used.  In  order  that  the  position  of  these 
buried  boxes  may  be  readily  ascertained  a  distinguishing 
mark  should  be  placed  on  the  ground.  The  Postal  Telegraph 
Department  use  a  recognised  cast-iron  *  marker,'  but,  failing 
that,  a  wooden  stake  or  a  paving-stone  will  suffice  to  indicate 
the  place. 
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Fig.  218.    A  full  size. 


The  wire  hitherto  largely  employed  for  tunnel  and  under- 
ground work  in  England  is  that  known  as  No.  7^  prepared 
gutta-percha.  The  copper  conductor  is  No.  18  gauge,  and 
is  insulated  with  gutta-percha  up  to  the  gauge  of  No.  7^ ;  it  is 
then  served  with  a  covering  of  tanned 
tape  which  has  been  drawn  through 
a  composition  of  Stockholm  tar  and 
melted  ozokerit.  When  several  wires 
have  to  be  drawn  in  at  the  same  time, 
they  are  first  of  all  laid  side  by  side  and 
tied  together  at  short  intervals,  forming 
what  is  technically  called  a '  cable.'  As 
they  are  pulled  into  the  pipes  the 
binders  are  cut  and  removed.  Occa- 
sionally the  plain  gutta-percha  wires  are  laid  parallel  to  each 
other,  and  the  whole  are  then  served  over  with  a  covering 
of  prepared  tape.  A  true  cable,  however,  is  now  more 
generally  used,  formed  of  a  strand  of  four  plain  gutta-percha 
wires  laid  (that  is,  twisted)  together  and  protected  with  a 
coating  of  tape  prepared  as  above,  or  braided  with  hemp  so 
as  to  form  a  neat  rope  or  cable. 

The  '  cable '  is  coiled  on  a  clean  tarpaulin  laid  at  a  con- 
venient distance  from  the  flush-box  where  the  work  is  com- 
menced, so  as  to  prevent  its  chafing  as  it  is  drawn  into  the 
pipes.  To  guard  against  damage  to  the  cable,  in  drawing-in 
a  wooden  roller  is  placed  at  the  mouth  of  the  pipe ;  and  a 
mat  is  spread  at  the  bottom  of  the  box,  which  has  been  pre- 
viously well  cleaned  out,  so  as  to  prevent  the  cable  from 
dragging  any  dust  or  dirt  along  with  it.  The  ends  of  the 
copper  wires  of  the  cable  are  stripped  for  two  or  three  inches 
of  their  covering,  and  are  twisted  on  to  a  loop  formed  in  the 
end  of  the  iron  wire  which,  as  already  remarked,  has  been 
threaded  through  each  length  of  pipe  as  it  was  laid ;  and  the 
ends  are  then  lapped  over  with  tape  and  yarn  to  prevent 
abrasion  of  the  gutta-percha  as  the  wires  are  drawn  through. 
The  work  of  hauling-in  commences,  in  a  straight  length  of 
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400  yards  from  the  central  box  (fig.  219) :  one  end  of  the 
cable  is  drawn  from  a  to  b,  and  the  other  from  a  to  c.  Where 
there  are  two  or  more  intermediate  boxes,  the  operations  in 
pulling-in  are  increased  with  each  additional  box ;  thus,  in 

B  A  c 

D a n 

Fig.  219. 

fig.  220,  one-half  of  the  cable  would  first  of  all  be  drawn  from 
A  to  by  where  it  would  be  careftiUy  coiled,  and  subsequently 
drawn  in  from  ^  to  b  ;  while  on  the  other  side  an  exactly 
similar  course  would  be  adopted  by  drawing-in  the  second  haif 


B 


D D a □ n 

Fig.  3ao. 

first  to  c  and  then  to  c.  The  coil  being  placed  so  as  to  give 
a  straight  lead  to  the  cable  into  the  pipe  at  the  first  hauUng- 
in  box,  the  work  of  puUing-in  is  commenced.  One  man  sees 
to  the  proper  uncoiling  of  the  cable,  another  attends  to  the 
lead,  and  the  rest  pull  the  iron  wire  through  at  the  further  box 
until  the  end  of  the  cable  makes  its  appearance  there.  In 
the  case  of  intermediate  boxes,  such  as  at  b  and  r,  the  cable 
drawn  out  of  the  pipes  between  a  and  those  points  is  coiled 
there  as  in  the  first  instance  at  a,  care  being  taken  to 
protect  it  from  friction  by  means  of  a  small  roller  as  it 
emerges  from  the  pipe.  Before  being  pulled  into  the  sec- 
tions ^  to  B  and  ^  to  c  the  cable  is  *  turned  over  *  by  being 
re-coiled  on  the  opposite  side  of  the  boxes  at  b  and  <r,  in  order 
to  give  it  a  fair  lead  to  the  mouth  of  the  pipe  in  the  proper 
direction. 

When  the  section  of  cable  is  got  into  the  pipes  the  num- 
bering of  the  wires  is  proceeded  with.  From  a  small  portable 
battery  a  current  is  sent  along  each  wire  and  noted  at  the 
frirther  end  upon  a  galvanometer ;  corresponding  numbers 
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are  then  affixed  to  the  ends  of  each  wire  in  succession  until 
all  have  been  gone  through.  These  numbers  consist  of 
small  leaden  pellets  with  the  numerals  imprinted  upon 
them. 

Should  it  at  any  time  be  necessary  to  increase  the 
number  of  wires  in  an  existing  line  of  pipes,  the  method  to 
be  adopted  is  as  follows :  Let  bag  (fig.  219)  be  a  section 
of  line  with  joint- boxes  at  b,  a,  and  c,  and  containing  seven 
wires ;  it  is  desired  to  increase  the  number  to  eleven.  A 
cable  of  eleven  wires,  equal  in  length  to  the  distance  be- 
tween B  and  A,  is  first  of  all  formed  and  joined  on  to  the 
end  B  of  the  existing  cable.  The  same  precautions  are 
adopted  to  protect  the  wires  from  friction  as  in  the  case  of  a 
new  line ;  the  new  cable  is  then  pulled  in  at  b,  the  old  one 
being  drawn  out  at  each  intermediate  flush-box  between  b 
and  A  in  succession  until  the  section  b  a  is  completed.  To 
the  old  seven- wire  cable,  after  it  has  been  carefully  exam- 
ined and  tested,  and  any  damage  which  the  covering  may 
have  sustained  has  been  repaired,  four  new  wires  are  added, 
and  the  eleven-wire  cable  thus  formed  is  drawn  in  from  a 
to  c.  This  operation  is  repeated  throughout  the  entire  line 
until  the  work  is  completed.  In  this  way  only  one  set  of 
eleven  joints — viz.  that  at  the  second  box — becomes  neces- 
sary ;  at  each  joint-box  the  four  new  wires  have  of  course  to 
be  jointed. 

Under  no  circumstances  should  any  attempt  be  made 
to  draw  new  wires  into  pipes  which  already  contain  existing 
wires  without  removing  the  latter.  The  friction  which 
inevitably  takes  place  between  the  old  and  the  new  wires 
leads  to  the  abrasion  of  the  protective  covering  in  both,  and 
lays  the  foundation  of  innumerable  faults,  which  may  only 
begin  to  make  their  appearance  and  interfere  with  the  work- 
ing of  the  circuits  some  time  after  the  laying  of  the  additional 
wires  has  been  completed. 

Dry-Core  Cables, — Of  late  years  paper  insulated  and  lead 
covered  cables  have  come  into  use,  both  for  underground 
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telegraph  and  telephone  lines,  as  well  as  for  overhead 
construction.  Each  wire  is  enclosed  in  strong  specially 
prepared  paper,  free  from  metallic  particles,  applied  spirally 
or  longitudinally,  in  such  a  way  as  to  completely  cover  the 
wire,  and  perfectly  insulate  it  from  its  neighbour.  For 
telephone  purposes  the  wires  thus  insulated  are  twisted  in 
pairs,  and  the  copper  conductors  vary,  according  to  the  use 
for  which  they  are  destined,  from  20  to  200  pounds  per 
mile  in  weight  For  the  smaller  sizes,  300  pairs  or  more 
can  be  made  up  into  one  cable,  and  such  cables  for  under- 
ground work  in  large  cities,  while  occupjdng  small  space, 
are  highly  convenient.  The  lead  sheath  varies  from  •  108  to 
•183  inch  in  thickness  according  to  the  number  and  size  of 
conductors  which  it  contains.  The  sheath,  as  specified  by 
the  British  Post  Office,  is  of  the  finest  English  lead,  applied 
at  a  temperature  not  exceeding  600**  Fahr.,  the  quality  and 
durability  of  the  tube  being  of  the  highest  importance. 
The  electrostatic  capacity  of  dry-core  cables  is  only  one- 
fourth  that  of  gutta-percha  or  india-rubber.  They  are 
therefore  well  adapted  for  telephone  purposes.  With  the 
lead  sheath  and  all  other  wires  connected  to  earth  the 
electrostatic  capacity  per  mile  of  each  20-  or  40-pound 
conductor  of  twisted  pairs,  as  ordinarily  put  up,  is  not  more 
than  '08  microfarad  in  cables  containing  300  wires,  at  a 
temperature  of  50®  Fahr.  The  mean  electrostatic  capacity 
from  wire  to  wire  of  each  pair  in  any  length  of  cable  (all 
the  wires  in  the  cable  and  the  testing  battery  and  apparatus 
being  insulated)  does  not  exceed  70  per  cent  of  the  mean 
wire-to-earth  capacity,  tested  as  above  described. 

Where  a  cable  contains  numerous  wires  the  cost  per 
conductor  is  only  one-fourth  to  one-third  that  of  the  other 
forms  of  insulated  wire.  The  lead  covered  cables,  iron 
pipes,  and  earthenware  conduits  are  almost  imperishable 
under  the  conditions  in  which  they  are  applied,  and  if 
properly  laid  the  durability  should  be  very  great.  The 
cables  are,  however,  not  without  disadvantages.     For  their 
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success  it  is  essential  that  the  paper  insulation  should  be 
kept  dry.  Therefore  any  defect  in  the  lead  sheathing  or  at 
a  joint  will  probably  cause  faults  on  all  the  circuits  in  the 
cable.  Further,  this  type  of  cable  involves  increased  risk  of 
damage  from  lightning. 

In  the  course  of  manufacture,  as  the  cable  is  laid  up  it 
is  wound  on  an  iron  drum  which  is  subsequently  placed  in 
an  oven  and  subjected  to  heat  until  all  moisture  is  driven 
off.  The  temperature  of  the  oven  is  not  allowed  to  exceed 
225°  Fahr.  After  passing  through  the  lead  press,  the  ends 
are  sealed  to  exclude  moisture. 

The  length  of  cable  that  can  safely  be  drawn  into  a  line 
of  pipes  varies  with  the  number  of  wires,  the  weight  of  the 
cable,  the  alignment  of  the  pipes,  and  other  conditions. 

Heavy  cables  should,  as  a  rule,  be  ordered  in  such 
lengths  as  may  be  conveniently  drawn  into  a  pipe  from 
box  to  box.  Lighter  cables  may  generally  with  advantage 
be  ordered  in  the  maximum  lengths  which  a  drum  will 
hold. 

In  drawing  into  a  section  of  pip)e  which  contains  a  bend 
the  cable  should  be  fed  in  from  the  end  further  from  the 
bend  ;  so  that  the  shortest  possible  length  of  cable  may 
have  to  pass  the  difficult  point 

Where  two  or  more  cables  have  to  be  drawn  into  one 
pipe  in  succession  (a  practice  that  should  be  resorted  to  as 
rarely  as  possible)  joint  boxes  or  slide  pipes  should  be 
provided  at  every  seventy-five  yards  as  a  maximum,  as  the 
friction  in  such  cases  is  very  greatly  increased. 

In  all  cases  the  cable  should  be  two  yards  longer  than 
the  distance  from  centre  to  centre  of  the  joint  boxes,  to 
allow  for  waste  in  puUing-in,  jointing,  testing  etc.,  and  in 
the  case  of  manholes  the  length  may  have  to  be  still  further 
increased  to  meet  local  conditions. 

It  is  most  economical  to  manufacture  multiple  dry-core 
cables  in  long  lengths.  Where  the  standard  lengths  can- 
not be  employed  and  the  use  of  short  lengths  is  unavoidable, 


366      Construction  {Covered  Telegraph  Lines) 

they  should  be  aggregated  into  longer  lengths  within  the 
limits  laid  down  as  the  practical  maxima  in  the  tables. 
These  maxima  are  determined  in  some  cases  by  the  capacity 
of  the  drum  and  in  other  cases  by  the  weight  and  limit  of 
flexibility  of  the  cable. 

When  ready  to  commence  the  drawing-in  the  drums  of 
cable  are  carted  to  the  work,  preferably  in  a  low  waggon, 
technically  known  as  a  *  float,'  and  care  should  be  taken  not 
to  roll  the  drum  about  more  than  is  absolutely  necessary. 
The  drum  is  fixed  immediately  over  the  end  of  the  pipe 
through  which  the  cable  enters,  and  in  such  a  position  that 
the  cable  will  pay  out  from  above  in  a  curve  of  large  radius. 
A  steel  spindle,  square  in  the  central  portion  and  round 
at  the  ends,  is  passed  through  the  centre  of  the  drum  to 
form  an  axle ;  under  each  end  of  the  spindle  is  placed  a 
lifting  jack,  and  by  this  means  the  drum  is  raised  to  a 
sufficient  height  above  the  ground  to  admit  of  its  revolving 
freely  on  its  axis. 

The  ground  over  the  drawing-in  slide  pipes  should  be 
opened  to  a  convenient  sized  hole,  and  a  rope,  three  or  four 
inches  in  circumference,  drawn  through  the  pipes.  This  is 
done  by  means  of  the  drawing-in  wire  when  one  is  pro- 
vided, or  by  threading  through  the  empty  pipes  a  length  of 
sweeps'  rods.  The  former  is  the  more  expeditious  and  less 
costly  method  where  the  pipe  is  to  be  used  at  once,  but  it 
should  not  be  resorted  to  when  the  wire  is  likely  to  be  left 
in  the  pipe  for  any  considerable  time. 

At  one  end  of  the  rope  is  fitted  a  split  link,  and  the 
other  end  is  attached  to  a  crab-winch,  which  should  be 
securely  anchored  down  either  to  bars  driven  in  the  groimd 
or  to  the  line  of  pipes  itself.  When  the  latter  course  is 
adopted,  a  small  hole  in  the  ground  should  be  opened  at  a 
distance  of  at  least  four  yards  from  the  drawing-in  pipe,  and 
the  winch  placed  over  it. 

A  clip  is  used  for  attaching  the  rope  to  the  cable. 
These  clips  are  made  in  various  sizes,  and  it  is  important 
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that  a  size  be  selected  exactly  fitting  the  cable  to  be 
drawn  in. 

When  about  to  be  used  the  clip  is  fixed  over  the  end  of  the 
cable  without  removing  the  seal  from  the  latter  or  exposing 
the  wires  to  moisture,  and  the  positions  of  the  four  holes  in 
the  side  of  the  clip  are  carefully  marked  on  the  lead  sheath- 
ing with  a  pointed  tool.  The  clip  is  then  removed,  and 
two  holes  are  bored  with  a  small  gimlet  right  through  the 
sheathing,  care  being  taken  that  they  emerge  on  the  far 
side  in  the  position  marked.  A  drift  pin  having  been 
driven  through  in  order  to  clear  a  passage  for  the  screws, 
the  clip  is  replaced  and  screwed  up  tightly.  The  end  of 
the  cable  is,  finally,  dipped  into  a  narrow  pot  of  thoroughly 
melted  paraffin  wax,  in  which  it  is  left  immersed  to  a  depth 
of  three  inches  beyond  the  clip.  When  the  wax  has 
thoroughly  sealed  the  interstices  between  the  screws  and 
the  screw  holes  it  is  withdrawn  and  allowed  to  set. 

The  end  of  the  cable  is  attached  to  the  rope  by 
means  of  a  split  link,  which  when  sprung  into  place 
should  be  lapped  with  tape  or  yam  to  prevent  its  becoming 
loose  in  passing  through  the  pipe.  All  is  then  ready  for 
puUing-in. 

Petroleum-jelly  and  black-lead  are  the  best  lubricants 
for  drawing  in  cables.  When  a  single  cable  is  drawn  into 
a  pipe,  the  former  is  preferred,  but  where,  exceptionally, 
two  or  more  cables  must  be  accommodated  in  one  pipe 
black-lead  should  be  used.  The  lubricant  should  be 
applied  to  the  cable  as  it  enters  the  pipe. 

The  cable  is  steadily  hauled  in  by  two,  or  not  more  than 
four,  men  at  the  winch,  and  the  pull  on  the  rope  should  be 
in  the  line  of  pipes,  snatch  blocks  being  introduced  if 
necessary. 

The  remainder  of  the  men  are  engaged  in  the  meantime 
in  revolving  the  drum  and  feeding  the  cable  into  the  pipe 
from  over  the  drum  in  a  curve  of  such  radius  as  will  cause 
it  to  enter  horizontally,  without  strain,  bends,  reverse  twists 
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or  other  injury.  The  hole  through  which  the  drawing-in 
operations  take  place  should  be  sufficiently  long  to  ensure  a 
straight  lead  for  the  cable. 

When  it  is  necessary  to  pull  more  than  one  cable  into  a 
pipe,  each  cable  should  be  dealt  with  independently,  as  a 
simultaneous  drawing-in  of  two  cables  has  been  found 
impracticable. 

When  the  cable  has  been  pulled  in,  the  end  to  which 
the  clip  is  attached  should  be  cut  off  with  a  hack-saw,  and 
the  interior  examined  to  ascertain  if  moisture  has  entered. 
If  free  from  wet,  the  conductors  should  be  driven  back 
within  the  lead  by  means  of  a  dry  punch  to  a  depth  of 
about  a  quarter  of  an  inch ;  a  disc  of  lead  of  the  exact  size 
should  be  fitted  in  the  recess  thus  formed  and  securely 
soldered  to  the  pipe,  thus  providing  an  absolutely  watertight 
seal  which  will  remain  intact  until  the  time  for  jointing 
arrives. 

The  exposed  length  should  be  laid  in  the  trench  and 
(when  the  jointing  cannot  be  proceeded  with  at  once)  care- 
fully protected  by  pieces  of  timber,  three  inches  by  nine 
inches,  one  on  each  side  and  one  on  the  top,  over  which 
the  loose  soil  can  be  filled  in  and  punned.  The  timber  is 
needed  to  protect  the  cable  from  damage  in  filling  in  or  in 
subsequently  opening  the  ground  for  jointing.  The  space 
between  the  cable  and  the  end  of  the  pipe  should  be  filled 
with  cotton  waste  to  prevent  the  entry  of  soil.  Where  the 
size  of  the  cables  will  admit  of  both  ends  entering  the  slide 
pipe,  the  latter  should  be  used  as  a  protection  instead  of 
the  wood  slips,  the  interstices  between  the  slide  and  the 
pipes  being  filled  with  waste. 

Ample  room  must  be  allowed  for  jointing  purposes.  For 
a  heavy  cable  a  hole  about  six  feet  long,  three  feet  broad, 
and  three  or  four  feet  deep,  should  be  opened  over  the  pro- 
posed joint,  to  admit  of  two  workmen  engaging  in  the 
operation,  the  trench  being  also  opened  to  a  sufficient  length 
to  admit  of  the  slide-pipe  being  slipped  along  the  end  of 
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one  pipe.  For  a  small  cable  a  reduction  in  the  size  of  the 
hole  may  be  permitted. 

The  sides  and  the  bottom  of  the  hole  are  protected  by 
sheets  of  ungalvanised  iron  of  No.  22  gauge,  three  feet  by 
two  feet,  which  are  placed  immediately  around  the  place 
where  the  joint  is  to  be  made.  The  object  is  to  protect  the 
exposed  cable  from  moisture,  which  rises  freely,  especially 
when  charcoal  braziers,  subsequently  referred  to,  are  intro- 
duced. Galvanised  iron  is  unsuitable,  as  solder  droppings 
which  have  been  in  contact  with  galvanised  iron  cannot 
again  be  used. 

Two  planks,  ten  feet  long,  nine  inches  wide,  and  three 
inches  thick,  are  then  placed  along  the  sides  of  the  hole, 
and  two  ordinary  jointers*  tents,  fitted  end  to  end,  are 
mounted  on  them. 

Where  water  abounds  the  earth  is  banked  up  along  the 
supporting  timbers  to  prevent  its  entry,  and  in  rainy  weather 
a  tarpaulin  is  placed  over  the  top  of  the  tents  to  make  them 
absolutely  waterproof.  The  windward  end  of  the  tent 
must  always  be  kept  closed  to  prevent  cui  rents  of  air, 
which  are  always  more  or  less  damp,  from  passing  over  the 
joint. 

If  the  sub-soil  be  saturated  a  sump  hole  should  be  sunk 
in  a  suitable  position  outside  the  tent,  to  admit  of  the 
use  of  a  pump  for  removing  the  water  as  it  accumulates. 
The  water  should  on  no  account  be  baled  out  because  of 
the  liability  to  splash  the  joint 

In  the  case  of  mixed  soil  or  gravel,  it  is  necessary  to 
shore-up  the  whole  with  timber  to  prevent  the  sides  falling 
in  during  operations.  For  this  purpose  the  hole  should  be 
lined  with  vertical  planks  known  as  *  poling  boards '  three 
feet  six  inches  by  nine  inches  by  one  inch,  supported 
by  two  horizontal  planks,  'whalers,'  six  feet  by  nine 
inches  by  two  inches,  which  are  kept  in  position  by 
'  putlogs.' 

In  the  case  of  cables  of  any  considerable  size,  it  is 
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generally  desirable,  where  a  joint  is  to  be  made,  to  open  the 
hole  over  night  in  order  that  an  entire  working  day  may  be 
available  for  the  process  of  jointing.  When  once  com- 
menced, the  work  must  be  continued  until  the  joint  is 
finished. 

Before  jointing  is  commenced  the  whole  of  the  interior 
of  the  excavation  must  be  covered  with  canvas  sheets,  so  as 
to  ensure  absolute  cleanliness  in  all  subsequent  opera- 
tions. 

When  the  preliminary  arrangements  are  complete  the 
jointing  is  commenced  thus  : 

{a)  The  surplus  length  of  each  cable  is  cut  off,  leaving 
an  overlap. 

(b)  Next,  the  required  length  of  lead  sheathing  is 
removed  from  each  cable,  care  being  taken  not  to  damage 
the  paper  insulation.  When  the  lead  sleeve  has  been 
passed  over  the  end  of  one  cable  the  conductors  are  tied 
in  half  layers  and  are  turned  up  at  right  angles.  For 
cables  one  and  half  inch  in  diameter  and  over,  a  slit  about 
one  inch  in  length  is  previously  cut  in  the  centre  of  the 
sleeve  and  dummied  outwards,  for  a  purpose  to  be  explained 
later. 

(c)  The  other  end  is  then  similarly  tied  in  half  layers 
and  turned  up  at  right  angles,  and  the  first  copper  joints 
(those  of  the  central  pair  of  the  bottom  half  of  the  outer 
layer)  are  made.  The  method  of  jointing  the  copper  wires 
is  explained  on  page  372. 

{d)  Paper  insulating  sleeves  are  next  drawn  over  the 
conductor  joints  and  tied  together  with  thread  in  order 
to  prevent  them  from  being  moved  out  of  position  during 
the  subsequent  operations. 

(e)  A  strip  of  insulated  paper  is  now  wrapped  spirally 
round  the  pair  so  jointed,  and  is  tied  at  the  end  with  thread 
to  keep  it  in  position.  This  spiral  wrapping  of  paper  is 
necessary  to  complete  the  insulation  of  the  wires  in  con- 
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sequence  of  a  portion  of  each  conductor  being  left  bare  in 
the  process  of  jointing. 

(f)  The  jointing  of  the  remaining  pairs  of  the  bottom 
half  layer  and  the  six  pairs  forming  the  bottom  half  of  the 
second  layer  in  the  cable  are  dealt  with  in  a  precisely 
similar  manner. 

{g)  The  next  half-layer  towards  the  centre  of  the  cable 
and  the  central  pair  having  been  dealt  with,  the  jointing  of 
the  cable  is  continued  in  reverse  order  towards  the  outside 
half-layer,  and  the  joint  is  thus  completed  so  far  as  the 
insulation  of  the  pairs  is  concerned. 

The  paper  insulating  sleeves  are  carefully  dried  in 
a*  tin  vessel  in  which  they  remain  until  required  for  usa 
This  vessel  is  placed  in  a  clean  thoroughly  dried  galvan- 
ised iron  bucket  kept  hot  by  a  spirit  lamp  in  the  jointer's 
tent 

The  wrapping  of  paper,  which  in  the  cable  itself  is 
placed  between  successive  layers,  is  not  interposed  in  the 
joint,  as  it  would  delay  the  final  drying  described  later. 
An  external  wrapping  of  paper  is,  however,  wound  round 
the  completed  cable. 

When  dealing  with  main  trunk  wires  great  care  must  be 
taken  not  to  introduce  any  crosses  between  neighbouring 
pairs  during  the  process  of  jointing,  as  it  is  of  the  utmost 
importance  that  the  conductors  shall  occupy  the  same 
relative  positions  throughout  the  entire  length  of  the 
cable  Checking  the  accuracy  of  the  jointing  should  be 
made  a  part  of  the  test  instituted  after  the  completion  of 
each  joint,  and  should  any  crosses  be  discovered  they 
must  be  removed  before  the  work  is  proceeded  with. 
Such  crosses  as  may  be  needed  to  avoid  mutual  induc- 
tion must  be  made  subsequently  and  in  a  systematic 
manner. 

In  town  telephone  systems  the  cables  may  be  divided 
into  two  classes  :  {a)  Those  used  for  long  junction  circuits, 
which  must  be  treated  in  all  respects  in  the  same  manner  as 
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trunk  line  cables,  {b)  Those  containing  smaller  gauge  of 
conductors  to  be  used  for  local  circuits.  This  may  apply 
to  40-lbs.  conductors.  The  relative  positions  of  the  pairs  of 
conductors  in  these  cables  need  not  be  maintained,  but 
the  utmost  care  must  be  taken  to  ensure  that  pairs  shall  be 
through  to  pairs. 

The  actual  method  of  jointing  the  copper  wires  varies 
slightly  with  the  gauge  of  the  conductors.  With  loo-lbs., 
150-lbs.,  and  200-lbs.  wires,  the  two  are  cut  so  as  to  abut 
when  drawn  out  straight ;  the  paper  insulation  is  removed 
for  a  distance  of  about  three  inches  on  one  side  and  one 
inch  on  the  other  and  tied  with  lined  thread.  The  ends  of 
the  wires  are  cleaned  and  tinned,  a  copper  jointing  sleeve 
of  the  right  gauge  and  a  paper  insulating  sleeve  are  slipped 
over  the  wire  from  which  the  three  inches  of  insulation 
has  been  removed,  the  copper  sleeve  is  drawn  forward 
so  as  to  enclose  both  conductors  equally.  It  is  then  sol- 
dered and  the  paper  insulating  sleeve  drawn  over  the  joint. 
No  flux  but  resin  must,  under  any  circumstances,  be 
used. 

The  companion  wire  of  the  pair  is  then  similarly  dealt 
with,  the  only  difference  being  that  if  the  greater  length  of 
insulating  paper  has  been  in  one  case  removed  from  the 
right-hand  wire,  then,  in  the  companion*  wire,  it  should  be 
removed  from  the  left-hand  one.  It  will  thus  be  seen  that, 
although  this  necessarily  leaves  each  conductor  bare  for 
a  length  exceeding  that  of  the  paper  sleeve,  as  the  two 
jointed  conductors  are  bared  on  opposite  sides  of  the 
joint,  the  bare  portion  is  insulated  from  its  neighbouring 
conductor  by  the  original  insulation  of  the  latter. 

The  pair  of  conductors  so  jointed  is  then  wrapped 
spirally  for  a  length  of  eight  inches  with  strips  of  insulating 
paper  of  the  same  character  as  that  employed  in  the  manu- 
facture of  the  cable. 

With  smaller  gauge  conductors  the  use  of  copper 
jointing    sleeves    would    be     troublesome,    therefore    the 
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following  practice  has  been  generally  adopted.  The  two 
wires  are  cut  off  so  as  to  overlap  to  the  extent  of  one  and  a 
half  inches,  the  paper  sleeve  is  passed  over  one  of  the 
wires,  each  wire  is  bent  three-quarters  of  an  inch  from  the 
end  at  right  angles  to  itself,  and  the  two  ends  are  then 
grasped  with  the  pliers  and  carefully  twisted  together  with 
just  sufficient  tension  to  straighten  the  main  conductor. 
The  end  of  the  twist  is  snipped  off,  the  twist  is  tipped  with 
solder,  and  bent  back  to  lay  parallel  and  close  to  the 
conductor,  and  finally  the  paper  sleeve  is  drawn  forward. 
Three  stages  are  shown  in  fig.  221. 


Fig.  221. 


It  is  necessary  to  slightly  modify  this  process  in  the 
case  of  pairs  of  40-lbs.  conductors  with  S-type  insulation. 
In  this  case,  the  pair  of  wires  being  enclosed  together, 
large  sleeves  are  necessary  and  each  sleeve  is  passed  over 
the  pair  of  wires.  Two  sleeves  are  required  for  each  pair, 
the  joints  in  the  conductors  being  alternated  as  usual  and 
the  sleeves  correspondingly  spaced  out,  as  indicated  in 
fig.  222. 

After  the  conductors  are  jointed,  and  before  they  receive 
the  final  wrapping  of  insulating  paper,  the  joint  should 
be  thoroughly  dried  by  means  of  charcoal  braziers,  which 
are  supplied  on  requisition.     Two  men  should  be  engaged 
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in  this  operation,  each  commencing  at  opposite  ends  of 
the  joint  at  the  point  where  the  lead  sheathing  emerges 
from  the  iron  pipe.  When  the  sheathing  has  been  thoroughly 
warmed  on  both  sides,  the  braziers  are  gradually  moved 
forwards  towards  the  centre  of  the  joint  until  it  is  judged 
that  every  particle  of  absorbed  moisture  has  been  expelled 
Great  care  should  be  taken  not  to  carbonise  the  paper,  and 
in  order  to  avoid  this  the  braziers  should  be  moved  slowly 
backwards  and  forwards,  parallel  with  the  line  of  the  cable. 


Fig.  233. 

With  large  cables,  even  under  favourable  conditions  as  to 
weather,  this  operation  should  last  an  hour,  and  it  should 
be  continued  until  a  mirror,  which  has  been  kept  cool, 
shows  no  trace  of  moisture  when  applied  to  the  joint 
The  joint  is  next  wrapped  spirally  with  insulating  paper, 
a  hole  being  cut  opposite  the  point  at  which  the  hole  in 
the  sleeve  will  coma 


Fig.  223. 


The  lead  sleeve  is  next  drawn  over  the  joint,  and 
secured  in  place  by  a  thoroughly  well  made  plumber's 
wiped  joint  at  each  extremity,  as  shown  in  fig.  223.  The 
heat  necessary  for  this  purpose  tends  to  expel  any  moisture 
absorbed  in  jointing,  and  it  is  to  admit  of  its  escape  that 
the  slit  is  cut  in  the  lead  sleeve.  As  a  further  precaution, 
however,  the  braziers  are  again  applied  to  the  completed 
joint  and  moved  to  and  fro  until  the  mirror  referred 
to     above     shows    no    evidence    of    condensation    when 
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applied  to  the  vent-hole.  The  edges  of  the  slit  which  were 
dummied  out  to  form  the  vent  are  now  dubbed  down  as 
closely  as  possible,  sealed  with  a  hot  iron  and  completed 
with  a  carefully  made  plumber's  *  patch-pipe.' 

The  vent  is  not  needed  for  small  cables — those  less  than 
one  and  a  half  inch  external  diameter. 

The  careful  and  judicious  use  of  the  braziers  is  impera- 
tive in  order  to  obtain  a  high  degree  of  insulation,  and  a 
plumber  of  the  highest  skill  only  should  be  employed  in 
making  the  wiped  joints,  as  joints  which  appear  well  made, 
and  which  would  suffice  for  a  water  pipe,  have  failed 
some  months  after  they  have  been  made,  owing  to  minute 
imperfections. 

Finally    (fig.    224)  the  iron  slide  pipe  is  drawn   into 


Fig.  224. 

place,  caulked  and  leaded  at  the  ends,  the  soil  filled  in, 
and  the  joint-box  marker  fixed. 

Where  a  cable  stretches  across  a  long  gap  in  the  pipes, 
care  must  be  taken  that  it  shall  be  properly  supported  in 
suitable  positions. 

A  method  of  testing  the  perfection  of  a  wiped  joint  is 
known  as  the  dry  air  test.  For  this  purpose  an  air-pump 
and  a  desiccator  are  employed.  .  The  latter  contains  calcium 
chloride  and  a  cotton-wool  filter,  through  which  the  air  is 
driven,  in  order  that  it  may  be  thoroughly  dried  before  it 
enters  the  cable.  When  the  pressure  has  been  applied  to 
the  cable  for  a  sufficient  time  for  it  to  reach  the  joint  under 
test,  a  defect  in  the  plumber's  work  will,  in  most  cases,  be 
evidenced  by  a  whistling  sound,  or  the  escaping  air  may 
be  detected  by  passing  the  hand  round  the  joint.  To 
make  yet  more  certain,  however,  the  flame  of  a  lamp  or 
taper  should  be  passed  round  the  wiped  portion  of  the 
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joint.  By  this  device  the  most  minute  leak  may  be  readily 
discovered. 

Where  cables  are  being  laid  from  a  post  office  the 
pressure  should,  when  possible,  be  supplied  from  the 
pneumatic  service  of  the  office.  This  will  admit  of  the 
testing  of  cable  joints  within  a  radius  of  about  half  a 
mile. 

When  this  distance  is  exceeded  a  portable  apparatus  is 
necessary,  and  it  should  be  connected  by  means  of  a 
flexible  pressure  tube  to  the  far  end  of  the  jointed  cable, 
the  lead  cap  being  temporarily  removed  for  the  purpose  or 
an  air  nozzle  fitted.  Air  nozzles  must  not  be  permanently 
attached  to  cables  in  manholes  or  underground  boxes. 

A  pressure  gauge  connected  to  the  pump,  if  carefully 
studied,  gives  valuable  information  to  the  officer  in  charge. 
When  a  cable  is  full  of  dry  air  the  indicator  remains  steady  ; 
when  the  cable  has  not  been  fully  charged  with  air,  and 
there  is  no  defect  in  the  sheathing,  there  is  a  gradual  and 
uniform  fall  j  when  there  is  a  defect  in  the  lead  sheathing 
or  the  wiped  joint,  the  fall  of  pressure  indicated  is 
irregular. 

Where  there  is,  at  an  intermediate  point,  a  cable  con- 
nection or  other  form  of  test  box,  the  pressure  applied  to 
the  cable  for  a  joint  test,  or  for  drying  out  a  fault  in  a 
cable  must  be  less  than  where  there  are  no  such  testing 
points;  for,  whereas  20  to  25  lbs.  air-pressure  per  square 
inch  may  be  safely  applied  to  a  dry-core  cable  pure  and 
simple,  the  same  pressure  on  a  cable  having  a  cable  head 
intermediate  on  it  would  be  likely  to  result  in  much 
damage. 

The  air  driven  into  the  cable  must  be  absolutely  dry, 
otherwise  actual  lowering  of  the  insulation  will  result 
The  calcium  chloride  must  therefore  be  renewed  periodi- 
cally, but  a  fixed  time  for  this  renewal  cannot  be  given,  as 
much  depends  on  the  humidity  of  the  atmosphere,  as  well 
as  the  extent  to   which  the  calcium    chloride   may   have 
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been  used.  If  there  is  a  choice  of  position,  the  pump 
should  be  placed  where  the  air  to  be  drawn  in  is  coolest 
and  driest 

A  useful  indication  that  the  calcium  chloride  needs 
renewal  is  afforded  by  the  depth  to  which  it  has  sunk  in  the 
containing  trays.     Under  no  circumstances   should  it  be 


allowed  to  fail  to  less  than  half  its  original  he^ht.  The 
amount  of  water  drawn'  off  from  a  cylinder  is  another 
indication  of  when  the  supply  of  calcium  chloride  requires 
attention.  If  the  air  driven  through  the  desiccator  be 
very  moist,  fresh  supplies  of  calcium  chloride  should  be 
added  frequently. 

The  fiinction  fulfilled  by    the  desiccator   is  so  very 
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important  that  its  condition  demands  the  most  careful 
attention  on  the  part  of  those  responsible  for  its  use. 

The  stock  of  calcium  chloride  should  be  kept  in  airtight 
canisters  or  jars. 

A  few  particulars  of  the  cables  and  street  work  in 
London  will  not  be  out  of  place.  The  entire  cable  system 
for  telephones  of  the  Post  Office  is  underground, 
and  the  main  cables  leading  from  the  exchange  to  the 
distributing  points  are  217-pair  paper-insulated  and 
lead-covered  cables  with  conductors  weighing  zo  lbs. 
per  mile  {No.   20  S.W.G,).     At  the  distributing  points 


these  cables  are  led  into  boxes  from  which,  as  a  rule, 
seven-pair  cables  of  the  same  type  are  branched.  One 
of  these  boxes  is  shown  in  fig.  225.  It  is  seen  that  it 
contains  eight  holes  for  the  insertion  of  gunmetal  sleeves, 
through  which  the  cable  is  led,  the  sheath  of  the  cable 
being  jointed  on  to  the  gunmetal  by  a  '  wiped '  joint 
Different  sized  sleeves  are  employed  according  to  the 
size  of  the  cable  to  be  led  out,  and  until  a  hole  is 
wanted  it  is  plugged  up  with  a  screw  plug.  In  the 
figure,  a  sleeve  for  the  217-pair  cable  is  shown  at  the 
right  hand  end,  and  a  plug  and  sleeves  of  different   size 
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are  also  shown.  In  the  case  of  the  smallest  cable  it  is 
seen  that  it  is  brought  through  lead  pipes  which  are  cast 
with  lead  into  the  gunmetal  sleeve  or  lining.  The  seven- 
pair  cables  end  in  a  pothead  for  distribution,  and  from 
this  No.  22  single-pair  silk  and  cotton  insulated  wire  is 
led  to  the  individual  subscribers.  These  potheads  are 
filled  with    compound,   but    the    distributing    boxes    are 


Fig.  227. 

left  dry.  A  number  of  earthenware  cable  ducts,  as  built 
up  in  cement  at  the  exchange  basement,  are  shown  in 
fig.  226. 

At  points  where  access  to  the  several  wires  is  neces- 
sary for  purposes  of  tests,  re-arrangement  of  distribution 
etc.,  various  types  of  *leading-in  box,'  *  cable  head,'  etc. 
have  been  employed.  The  cable-connection  box  shown  in 
fig.  227  is  of  iron,  and  its  front  and  back  are  removable 
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and  can  be  closed  hermetically  by  means  of  gunmetal 
bolts  and  nuts.  The  box  is  divided  into  front  and  back 
chambers  by  means  of  an  intermediate  panel  pierced 
with  holes,  through  which  are  inserted  the  requisite 
number  of  insulated  pins  of  the  form  shown  in  the  figure. 
In  order  to  make  the  panel  air-tight  each  hole  is  first 
dressed  with  rubber  solution,  the  pin  is  inserted  from  the 
back  of  the  panel,  the  ebonite  sleeve  is  slipped  over  the 
front  end,  and  the  pin  is  then  tightly  screwed  up  by 
means  of  the  brass  nut  and  washer.  The  back  compart- 
ment serves  practically  as  a  cable  head,  while  the  front 
one  is  used  for  cross-connecting,  testing,  etc.  The  back 
cover  is  fitted  with  an  air-tight  nozzle  with  a  screw-cap, 
which,  when  removed,  permits  of  the  attachment  of 
the  air-drying  apparatus  for  removal  of  faults.  Every 
lining  with  nut  and  washer  must  be  screwed  up  air 
and  water  tight,  a  leather  washer  dressed  with  red  lead 
being  interposed  between  its  flange  and  the  surface  of 
the  box. 

The  end  of  the  box  at  which  the  linings  are  fitted 
should  be  recognised  as  the  *  cable  end.'  As  a  preliminary 
to  jointing  the  lead  sheathing  of  the  cable  is  stripped  back 
to  a  suitable  distance  and  the  wires  led  through  the  lining 
until  the  sheathing  either  abuts  against  or  enters  the  brass 
tube.  A  plumber's  wiped  joint  is  then  made  which  unites 
the  sheathing  and  the  lining.  When  the  wires  inside 
the  chamber  have  been  soldered  to  the  insulated  pins, 
the  back  compartment  is  thoroughly  dried  and  the 
back  tightly  screwed  up.  Access  to  the  wires  for  test- 
ing, cross-connecting,  and  other  purposes,  is  obtained 
from  the  front  chamber,  which  is  the  only  one  to  be 
opened  for  all  ordinary  maintenance  purposes.  Great 
care  must  be  taken  to  exclude  moisture  from  the  dry-core 
cables  in  connecting  up  the  wires  with  the  test  box  ap- 
paratus or  with  open  wires.  In  the  front  chamber  such 
precaution  is  not  required,  but  it  should,  when  opened. 
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be  dried  out  by  means  of  charcoal  braziers  before 
closing. 

If  these  cable  connection  boxes  are  used  for  ter- 
minatii^  cables  inside  offices,  they  may  be  attached 
to  a  framework  or  suspended  by  their  lugs  from  a  rigid 
support. 

Dry-core  cables  are  also  successfully  used  overhead  and 
are  a  great  convenience  in  large  towns  where  the  liability 
to  contact  and  interruption  with  bare  wires  is  consider 
able.  The  cables  may  be  either  lead  sheathed  as  above 
described  where  there  is  no  objection  on  the  part  of 
the  local  authorites   to    heavy  cables  overhead,   or  they 


may  be  sheathed  in  vulcanised  rubber,  taped,  braided 
and  compounded.  If  the  latter  plan  is  adopted  the 
copper  wires  must  be  tinned  to  prevent  injury  during 
the  vulcanising  process.  The  rubber  sheath  is  80  mils, 
in  thickness  and  is  tested  for  soundness,  with  the  cable 
immersed  in  water,  by  air  pressure  of  35  lbs.  per  square 
inch.  Care  must  be  taken  to  keep  the  ends  of  the  cable 
sealed  except  when  required  to  be  open  for  testing,  as 
the  dry  paper  readily  takes  up  moisture  from  the  air,  and 
this  will  travel  a  considerable  distance  within  the  core  of 
the  cable  during  short  exposures.  The  capacity  of  a 
wire  in  such  a  cable  is  rather  higher  than  that  experi- 
enced with  a  lead  sheath,  but  it  should  not  exceed  o't 
micro^rad   per  mile  when  measured  with  all  other  wires 
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connected  to  earth.  The  insulation  required  on  manu- 
facture is  not  less  than  500  megohms  per  mile,  with  wires 
connected  as  above.  When  such  rubber  covered  cables 
are  jointed,  paper  sleeves  are  used  as  before  described^ 
a  metal  connector  or  sleeve  is  slipped  over  the  whole 
of  the  conductors  thus  united,  and  the  rubber  covering 
on  each  side  of  the  joint  is  drawn  down  over  the  end 
of  the  metal  sleeve  and  bound  tightly  to  it  Lead  or 
rubber  covered  dry-core  cables,  whether  carried  over  house 
tops  or  on  a  line  of  poles,  should  be  suspended  by 
hangers  from  steel  stranded  galvanised  wires  as  shown 
in  fig.  228,  as  they  are  not  sufficiently  strong  in  them- 
selves to  support  their  own  weights  in  the  spans  usually  met 
with. 


CHAPTER  XVI. 

FAULTS. 

The  faults  to  which  every  circuit  is  more  or  less  liable  may 
be  divided  into  three  classes,  viz  : — 

1.  Disconnections. 

2.  Earths. 

3.  Contacts. 

Total  disconnection  is  such  as  that  produced  by  a  broken 
wire  with  its  end  insulated,  a  wire  off  its  terminal,  an  open 
switch  in  an  office,  &c. 

Intermittent  disconnection  is  caused  by  a  bad  joint,  which, 
moved  either  by  the  wind,  by  passing  objects,  or  by  heat, 
makes  and  breaks  contact  irregularly ;  dirt  or  dust  accumu- 
lating on  contact  points  will  frequently  produce  the  same 
effect. 
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Earths  may  be  totals  partial^  or  intermittent^  and  are 
indicated  by  art  increase  in  the  strength  of  the  current  at 
the  sending  end,  and  by  a  decrease  in  the  strength,  or  its 
entire  cessation,  at  the  other  end. 

Full  or  total  earth  (sometimes  termed  dead  earth)  is  due 
to  the  wire  resting  on  the  damp  ground,  or  touching  a  stay 
or  some  good  conductor  in  connection  with  the  earth.  In 
the  case  of  a  cable  it  would  be  caused  by  the  conductor 
being  in  contact  with  the  water. 

Partial  earth  is  the  result  of  the  insulators  being  cracked 
or  defective ;  or  it  may  be  produced  by  the  wires  resting 
upon  walls,  posts,  trees,  or  other  imperfect  conductors  in 
connection  with  the  earth. 

Intermittent  earth  is  produced  by  the  wire  touching 
at  intervals  conducting  bodies  in  connection  with  the 
earth,  either  by  being  blown  against  them  by  the  wind  or 
by  expanding  and  dropping  upon  them  under  the  influence 
of  heat. 

Contacts  are  indicated  by  the  signals  from  one  wire 
passing  into  another  wire. 

Full  contact  (sometimes  termed  metallic  contact)  is 
that  which  is  produced  by  the  wires  being  hooked  or 
twisted  together ;  or  by  being  joined  across  by  means  of 
another  piece  of  wire  making  firm  electrical  connection 
with  each. 

Partial  contact  is  that  which  is  produced  by  imperfect 
conductors  being  thrown  across  the  wires,  by  bad  earths  or 
by  defective  insulation  on  lines  not  earth-wired. 

Intermittent  contact  is  produced  by  the  wires  touching 
each  other  at  intervals,  and  is  due  to  a  variety  of  causes 
which  will  be  alluded  to  hereafter. 
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A. — Faults  in  the  Battery. 


Disconnections,  or    apparent    disconnections,    in    the 
circuit  are  the  only  faults  which  occur  in   the  battery 
Total  disconnection  would  be  evidenced  by  no  current 
being  obtained  from  it,     This  may  be  due  to  the  battery 
wires  being  knocked  off  the  terminals,  or  it  may  be  caused 
by  the  two  battery  wires  being  in  metallic  contact  with  each 
other.     In  the  latter  case  a  '  short  circuit '  is  formed,  and 
no  current  whatever  proceeds  to  the  line.    One  of  the  cells 
may  be  empty,  and  this  would  produce  the  same  effect    In 
the  trough  form  of  battery  this  may  be  caused  by  leakage 
chiefly  owing  to  the  marine  glue  having  been  either  imper- 
fectly applied  or  not  being  of  the  required  consistency.    In 
the  Leclanch^  it  may  result  from  a  fractured  glass  cell.    If 
any  of  the  cells  in  a  battery 
be  faulty,  either  from  leakage 
or  from  any  other  cause,  it 
should  be  bridged  over  and 
so  cut  out  of  circuit.     This 
can  be  done  by  joining  the 
plates  on  each  side  of  it  by 
means  of  a  wire,  as  shown  in 
'''°-  '3^  fig,  23a   A  battery  wire,  again, 

may  be  broken  either  mechanically  or  by  the  chemical 
action  of  the  cell ;  as  already  mentioned  (p.  37),  the  free 
ammonia  in  Leclanch^'s  battery  not  infrequently  eats  through 
the  wire. 

Intermittent  disconnection  in  the  battery — that  is,  when 
the  current  occasionally  fails— is  usually  to  be  attributed 
to  the  wires  being  loosely  fixed  instead  of  being  firmly 
connected  by  the  terminals. 

Apparent  disconnections  are  often  due  to  the  battery 
having  been  allowed  to  work  too  long  without  being 
attended  to.     Or  the  solutions  may  have  mingled  too  much 
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by  diffusion,  or  have  become  either  too  strong  or  too  weak, 
as  the  case  may  be.  Dirty  plates,  cracked  porous  cells, 
corroded  and  dirty  terminals,  all  tend  to  diminish  the 
strength  of  the  current.  A  similar  result  is  also  produced  if 
the  battery  be  standing  in  a  damp  place,  since  the  damp 
exterior  partially  short-circuits  the  battery. 

* 

B. — Fi^ULTS   IN   THE   INSTRUMENTS. 

The  Needle, — Faults  in  the  needle  instrument,  and  in 
fact,  in  the  instruments  generally,  may  be  due  to  either 
mechanical  or  electrical  causes.  The  indicator  on  the  dial 
of  the  needle  instrument  often  sticks  against  one  of  the 
ivory  pins,  the  result  either  of  damp  or  of  the  pin  being 
partially  worn  away.  In  the  former  case  the  fault  is 
removed  by  wiping  the  pins  with  a  cloth,  and  thus  making 
them  perfectly  dry  ;  in  the  latter  case  they  ought  of  course 
to  be  replaced  by  others. 

Disconnection,  or  apparent  disconnection  in  the  needle 
instrument,  evidenced  by  the  needle  failing  to  respond  to  the 
currents,  may  possibly  result  simply  from  a  broken  pivot. 
Weak  currents  sent  to  line  may  be  due  to  the  axles  of 
the  tappers  being  oxidised,  but  loss  of  magnetism  in  the 
permanent  magnets  employed  for  polarising  the  needle  will 
also  cause  an  apparent  high  resistance  fault.  The  carrying 
power  of  these  magnets  should  never  be  less  than  \  oz. ;  in 
the  event  of  its  falling  below  this,  the  magnets  should  be  re- 
magnetised.  Lightning  is  a  source  of  trouble  not  only  in 
this  but  in  every  form  of  instrument.  Apart  from  the  occa- 
sional demagnetisation  or  the  reversal  of  the  magnetism 
of  the  permanent  magnets,  the  coils  of  the  instrument  are 
liable  to  be  fused  by  the  intense  currents  induced,  and 
special  measures  have  to  be  taken,  which  will  be  described 
further  on  (p.  398),  in  order  to  guard  against  them. 

Considerable  difficulty  is  sometimes  experienced,  usually 
in  the  autumn,  in  working  the  single-needle  instrument  on 

c  c 
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account  of  the  earth  currents,  which  then  prevail  with  more 
than  their  usual  strength.  Their  effect  is  to  deflect  the 
needle  permanently ;  and  in  order  to  get  rid,  at  least  to  some 
extent,  of  the  inconvenience  which  is  thereby  caused,  the 
dial  is  so  constructed  as  to  be  capable  of  rotation.  When 
the  earth  currents  make  their  appearance  the  dial  should  be 
turned  round  upon  its  centre,  until  it  stands  *at  a  suitable 
angle  for  the  needle  to  work  independently  of  the  earth 
currents. 

To  prove  that  the  single-needle  instrument  is  in  working 
order,  it  is  only  necessary  to  short-circuit  the  instrument,  by 
joining  together  terminals  a  and  b  (fig.  28)  with  a  piece  of 
wire,  and  depress  the  kej^.  Should  the  needle  not  respond, 
the  fault  will  be  either  a  failure  in  the  batteries,  a  loose  con- 
nection of  the  wires  with  the  terminals,  a  bad  contact  be- 
tween the  tappers  and  contact  springs,  a  broken  wire  in  some 
part  of  the  apparatus,  a  fused  coil,  or  a  broken  needle-axle 
pivot.  Should  the  needle  respond  properly,  it  will  show 
that  the  instrument  under  test  is  in  order. 

The  Sounder, — The  Sounder,  on  account  of  the  extreme 
simplicity  of  its  mechanism,  is  less  liable  to  faults  than  any 
of  the  other  forms  of  instrument  which  are  employed. 
Those  which  are  to  be  met  with  are  usually  due  to  bad  ad- 
justment, and  are  the  result  of  ignorance  or  inexperience  on 
the  part  of  those  employed  to  work  it.  The  antagonistic 
spring  will,  in  the  course  of  time,  get  weak  and  refuse  to  do 
what  is  required  of  it,  but  its  replacement  is  a  simple  and 
inexpensive  matter. 

In  the  key  the  only  faults  likely  to  arise  are  discon- 
nection caused  by  dust  or  waste  getting  on  to  the  contact 
points  ;  a  constant  current,  owing  to  the  battery  and  line 
terminals  being  connected  with  each  other,  either  by  a 
weight  pressing  on  the  key,  and  the  antagonistic  spring 
being  too  weak  to  pull  it  on  to  the  back  stop,  or  from  a 
conductor,  such  as  a  metallic  pen,  or  the  like,  connecting 
the  two  parts  together.      If  the  axle  of  the  key  be  loose  or 
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dirty,  a  high  resistance  is  introduced  and  weak  currents  will 
flow  to  line. 

The  Ink-writer,  —The  same  faults  as  are  to  be  met  with 
in  the  Sounder  must  also  be  looked  for  in  the  Ink-writer, 
but  in  addition  to  these  there  are  several  others  from  which 
the  Sounder  is  free. 

The  clockwork  in  the  Ink-writer  is  more  or  less  liable  to 
become  deranged  ;  broken  stop  work,  caused  chiefly  by  its 
being  over-wound,  is  the  accident  which  most  frequently 
happens.  Grit  again,  or  dust,  or  the  '  fluff'  from  the  paper 
slip  making  its  way  into  the  driving  gear,  will  prevent  the 
paper  from  running,  and  the  friction  among  the  various 
parts  renders  it  necessary  to  overhaul  them  from  time  to 
time. 

Another  source  of  trouble  inherent  to  the  Ink-writer  is 
to  be  met  with  in  the  inking  arrangement ;  the  passage  be- 
tween the  well  and  the  reservoir  may  get  choked,  and  the 
disc  being  unsupplied  with  ink  no  marks  whatever  are  re- 
corded ;  or,  the  ink  becoming  too  thick  from  the  accumula- 
tion of  dust  in  the  well,  will  render  the  marks  altogether 
illegible. 

As  the  electrical  arrangement  and  the  method  of  work- 
ing are  precisely  similar  to  the  Sounder,  in  case  of  failure  or 
defect  in  either  the  clockwork  or  the  ink,  the  clerk  should 
revert  to  reading  by  sound. 

The  Relay, — The  only  specific  fault  to  which  the  relay  is 
subject  is  due  to  the  spark  which  passes  between  the  points 
of  contact  every  time  the  local  circuit  is  completed  or 
broken.  It  is  the  effect  of  the  extra  currents  due  to  the 
self-induction  of  the  coils  of  the  receiving  instrument  in  the 
local  circuit,  and  is  strongest  at  the  moment  the  circuit  is 
broken.  It  is  more  marked  in  wet  than  in  dry  weather, 
owing  to  the  fact  that  the  motion  of  the  tongue  of  the  relay 
is  then  more  sluggish ;  the  more  rapid  the  movements  of  the 
tongue,  the  less  is  the  inconvenience  felt  from  the  spark.  As 
far  as  possible  to  prevent  the  contact  points  from  being  burnt 
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away  they  are  made  of  platinum,  and  a  small  piece  of 
roughened  watch  spring  should  from  time  to  time  be  gently 
passed  between  them  for  the  purpose  of  removing  any 
metallic  dirt  that  may  have  gathered  there.  Paper  should 
on  no  account  be  used  for  this  purpose,  as  the  roughened 
platinum  damages  the  surface  of  the  paper,  fibrous  matter 
adheres  to  the  tongue  or  the  contact  stud  and  prevents  the 
one  from  making  electrical  contact  with  the  other. 

Several  methods  have  been  suggested  to  prevent  the 
spark  itself  from  forming.  The  coils  of  the  receiving  appa- 
ratus (the  sounder  or  inker)  may  have  their  ends  connected 
with  a  condenser  whose  capacity  is  regulated  by  the  length  of 
wire  in  the  coils  and  the  strength  of  the  local  battery.  A  plan 
which  answers  equally  well  is  to  connect  either  the  contact 
points  of  the  relay  or  the  ends  of  the  receiving  coils  through  a 
high  resistance  acting  as  a  derived  circuit  and  forming  what  is 
technically  called  a  shunt  This  resistance,  which  ought  to  be 
varied  according  to  the  strength  of  the  local  battery,  should 
never  be  less  than  five  times,  and  need  not  be  more  than 
forty  times  that  of  the  receiving  apparatus.  The  induced 
current  will  then  traverse  this  resistance  rather  than  pass 
through  the  air  in  the  form  of  a  spark.  This  latter  plan  is 
now  generally  adopted  by  the  British  Post  Office,  sounder 
coils  which  are  wound  to  20  being  shunted  by  a  resistance 
of  500". 

The  A  B  C, — The  delicate  mechanism  of  the  various 
portions  of  the  ABC  apparatus  renders  it  more  liable  to 
faults  of  a  mechanical  nature  than  any  of  the  instruments 
already  alluded  to.  In  dealing  with  the  question  of  the  ad- 
justment of  the  ABC,  reference  has  been  made  to  the  dif- 
ficulty sometimes  experienced  from  the  endless  chain  in  the 
communicator,  and  the  method  of  adjustment  adopted  in 
order  to  overcome  this.  Other  faults  of  a  mechanical  nature 
to  be  met  with  in  the  communicators  are  : 

{a)  Damaged  teeth  in  the  driving-wheels.  This  results 
either  from  a  lack  of  oil  or  from  the  driving  gear  having  been 
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taken  to  pieces  and  so  put  together  again  that  the  teeth  do 
not  properly  come  into  gear  with  each  other. 

{b)  The  jewel  against  which  the  armature  axle  is  fitted 
may  be  broken,  or  the  adjustment  screw  may  work  loose, 
which  will  permit  the  armature  to  be  drawn  against  the  poles 
of  the  large  compound  horseshoe  magnet,  so  that  the  handle 
cannot  be  turned. 

{c)  The  socket  in  which  the  axle  of  the  armature  works 
is  sometimes  insecurely  fastened,  or  it  gradually  gets 
loosened,  and  then  it  produces  the  same  fault  as  the  broken 
jewel. 

{d)  Bad  oil,  becoming  hard  and  clotted,  will  lead  to 
indifferent  working ;  only  good  watch-oil  should  be  employed 
in  the  treatment  of  the  apparatus. 

The  chief  complaint  which  is  made  as  to  the  working  of 
the  A  B  C  is  that  of  either  *  gaining  letters '  or  *  losing  letters.' 
This,  as  has  been  already  remarked  (p.  92),  is  generally  a 
question  of  defective  adjustment,  but  it  may  be  due  more  or 
less  to  one  of  the  causes  named  above.  Disconnections, 
either  partial  or  total,  are  by  no  means  rare.  The  former 
are  mainly  due  to  oxidation  of  the  terminals  or  contact 
points  ;  the  latter  are  chiefly  caused  by  the  contact-maker  k 
(fig.  66)  in  the  communicator  taking  up  a  position  midway 
between  the  line  and  earth  contact-points  without  touching 
either.  This  is  mainly  to  be  attributed  to  the  spiral  spring 
L  being  too  weak.  The  fault  was  at  one  time  an  extremely 
troublesome  one,  as  it  was  apt  to  come  on  at  any  time  and 
disappear  before  it  could  be  localised,  but  in  instruments  of 
later  pattern  the  contact-maker  normally  short-circuits  the 
communicator  coils,  so  that  its  being  out  of  adjustment 
cannot  disconnect  the  line  but  only  bring  in  the  coils. 

Duplex  Apparatus, — The  causes  of  the  irregularities  in 
duplex  telegraphy  have  been  already  dwelt  upon  (p.  133  etseg,) 
when  treating  of  the  subject  generally.  The  smallest  fault 
will  speedily  make  itself  felt  on  a  duplex  circuit,  and  in  the 
event  of  earth  currents,  thunderstorms,  or  any  other  electrical 
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disturbance  appearing  on  the  line,  the  system,  being  in  a 
state  of  balance,  is  specially  subject  to  interference.  It  is 
for  this  reason  that  duplex  circuits  must  always  be  worked 
by  skilled  telegraphists  who  thoroughly  understand  adjusting. 
A  line  worked  upon  the  duplex  principle  is,  so  to  speak, 
subjected  to  a  constant  test,  and  faults  which  with  ordinary 
working  would  probably  escape  observation,  at  once  show 
themselves  in  duplex  working. 

Automatic  Apparatus, — Only  upon  well-insulated  lines 
can  the  full  advantages  of  automatic  telegraphy  be  gained. 
A  loss  of  insulation  is  felt  sooner  with  this  than  with  the 
ordinary  apparatus ;  it  compels  a  reduction  of  speed  with 
the  automatic  instruments  before  it  is  felt  in  general  working. 
Still,  the  lowest  speed  of  the  former  is  always  above  that  which 
can  be  done  by  hand-sending  in  the  same  circumstances. 

The  mechanical  faults  to  which  the  different  portions  of 
the  automatic  apparatus  are  subject  are  as  follows  : 

(a)  The  Perforator, — Defective  spacing  is  one  of  the 
main  faults  ;  it  may  be  due  to  defective  adjustment  of  the 
mechanism,  or  to  the  rubber  pads  beneath  the  punching  keys 
being  too  thin.  Blunt  punches  and  loose  screws  are  to  be 
guarded  against.  Care  should  also  be  taken  that  the  paper 
is  properly  moved  forward,  and  does  not  stick  in  any  way. 

{b)  The  Receiver. — The  paper  at  times  runs  irregularly, 
owing  to  the  friction  discs  becoming  greasy,  to  dust  or  grit 
interfering  with  their  action,  or  to  friction  in  the  rollers 
&c.,  by  which  the  paper  is  fed  forward  from  the  coil. 

(c)  The  Transmitter, — Apart  from  dirty  contacts,  which 
should  be  carefully  guarded  against  in  every  form  of  tele- 
graphic apparatus,  but  in  none  more  carefully  than  this, 
the  chief  faults  which  are  met  with  in  the  Transmitter  are 
broken  spiral  springs,  or  loose  adjusting  screws.  The  same 
difficulty  of  irregularity  in  the  running  arising  from  smooth 
or  greasy  discs,  is  experienced  with  the  Transmitter,  as  has 
already  been  referred  to  in  connection  with  the  Receiver. 
Quadruplex, — Faults  generally  arise  from  careless  adjust- 
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ments,  dirty  contacts,  loose  connections,  battery  failures,  and 
the  usual  line  interruptions. 

It  is  essential  to  keep  the  platinum  points  of  the  up- 
righting  sounder  and  the  relays  in  good  condition.  Bad 
working  is  sometimes  caused  through  the  batteries  for  the 
A  and  B  sides  being  of  disproportionate  strength  (see  p.  2 1 2), 
and  it  becomes  desirable  to  test  the  condition  and  com- 
parative strength  of  the  batteries  at  the  instrument.  In 
order  to  do  this,  request  the  distant  office  to  *  put  to  earth,' 
which  will  cause  the  needle  of  your  galvanometer  to  stand 
at  zero.  Then  increase  the  resistance  in  the  rheostat  by 
4,000*  (this  may  be  done  on  most  circuits  by  simply  with- 
drawing the  4,000'"  plug).  Note  the  deflection,  which  should 
be  not  less  than  12°  of  the  differential  galvanometer.  Then 
depress  the  b  side  key  and  again  note  the  deflection,  which 
should  be  not  less  than  twice  that  of  the  first  deflection. 
Now  depress  the  reversing  key ;  if  it  reverses  properly  the 
needle  of  the  galvanometer  will  be  moved  over  to  the 
opposite  side. 

Restore  the  original  line  resistance  balance  and  instruct 
the  distant  office  to  'cut  in.' 

The  battery  resistances  are  liable  to  become  heated  if  the 
resistance  of  the  batteries  is  allowed  to  fall  very  low.  When 
this  happens  the  solution  in  the  zinc  cells  should  be  partially 
removed  and  replaced  with  water.  It  is  also  desirable  to 
remove  such  porous  pots  as  are  found  to  be  of  too  low  resist- 
ance and  to  replace  them  by  others  of  greater  resistance. 
The  resistance  should  range  from  2  to  3  ohms  per  cell. 

The  duplex  and  quadruplex  systems  apply  a  constant  test 
to  a  line,  and  line  faults  of  all  descriptions  should  therefore 
be  easily  detected  and  remedied  without  loss  of  time,  as  it  is 
impossible  to  maintain  a  balance  for  many  seconds  with  an 
intermittent  earth  or  contact. 

Multiplex,  Variation  of  the  speed, — This  fault  may  be 
caused  by  oxidised  and  rough  contacts  of  the  reed,  loose 
connections,  loose  magnets  or  other  parts  on  the  base  of  the 
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reed,  imperfect  connections  from  lacquer,  and  loose  clamp- 
ing screws  in  connection  with  the  reed.  It  may  also  be  due 
to  the  battery  which  actuates  the  reed  and  distributor,  to 
check  which  the  battery  should  be  changed  for  one  which  is 
known  to  be  good. 

The  contact  points  of  the  main  correcting  relay  and  the 
intermediate  corrector  should  be  carefully  cleaned  on  both 
the  unused  side  and  on  that  in  use,  in  case  either  may  be 
dirty.  If  these  contacts  fail  intermittently,  or  if  the  unused 
point  is  dirty,  the  tongue  of  the  relay  will  be  held  over  too 
long  and  will  cause  the  apparatus  to  run  out  of  synchronism, 
although  the  normal  speed  may  appear  to  be  correct  when 
the  corrections  are  on  the  reading  sounders. 

The  distributor  itself  may  be  the  cause  of  an  apparent 
variation  of  the  speed,  if  the  adjustment  is  such  that  the 
galvanometer  needle  is  seen  to  oscillate  very  perceptibly. 
The  oscillation  is  generally  caused  by  the  motor  magnets  of 
the  distributor  at  one  end  being  adjusted  too  far  from  or  too 
close  to  the  wheel ;  or  a  slightly  inaccurate  wheel  may  just 
touch  the  magnets  in  one  position  and  consequently  revolve 
with  a  jerky  motion.  The  fault  will  show  itself  on  the 
sounders  during  the  normal  speed  adjustment  by  an  occa- 
sional oscillation  in  the  reverse  direction  to  that  of  the  actual 
tendency  when  the  speed  is  adjusted  practically  correct. 

The  electro-magnet  under  the  distributor  being  loose,  or 
the  pressure  of  the  trailing  brush  at  either  end  being  too 
great  or  too  light,  will  also  produce  variation. 

A  deposit  of  metal  dust  between  the  segments  will  cause 
contact  between  the  arms,  or  between  an  arm  and  the 
correcting  segments  ;  or,  as  some  segments  are  connected  to 
earth,  the  others  may  also  be  put  to  earth  by  being  in  con- 
tact with  them.  To  remove  this  fault  carefully  clean  be- 
tween all  the  segments  by  means  of  a  brush  reserved  for  this 
purpose. 

When  it  has  been  necessary  to  remove  the  centre  plate  it 
should  be  very  carefully  handled  and  replaced  in  its  proper 
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position,  which  is  marked  by  one  or  more  pits  in  its  under 
side,  with  corresponding  marks  in  the  ebonite  base  on  which 
it  rests.  A  bent  tooth  in  this  plate  will  cause  much  diffi- 
culty and  may  pass  unnoticed  for  a  long  time. 

If  after  having  been  carefully  adjusted  the  apparatus 
frequently  runs  out  of  synchronism,  the  correctors  should  be 
carefully  observed,  as  an  occasional  spark  at  the  intermediate 
corrector,  or  a  momentary  failure  of  the  line  correcting  relay 
to  complete  the  local  circuit  of  the  intermediate  correcting 
sounder  after  a  correction  has  passed,  may  be  the  cause  by 
making  the  correction  to  act  too  long.  The  distributor  also 
is  likely  to  be  stopped  by  this  fault. 

It  is  necessary  that  the  local  battery  which  actuates  the 
intermediate  corrector  be  kept  in  the  best  condition. 

If  the  battery  which  keeps  the  reed  and  distributor  in 
motion  gradually  loses  its  power,  the  amplitude  of  vibration 
of  the  reed  will  diminish. 

Contact  between  the  arms,  or  excessive  sparking  on  the 
segments  of  the  distributor  will  occur  if  the  wires  of  the 
trailer  are  of  unequal  length,  or  if  the  angle  to  which  the  end 
of  the  trailer  is  cut  be  materially  different  from  the  angle  of 
the  edges  of  the  segments. 

Faults  on  any  individual  arm  can  be  proved  by  crossing 
with  a  good  arm  at  the  terminals  at  the  back  of  the  distri- 
butor ;  and  after  proving  at  which  end  the  fault  exists  its 
removal  is  not  difficult  as  the  apparatus  is  of  the  simple 
telegraphic  form. 

C. — Faults  on  Open  Lines. 

Total  disconnection  upon  the  line  is  the  result  of  a  broken 
wire.  The  breakage  may  be  due  to  a  variety  of  causes, 
but  among  the  principal  of  them  may  be  mentioned  the 
following : 

(cL)  A  concealed  weld  or  other  flaw  in  the  manufacture 
of  the  wire. 
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{b)  The  wire  having  been  carelessly  nipped  by  pliers 
when  first  erected  by  the  workmen. 

{c)  Friction  of  the  wire  against  the  insulator  (the  result 
of  imperfect  binding  in),  or  against  a  chimney  or  other  object 
in  its  neighbourhood. 

{d)  Friction  of  an  old  binder  which  has  been  allowed 
to  remain  on  the  wire. 

{e)  The  wire  having  rusted  away. 

(/)  The  wind,  feUen  trees  or  boughs,  travelling  cranes  and 
high  loads,  snowstorms,  &c. 

Intermittent  disconnections  and  high  resistance  faults  are 
invariably  the  result  of  bad  joints ;  attention  has  been 
abready  drawn  (p.  352)  to  the  importance  which  attaches  to 
the  joints  being  carefully  seen  to. 

Metallic  contcu:t  is  the  result  of  the  wires  being  twisted  or 
hooked  together,  or  connected  either  by  means  of  a  short 
piece  of  wire  thrown  across  them,  or  by  dropping  on  to  a 
metallic  roof,  chimney,  iron  post,  or  other  conductor. 
When  the  line  is  being  erected  great  care  should  be  taken 
to  remove  all  pieces  of  short  wire  that  may  have  been  cut  off  ; 
if  any  of  these  are  left  lying  about,  they  are  very  likely 
sooner  or  later  to  be  thrown  across  the  line  wires  by  passers- 
by.  Apart  from  the  ordinary  causes  which  bring  the  wires 
together,  such  as  the  wind,  high  loads,  workmen  engaged  in 
building  operations  near  them,  &c.,  a  frequent  source  of 
trouble  in  this  respect  is  bad  regulation.  This  is  especially 
the  case  when  wires  of  different  metals  are  vertically  over 
each  other.  The  sun's  influence  upon  such  wires  causes 
them  to  expand  unequally,  and  so  drop  one  upon  the 
other ;  if  the  line  runs  through  a  cutting  .and  is  thus  exposed 
for  only  a  short  time  to  the  sun's  rays,  or  if  the  sun  becomes 
obscured  by  clouds,  the  wires  soon  return  to  their  normal 
position,  and  the  fault  often  disappears  before  the  lineman 
can  reach  its  locality. 

Partial  contact  between  two  or  more  wires  is  caused  by 
bodies  which  offer  considerable  resistance  to  the  passage  of 
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electricity,  such  as  kite-strings  or  cotton  waste,  hailing 
across  them,  or  by  their  resting  simultaneously  against  an 
imperfect  conductor,  such  as  a  brick  chimney  or  a  scaffold- 
pole. 

Partial  contact  not  infrequently  results  from  bad  earth, 
which  is  often  a  source  of  trouble,  especially  in  rocky, 
chalky,  or  sandy  ground.  Thus,  in  fig.  231,  let  station  B 
communicate  with  stations  A  and  C  by  means  of  a  separate 
circuit  to  each  ;  if  the  earth  at  B  is  bad  while  that  at  A  and 
at  C  is  good,  then  a  part  of  A's  current,  on  reaching  B, 
instead  of  going  to  earth  there,  will  take  the  course  of  the 
wire  to  C,  working  C's  apparatus,  and  go  to  earth  at  C. 


The  effect  is  the  same  as  though  the  wires  A  B  and  B  C 
were  actually  in  contact  with  each  other,  and  the  strength 
of  the  contact  will  depend  upon  the  resistance  which  the 
earth  at  B  offers  as  compared  with  the  circuit  B  C.  If  the 
steps  named  at  p.  554  are  not  sufficient  to  secure  a  suitable 
earth  at  B,  the  only  way  of  overcoming  the  difficulty  is  to 
run  a  wire  from  there  to  the  nearest  point  where  good  earth 
can  be  found. 

Weatker  contact  is  a  form  of  partial  contact  to  be  met 
with  chiefly  in  foggy  or  rainy  weather,  and  mainly  upon 
poles  which  have  not  been  earth-wired.  The  leakage  which 
takes  place  at   the   insulators   there,  instead  of  going  to 
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earth  by  means  of  the  earth-wire,  finds  its  way  into  the  neigh- 
bouring wires  and  the  working  of  all  is  more  or  less  impaired. 
The  effect  of  weather  contact  upon  the  working  of  a  circuit 
is  very  similar  to  that  of  indifferent  earth  ;  the  latter,  how- 
ever, makes  itself  felt  more  or  less  in  all  weathers,  while  the 
former  makes  its  appearance  only  during  fogs,  rain,  or  snow. 

Intermittent  contacts  are  almost  entirely  due  to  bad  regu- 
lation. The  wires  are  swayed  to  and  fro  by  the  wind  and 
brought  from  time  to  time  against  each  other,  more  espe- 
cially if  those  upon  the  same  arm  differ  in  gauge,  and  are 
therefore  not  equally  influenced  by  the  wind.  Pieces  of 
wire  thrown  across  the  line  wires  and  loosely  adhering  to 
them  will  also  give  rise  to  intermittent  contacts. 

Full  earth  may  be  due  to  one  end  of  a  broken  wire 
lying  in  water  or  resting  upon  damp  ground ;  it  may  like- 
wise be  caused  by  the  line-wire  being  in  metallic  connection 
with  some  conductor  affording  good  eartli,  such  for  instance 
as  an  iron  post,  an  iron  stay,  or  the  earth-wire. 

Partial  earth  is  most  frequently  due  to  broken  or  other- 
wise defective  insulators ;  it  may  be  also  produced  by  the 
wire  resting  upon  imperfect  conductors  in  connection  with 
the  earth,  such  as  walls,  the  guards  or  arms  on  wooden  posts, 
trees,  &c.  Trees  form  a  great  barrier  to  the  erection  of  a 
line  of  telegraph,  and  their  interference  is  one  of  the  main 
points  to  be  guarded  against  in  the  selection  of  the  route. 
When  however  it  is  impossible  to  avoid  them  permission 
must  be  obtained  to  lop  the  branches  where  necessary. 

Intermittent  earth  is  due  to  the  wires  being  blown  by  the 
wind  or  otherwise  brought  from  time  to  time  into  contact 
with  some  conducting  body  in  connection  with  the  earth. 

D.— Faults  in  Underground  Wires. 

Underground  wires  are  free  from  most  of  the  dangers 
to  which  overground  wires  are  subject.  Most  of  the  faults 
which  make  themselves  evident  in  underground  wires,  apart 
from  those  which  arise  from  the  deterioration  in  the 
materials  due  to  age,  are  the  result  of  either  imperfect 
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manufacture  or  carelessness  on  the  part  of  the  workmen  en- 
gaged in  laying  down  the  line.  Among  these  may  be  men- 
tioned flaws  in  the  copper  wire  employed  as  the  conductor ; 
imperfections  in  the  insulating  covering  \  bad  joints  and  ab- 
rasion of  t^e  insulating  covering  whilst  the  wires  were  being 
drawn  into  the  pipes.  If  reliance  could  be  placed  upon  the 
manufacture  of  covered  wires,  if  due  care  were  exercised 
upon  the  work  of  laying  them,  and  in  working  them  after 
they  are  laid,  it  is  difficult  to  see  what  faults  could  arise  until 
they  were  decayed  to  an  extent  calling  for  complete  renewal. 

Rats  sometimes  find  their  way  into  the  pipes  by  getting 
in  at  the  bottom  of  the  flush-boxes  \  they  then  eat  through 
the  gutta-percha  and  either  bring  the  wires  into  contact  or 
put  them  to  earth.  Their  ingress  may,  however,  be  pro- 
vided against  by  setting  the  flush-boxes  in  cement  mixed 
with  pieces  of  broken  glass. 

In  localising  a  fault  upon  one  of  a  number  of  wires 
lying  in  the  same  pipe,  considerable  difficulty  is  experienced 
in  selecting  from  the  bundle  that  in  which  the  fault  exists. 
At  each  joint-box  the  wires  are  numbered,  and  no  difficulty 
is  found  there  in  getting  hold  of  the  proper  wire  \  it  is  at 
intermediate  points,  where  the  wires  are  not  numbered,  that 
the  inconvenience  is  felt.  The  old  practice  of  *  pricking* 
the  wires  should  never  be  had  recourse  to.  The  holes 
which  were  made  were  either  imperfectly  closed  up  or  not 
closed  up  at  all,  and  in  time  developed  into  faults  causing  far 
more  trouble  than  the  original  fault  in  search  of  which 
they  had  been  made.  An  instrument  known  as  the  wire- 
finder  well  answers  the  purpose  in  picking  out  any  wire  that 
may  be  required  without  doing  any  injury  whatever  to  it. 
The  wire-finder  consists  of  a  magnetic  compass,  beneath 
which  the  several  lines  are  brought  in  succession,  until  a 
permanent  deflection  of  the  needle  indicates  that  upon 
which  a  constant  current  is  passing.  This  constant  current 
is  put  on  the  wire  which  it  is  required  to  trace.  A  yet  more 
satisfactory  way  of  tracing  such  faults  is  by  passing  inter- 
mittent currents,  giving  either  certain  definite  *  beats '  or  a 
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musical  note,  along  the  wire  to  be  traced.  The  lineman  then 
carries  a  coil  with  a  hollow  core,  so  formed  that  a  wire  can 
be  placed  within  it,  and,  the  ends  of  this  coil  being  con- 
nected to  a  Bell  Telephone  Receiver,  the  beats  or  note  can 
be  distinctly  heard.  The  advantage  of  having  distinct  beats 
is  that,  as  the  signals  can  be  heard  faintly  on  all  the  wires, 
the  lineman  may  be  somewhat  doubtful  as  to  which  is  the 
wire  he  wants  ;  but  in  such  case  on  cutting  the  selected  wire 
and  joining  it  to  his  galvanometer  (detector),  the  beats  should 
be  reproduced,  so  that  he  may  be  quite  certain  as  to  whether 
he  has  the  right  wire  or  not 

If  an  underground  wire  becomes  earthy,  owing  to  the 
insulating  covering  being  partly  destroyed,  and  a  positive 
current  flow  to  line,  an  oxide  of  the  metal  forming  the  con- 
ductor is  deposited  at  the  point  of  leakage,  and  as  this  is  a 
non-conductor,  the  insulation  of  the  wire  appears  to  be  im- 
proved. This,  however,  is  only  temporary,  for  the  metal  is 
gradually  transformed  into  its  oxide,  and  the  wire  is  thus 
disconnected.  The  action  of  the  negative  current  is  the 
reverse  of  this ;  its  effect  being  to  keep  the  wire  clean,  and 
thus  to  maintain  the  leakage.  For  this  reason  negative 
currents  should  invariably  be  used  in  testing  covered  wires, 
for  leakages  will  be  brought  to  light  by  them  which,  with 
positive  currents,  would  in  all  likelihood  escape  notice. 

E. — Faults  due  to  Lightning. 

Lightning  is  the  most  fruitful  source  of  faults  upon  tele- 
graph circuits  in  countries  where  thunderstorms  are  rife,  and 
atmospheric  electricity  is  undoubtedly  the  greatest  enemy 
which  those  employed  in  their  maintenance  have  to  encoun- 
ter. The  damage  done  by  it  to  the  telegraph  plant  may  be 
subdivided  under  two  heads,  viz.  : 

a.  That  affecting  the  poles,  wires,  and  insulators. 

b.  That  affecting  the  apparatus. 

It  is  only  in  the  case  of  very  severe  thunderstorms,  when 
powerful  lightning  discharges  take  place,  that  the  former  is 
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to  be  met  with.  The  poles  are  then  shattered,  or  have 
grooves  cut  out  from  the  top  to  the  ground  line  :  the  insula- 
tors are  sometimes  smashed,  and  the  line-wires  occasionally 
fused.  Underground  wires  are  free  from  these  injurious 
effects  of  lightning,  provided  they  are  not  connected  to  an 
open  section  of  line.  If,  however,  the  latter  is  the  case, 
they  are  liable  to  be  affected,  and  numerous  faults  arise. 
Some  form  of  lightning  protector  is  therefore  usually  em- 
ployed at  those  points  where  the  open  and  covered  sections 
are  connected  with  each  other.  If  the  lightning  finds  its 
way  into  a  covered  wire,  it  will,  in  all  likelihood,  ruin  the 
insulation  at  one  or  more  points  by  bursting  through  the 
dielectric  in  its  passage  to  the  earth.  The  earth-wires 
alluded  to  at  p.  342  play  the  part  of  efficient  lightning  con- 
ductors to  those  poles  which  are  fitted  with  them.  Instances 
of  earth-wired  poles  being  affected  by  lightning  have  oc- 
curred, but  the  damage  has  never  gone  farther  than  the  point 
at  which  the  earth-wire  commences  :  for  this  reason  earth- 
wires  should  always  be  carried  above  the  roof  of  the  pole. 
Upon  single-wire  lines  or  loops  where  earth-wires  are  not 
required  for  the  prevention  of  contacts,  it  is  always  advis- 
able, as  a  protection  against  the  effects  of  lightning,  to 
earth-wire  at  least  the  last  five  supports  on  each  side  of 
every  office. 

The  dangers  of  damage  to  instruments  which  arise  from 
the  powerful  currents  which  are  induced  by  lightning  dis- 
charges have  been  practically  surmounted  by  the  use  of 
various  forms  of  lightning  protectors^  all  of  which  are  based 
upon  the  different  behaviour  of  electricity  of  high  and  low 
potential. 

It  was  observed  that  when  two  silk-covered  wires  were 
knotted  or  tied  together,  electricity  of  high  potential  was 
discharged  across  this  knot  in  preference  to  going  through 
the  loop.  When  a  discharge  takes  place  through  a  dielectric, 
such  as  dry  air,  at  the  moment  of  discharge  the  resistance 
along  the  line  of  discharge  is  broken  down  so  as  to  allow 
the  passage  of  the  greater  part,  if  not  the  whole  of  the 
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Fig.  232. 


current ;  so  that,  in  point  of  fact,  at  the  moment  when  the 
discharge  occurs  through  a  layer  of  air  or  other  elastic 
medium,  a  conductor  of  very  low  re- 
sistance is  formed.  Hence,  as  a  cur- 
rent divides  itself  in  inverse  ratio  to 
the  resistances  opposed  to  it,  the  greater 
portion,  if  not  all,  flies  across  the  knot 
or  shunt.  This  is  only  an  example  of 
Faraday's  well-known  experiment,  in 
which  a  long  wire  in  air  is  so  bent 
that  two  parts,  a  b  (fig.  232),  near  its 
extremities,  approach  within  a  short 
distance,  say  a  quarter  of  an  inch.  If 
the  discharge  of  a  Leyden  jar  be  sent 
through  such  a  wire,  by  far  the  largest 
portion,  if  not  the  whole,  of  the  elec- 
tricity will  pass  as  a  spark  across  the  air  at  the  interval  separ- 
ating a  and  ^,  and  not  by  the  wire  c.  If,  on  the  other  hand, 
the  source  of  electricity  be  a  galvanic  battery  instead  of  a 
Leyden  jar,  the  entire  current  will  take  the  path  of  the  wire 
acb.  Acting  upon  this  principle,  Mr.  C.  F.  Varley,  in  the 
old  form  of  single-needle  coils,  simply  twisted  together  the 
two  ends  of  the  coil-wire  before  they  were  attached  to  their 
proper  terminals,  and  it  was  found  that  this  acted  as  a  pro- 
tector, the  lightning  discharging  through  the  silk  covering 
in  the  twist  in  preference  to  going  through  the  coil.  In  order 
to  make  this  idea  more  practically  workable  two  wires  covered 
with  silk  of  different  colours  were  twisted  together  and  wound 
on  a  small  boxwood  reel,  one  wire  being  then  connected  to 
each  end  of  the  coil.  As  it  was  found  that  damp  affected 
these  wires  and  so  caused  contacts,  the  wires  were  still  further 
protected  by  being  drawn  through  melted  paraffin.  This 
*reer  protector  is  interesting  as  having  been  the  first 
practical  form  of  lightning  protector  introduced  in  this 
country,  but  it  has  long  been  superseded  by  improved 
arrangements.  Although  it  protects  the  apparatus  fairly  well 
there' is  a  very  serious  objection  underlying  its   principle, 
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inasmuch  as  whenever  a  discharge  occurs  through  the  pro- 
tector at  least  a  part  of  the  circuit  is  broken  down  until  the 
faulty  protector  is  removed. 

Probably  the  most  efficient  form  of  protector  yet  intro- 
duced is  the  *  plate '  protector,  originally  devised  by  Siemens. 
This  is  now  made  in  several  patterns,  but  the  principle  is,  of 
course,  the  same  in  each.  It  consists  essentially  of  two 
conducting  plates  superposed,  and  separated  from  each  other 
by  a  thin  air-space.  The  line  is  connected  to  one  plate, 
while  the  earth  connection  is  made  to  the  other.  The 
lightning  discharge  takes  place  across  the  air-space.  As 
originally  devised  the  protector  consists  of  two  iron  plates 
finely  corrugated  on  their  opposing  surfaces,  the  corrugations 
of  the  upper  plate  running  at  right  angles  with  those  of  the 
lower.  The  plates  are  prevented  from  making  contact  one 
with  the  other  by  the  insertion  between  them  of  thin  ebonite 
washers.  Great  care  has  to  be  exercised  in  order  to  keep 
the  surfaces  clean  and  prevent  the  accumulation  of  dust 
between  them — a  fault  to  which  they  are  very  liable.  This 
description  of  plate  protector  is  still  used  very  extensively 
in  India  and  many  of  the  colonies,  but  in  England  it  is  not 
employed,  the  British  Post  Office  pattern  being  very  much 
superior  and  more  reliable.  In  its  original  form  it  consisted 
of  two  brass  plates,  the  opposing  surfaces  of  which  are 
perfectly  plane  and  carefully  tinned  to  prevent  oxidation. 
The  faces  of  the  plates  are  kept  separate  by  a  sheet  t)f  thin 
mica  (talc),  considerable  perforations  in  which  provide  the 
necessary  air-space,  while  the  mica  itself  serves  to  exclude 
dust. 

A  discharge  between  the  opposing  plates  is  occasionally 
sufficient  to  fuse  the  two  plates  together,  thus  introducing 
an  'earth  fault'  upon  the  circuit  which  can  only  be  got 
rid  of  by  removing  the  faulty  protector.  This  difficulty  has 
now  been  surmounted  by  the  substitution  of  carbon  plates 
for  the  original  brass  ones.  When  a  spark  passes  between 
the  carbon  surfaces,   deflagration   occurs,   but    fusion    is 
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impossible.     A  typical  fonn  of  this  protector  is  shown  in 
fig'  '33'     ^  ^"d  ^'  ^'^  '^'^s  blocks,  one  of  them  being  con- 
nected to  'line'  and  the  other  to  'earth.*    A  flat  brass 
spring  s  is  clamped  at  one  end  to  b  by  a  miUed-headed 
screw,  while  the  free  end   exerts  sufficient  pressure  upon 
the  top  carbon  plate  to  keep  it  in  position.    The  lower 
carbon  plate  is  fitted  into  a  brass 
dish,  from  the  centre  of  which  on 
the  under  side  projects  a  screw, 
forming  a  means  of  fixing  the 
lower  plate  to  the  block  b'.     A 
thin  disc  of  perforated  mica  is 
placed  between  the  plates. 
"^'  '^'"  Every    possible    precaution 

has  to  be  adopted  to  protect  submarine  cables  from  the 
effects  of  lightning  discharges ;  as  not  only  is  the  cost  of 
removing  a  fault  in  such  a  case  considerable,  but  the  delay 
caused  is  of  serious  consideration.  For  these  reasons  the 
plates  of  the  cable  lightning  protector  used  by  the  British 
Post  Office  are  of  larger  size  Chan  those  shown  in  fig.  233, 
and  the  design  also  embodies  a  special  form  of  inductance 
coil  or  'reel'  protector;  besides  which  in  the  circuit  is 
placed  an  easily  fused  wire.  Very  great  care  is  taken  in 
the  periodical  examination  of  these  protectors. 

Underground  lines,  where  they  join  open  work,  are 
frequently  protected  by  means  of  '  vacuum '  protectors,  they 
being  found  to  answer  the  purpose  fairly  well,  occupying 
little  space  where  space  is  a  consideration,  and  being  little 
liable  to  be  affected  by  moisture.  In  this  instrument  the 
line-wire  and  the  earth-wire  are  connected  respectively  to 
two  wires  fused  into  a  glass  tube  in  which  a  partial  vacuum 
has  been  made.  The  two  wires  terminate  in  points,  which 
are  placed  very  near  to  each  other.  Each  tube  should  be 
tested  from  time  to  time  by  means  of  an  induction  coil. 
Tubes  which  show  a  bright  violet  glow  are  in  good  condition. 
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CHAPTER  XVII. 

INSTRUMENTS   FOR  TESTING. 

All  materials  and  instruments  employed  in  the  construc- 
tion and  fitting-up  of  telegraph  circuits  that  have  to  do  with 
their  resistance  or  insulation  should  be  subjected  to  electri- 
cal tests  before  being  brought  into  use  ;  in  practical  working 
also,  it  is  most  desirable  to  test  the  electrical  condition  of 
lines  and  instruments  from  time  to  time.  Hence  the  neces- 
sity arises  for  various  forms  of  testing  instruments,  some  of 
which  will  now  be  described. 

The  galvanometers  used  in  practical  telegraphy  indicate 
the  presence  rather  than  the  strength  of  working  currents, 
so  that  no  very  special  attempts  need  be  made  to  secure 
extreme  sensitiveness  and  freedom  from  friction  upon  the 
pivots.  These  conditions,  however,  are  essential  to  a  gal- 
vanometer which  is  to  be  used  for 
Cy-     h      ^'  testing  purposes.     One  form  of  such 

\\  \     an  instrument,  called  the  Astatic  gal- 

"«      .      •       j     vanometer,  is  shown  in  general  arrange- 
Pj^  ^  ment  by  fig.  234.   It  consists  essentially 

of  a  divided  coil  of  wire,  with  a  vertical 
central  axle  fitted  with  two  magnetic  needles  so  pivotted  that 
the  needles  move  in  the  horizontal  plane,  one,  n  s,  within,  and 
the  other,  /  «',  immediately  above  the  coil,  the  opposite  poles 
being  in  the  same  direction.  By  a  consideration  of  the 
theory  explained  at  p.  45,  it  will  be  seen  that  a  current  passing 
through  the  coil  will  tend  to  have  the  same  effect  upon  both 
needles,  and,  therefore,  the  addition  of  the  outer  needle 
is  advantageous  from  that  point  of  view ;  but,  further,  it 
must  be  borne  in  mind  that  a  magnetic  needle  properly 
balanced  and  pivotted  to  lie  horizontally,  points  in  a  certaih 
direction  (north  and  south),  in  virtue  of  the  directive  force  of 
the  earth^s  magnetism,  and,  other  conditions  being  constant, 
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tends  to  remain  in  that  position  with  a  force  dependent  upon 
the  magnetic  strength  of  the  needle.  But  in  the  astatic  needle 
the  «'  pole  of  the  upper  magnet  is  placed  over  the  s  pole  of 
the  lower,  and  vice  versd^  so  that  if  the  two  magnets  were 
absolutely  alike  the  needle  would  not  be  at  all  affected  by 
the  earth's  directive  force,  but  would  stand  in  any  position 
and  would  yet  be  quite  free  to  be  acted  upon  by  the 
directive  force  of  a  current  traversing  the  coil.  In  practice 
the  two  magnets  are  made  slightly  dissimilar  in  strength  and 
the  directive  tendency  resulting  from  this  difference  is  under 
control.  Sometimes  the  compound  needle  instead  of  being 
pivotted  is  suspended  from  a  long  silk  fibre — an  arrange- 
ment which  eliminates  the  friction  at  the  pivots  and  so 
increases  its  delicacy.  The  astatic  galvanometer  is  a  very 
useful  form,  but  its  sluggishness  in  coming  back  to  zero  is  its 
weak  point 

A  more  generally  useful  galvanometer  is  that  known  as 
the  HorizontaL  In  this  case  a  small  magnet,  cup-pivotted 
like  a  compass  needle,  and  fitted  at  right  angles  with  an  ex- 
tremely light  ebonite  pointer,  is  made  to  slide  into  a  simple 
flat  coil,  and  the  pointer  projects  over  a  scale,  just  below 
which  is  a  small  reflector,  to  prevent  parallax  error.  ^ 

This  instrument  when  properly  constructed  is  as  sensi- 
tive^ as  the  astatic,  and  has  not  the  defect  of  being  sluggish. 
It  is  very  largely  used  for  ordinary  circuit  testing  in  connec- 
tion with  the  Wheatstone  Bridge. 

Perhaps  the  most  useful  galvanometer  for  general  testing 
purposes  is  the  Tangent.  It  consists  of  a  circular  coil  of 
wire  with  a  very  short  magnet  pivotted  in  its  centre.    Theo- 

'  As  the  pointer  is  necessarily  elevated  slightly  above  the  scale,  if 
the  observer  reads  the  deflection  from  a  point  not  perpendicularly  over 
the  pointer,  the  reading  is  more  or  less  inaccurate,  but  by  the  use  of 
the  mirror  beneath,  if  the  pointer  and  its  reflection  coincide  when  the 
reading  is  taken,  no  such  error  can  arise,  as  the  point  of  observation  is 
then  correct. 

'  The  sensitiveness  of  a  galvanometer  is  judged  not  necessarily  by 
the  extent  to  which  the  needle  will  deflect  with  a  certain  current,  bat 
rather  by  the  amount  of  variation  in  current  strength  that  must  be 
made  in  order  to  affect  the  deflection. 
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retically  this  magnet  should  be  of  such  dimensions  that  the 
influence  of  the  magnetic  field  of  the  coil  upon  it  should 
not  vary  with  its  position,  but  this  is  impossible,  and  prac- 
tically it  is  found  that  with  a  simple  ring 
coil,  as  shown  in  fig.  235,  a  needle  whose 
length  is  from  one-eighth  to  one-tenth  the 
diameter  of  the  coil  gives  sufficiently  accu- 
rate results.  The  tangent  galvanometer  is 
so  called  because  with  the  needle  and  ring 
arranged  to  fulfil  the  conditions  just  de- 
scribed, the  strength  of  the  currents  which, 
in  passing  through  the  coil,  will  produce  the 
various  deflections  are  directly  proportional 
to  the  tangents  of  the  angles  of  deflection  of  the  needle. 
Thus,  if  two  different  currents  produce  deflections  of  30® 
and  45°  respectively,  the  relative  strengths  of  the  two 
currents  are  as  tan  30°  to  tan  45**,  and  these  are  respec- 
tively — r-  and  I,  so  that  a  current  which  gives  a  deflection  of 

45°  is  n/  3  times  the  strength  of  one  which  gives  a  deflec- 
tion of  30**, 

If  a  line  a  b  i^g,  236) 
be  drawn  at  right  angles 
to  the  radius  cb  of  a 
circle,  then  the  propor- 

B  I 

tion  —    is  said  to  be 
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Fig.  236. 
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the  tangent  of  the  angle   bci  ;  and   "  -  is  similarly  the 

B  c 

tangent  of  the  angle  bc2,  and  so  on.  The  tangents  then 
are  proportional  to  the  lengths  bi,  B2,  &c.  Thus,  if  the 
pointer  of  a  tangent  galvanometer  were  long  enough  to 
reach  the  tangential  line  a  b,  deflections  of  the  needle  over 
the  equal  divisions  i,  2,  3,  4,  &c.  would  represent  propor- 
tional current  strengths ;  but  as  it  would  be  inconvenient  to 
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read  from  this  straight  Une,  the  tangent  scale  is  formed 
where  hnes  drawn  fi«m  the  centre  c  to  the  various  tan- 
gential divisions  cut  the  circle  described  from  the  centre. 
This  is  clearly  shown  to  the  right  in  the  figure 


The  btest  pattern  of  the  Post  Ofl^ce  form  of  the  instru- 
ment is  shown  by  fig.  237.  This  provides  a  series  of  shunt 
coils  beneath  the  Ikisc  which  can  be  brought  into  use  by 
means  of  the  switch  on  the  base,  so  that  this  instrument 
can  be  used  for  measuring  a  very  considerable  range  of 
currents  (Appendix,  Section  D). 
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At  the  front  of  the  figure  is  shown  the  directing  magnet, 
the  stem  of  which  is  fitted  vertically  above  the  ring,  so 
that  the  magnet — more  properly  controlling  than  directing 
— may  be  placed  so  as  to  assist  or  oppose  the  directive 
force  of  the  earth's  magnetism.  It  should  always  be  placed 
magnetically  north  and  south,  but  if  required  to  reduce 
the  sensitiveness  of  the  galvanometer  (for  measuring  heavy 
currents),  its  n  pole  should  point  south,  whereas  if  it  is  de- 
sired to  increase  the  sensitiveness,  the  n  pole  should  point 
north.  In  these  positions  either  effect  is  increased  by  lower- 
ing the  magnet  on  its  stem. 

Another  form  of  tangent,  the  Gaugain  Galvanometer, 
which,  however,  is  never  used  for  telegraphic  purposes,  con- 
sists of  two  large  rings  placed  parallel  at  some  distance  apart, 
with  the  magnetic  needle  midway  between. 

The  Thomson  Galvanometer  is  among  the  most  sensi- 
tive and  beautiful  instruments  known  to  practical  science. 
The  principle  of  its  construction  is  that  of  employing  a  very 
light,  delicately  suspended  magnet,  so  arranged  as  to  indi- 
cate its  movements  by  a  long  beam  of  reflected  light.    This 

can  be  best  explained  by  re- 
]«  ference  to  fig.  238. 

, r  Let  s  be  a  screen  upon 

*0f p r::::-v---.|n>    which  is  fitted  a  scale  of  equal 

divisions ;  l,  a  lamp  behind 

the  screen,  from  which  a  beam 
Fig.  238.  of  light  is  projected  through 

a  lens  to  fall  upon  a  small 
mirror  m^  placed  about  three  feet  distant  from  s.  This 
beam  will  be  reflected  on  to  the  scale  fixed  at  s.  So  long  as 
the  plane  of  the  mirror  is  at  right  angles  to  the  beam  of  light, 
the  reflected  beam  will  be  in  the  same  line  (except  that,  as 
the  reflected  beam  is  required  to  be  upon  the  scale  above 
the  lamp,  the  projected  beam  is  directed  slightly  upward 
towards  the  mirror) ;  but  if  the  mirror  be  turned  through  a 


L 
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small  angle  as  shown,  the  beam  will  be  reflected  upon  the 
scale  at  d,  and  this  distance  will  represent  double  the  actual 
angular  deflection  of  m.  For  it  is  clear  that  when  the  pro- 
jected and  reflected  beams  coincide,  they  each  are  at  right 
angles  with  the  plane  of  the  mirror,  and,  if  the  mirror  turns 
to  the  extent  of  angle  a,  the  projected  beam  /  will  fall  upon 
it  at  that  angle  from  the  perpendicular,  but  it  is  a  funda- 
mental law  of  reflection  that  the  reflected  beam  makes  the 
same  angle  with  the  mirror  as  the  incident  beam,  and  in 
the  opposite  direction ;  hence  r  will  make  the  same  angle 
with  the  perpendicular  as/  makes^  and  therefore  the  angle 
between  /  and  r  will  be  equal  to  twice  the  angular  move- 
ment of  the  mirror.  In  this  way  the  beam  of  light  becomes 
equivalent  to  a  fixed  pointer  about  six  feet  long,  and  absolutely 
without  weight.  In  applying  this  to  the  Thomson  Galva- 
nometer, upon  the  back  of  the  small  mirror  (which  is  about 
three-eighths  of  an  inch  in  diameter)  several  small  magnets 
formed  of  highly  magnetised  watch-spring  are  fixed ;  and 
the  mirror  is  suspended  upon  a  single  fibre  of  silk  without 
torsion,  in  the  centre  of  a  large  divided  coil  of  wire,  which 
so  completely  surrounds  it  that  the  influence  of  the  coil  is 
the  same  in  any  position  of  the  needle.  Very  frequently 
this  arrangement  is  doubled,  a  second  coil  being  placed  be- 
neath, and  the  second  series  of  magnets  is  connected  to  the 
first  by  a  piece  of  aluminium  wire,  so  as  to  form  an  astatic 
pair  of  needles.  The  arrangement  of  the  parts  furnishes  all 
the  conditions  required  for  a  tangent  galvanometer,  but  as 
the  range  of  deflection  is  always  very  small,  it  is  permissible 
to  assiume  that  the  strengths  of  current  are  practically  pro- 
portional to  the  deflections  of  the  spot  of  light  on  the  scale. 
Only  for  tests  where  extreme  accuracy  is  required  is  it  neces- 
sary to  reduce  to  tangents.  The  reading  is  taken  from  a 
black  line  across  the  reflected  spot  of  light,  which  is  caused 
by  a  wire  placed  across  the  lens  through  which  the  projected 
beam  passes. 

The  sensitiveness  of  the  instrument  can  be  regulated  by 
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a  directing  magnet,  as  described  in  connection  with  the 
tangent  galvanometer  (p.  407).  A  high  resistance  galvano- 
meter of  this  form  is  so  sensitive  as  to  be  capable  of  giving 
a  fair  deflection  with  a  current  from  one  Daniell  cell 
through  100  megohms,*  and  it  is  therefore  necessary  for 
many  tests  to  be  able  to  reduce  the  amount  of  current 
actually  flowing  through  the  coils  of  the  galvanometer.  This 
is  done  by  means  oi  shunts ^"^  whereby  only  a  certain  definite 
proportion  of  the  total  current — j^,  j^  ^"^t^ — 's  allowed 
to  pass  through  the  coils  of  the  galvanometer.  This  shunt 
is  connected  across  the  terminals  of  the  galvanometer. 

All  tests  for  resistance  depend  upon  a  comparison  be- 
tween the  resistance  to  be  tested  and  some  standard  resist- 
ance, hence  various  arrangements  of  resistance  coils  for 
testing  purposes  are  made.  Usually  a  series  of  resistances 
is  so  arranged  that  the  resistance  actually  in  circuit  can  be 
varied  at  will  by  the  insertion  or  withdrawal  of  a  brass  plug 
between  two  brass  blocks.    The  coils  themselves  consist  of 
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Fig.  339. 

silk-covered  platinoid,  manganin,  or  eureka,  wire  wound 
upon  bobbins,  and  in  order  to  avoid  the  effects  of  extra 
currents  from  self-induction,  the  wire  is  double- wound  upon 
the  bobbins,  the  inner  ends  being  connected  together,  and 


*  A  megohm  is  one  million  ohms.       *  See  Appendix,  Section  D. 
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the  outer  ends  treated  as  the  two  ends  of  the  coU  :  by  this 
means  the  induced  current  from  one  half  is  neutralised  by 
that  from  the  other,  because  they  are  in  contrary  directions. 

One  of  the  most  useful  forms  of  resistance  coils  is  shown 
in  fig.  239.  It  represents  a  very  generally  used  form  of 
Wheatstone  Bridge,  The  numbers  indicate  the  resistance 
in  ohms  of  the  various  coils,  which  are  short-circuited  by  the 
insertion  of  the  plugs  between  the  blocks,  and  brought  into 
circuit  when  the  plugs  are  withdrawn. 

The  principle  of  the  Wheatstone  Bridge  can  be  best 
understood  from  an  examination  of  the  following  diagram 
(fig.  240).    Assume  a,  ^,  d^  and  x  to  be  resistances,  some 


Fig.  340. 

of  which  are  adjustable.  If  the  battery  circuit  be  completed 
by  depressing  the  key  >^2>  the  point  d  will  be  raised  to  a 
higher  potential  than  the  point  c,  but  the  difference,  or  fall, 
of  potential  between  these  two  points  along  the  path  {x+a) 
will  be  the  same  as  that  along  the  path  (d+li). 

Consider  the  potential  at  the  point  a  ;  it  lies  between 
that  at  D  and  that  at  c,  and  since  the  fall  of  potential  along 
each  path  is  the  same,  it  follows  that  there  must  be  a  point 
in  d'\-d  at  the  same  potential  as  a.  Assume  b  to  be  this 
point.  Then,  clearly,  the  fall  of  potential  along  da  is 
equal  to  that  along  d  b;  and  that  along  a  c  to  that  along 
B  c.    Now  since  the  fall  of  potential  in  any  part  of  a  circuit 
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is  proportional  to  the  resistance  of  that  part,  the  difference 
of  potential  between  d  and  a  is  to  that  between  d  and  c  as 
the  resistance  x  is  to  the  resistance  x-\'a.  If  the  potential 
difference  between  d  and  c  be  v  volts,  then  that  between 

D  and  A  will  be  v volts ;   similarly,   the  potential 

difference  between  d  and  b  will  be  v  - — -,  and  since  these 
potential  differences  are  equal,  we  have  : — 

*   =wJL.^ (I) 


X  +  a         d  '\-  b 
For  similar  reasons 

^  +  a~     d •\'  b  ^^^ 

Dividing  equation  (i)  throughout  by  v  we  get : — 

X     d 

X  +  a      d  ■\-  b 

that  is,  xd  -^^  xb  =^  xd  ■\-  ad 

and  xb  ==  ad, 

ad 
or  ^  =  -— . 

o 

This,  then,  is  the  relation  which  exists  between  the  resistance 
fl,  b,  d,  and  x,  when  a  and  b  are  at  the  same  potential.  In 
practice  these  two  points  are  fixed  and  a  sensitive  galvano- 
meter G  may  be  connected  between  them  by  depressing  the 
key  ki.  The  unknown  resistance  occupies  the  position 
denoted  by  x,  and  convenient  known  resistances  are  placed 
in  the  arms  a  and  b.  The  arm  d  is  then  adjusted  until  b 
arrives  at  the  potential  of  a.  This  equality  of  potentials  is 
indicated  by  the  absence  of  any  deflection  when  the  galvano- 
meter circuit  is  completed;    for  if  there  be  the  slightest 
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difference  of  potential  between  the  two  points  a  current 
will  flow  through  the  galvanometer  coil  and  produce  a 
deflection  of  the  needle. 

Now,  by  referring  to  fig.  239,  where  the  lettering  corre- 
sponds with  that  of  fig.  240,  the  resistances  a  and  b  will  be 
seen  to  be  adjustable  coils,  each  arm  consisting  of  lo",  loo", 
and  1,000".  Between  b  and  d  is  a  series  of  coils,  giving  a 
range  of  adjustment  from  i  up  to  11,110.  The  two  former 
series  a  and  b  are  known  as  the  ratios^  while  the  larger  series 
(represented  by  d  In  the  above  equation)  is  generally  called 
the  rheostat. 

The  equation  x  =  -r  may  be  written  x  =  --^/,  and  then 

o  b 

it  is  evident  that  if  the  ratios  a  and  b  are  equal,  x^  the  un- 
known resistance,  is  equal  to  dy  but  \{a  is  made  i,ooo*,  while 

while  b  is  only  loo"  or  lo"  (so  that  -is  10  or  100),  then  x 

b 

is  10  or  100  times  the  resistance  of  ^;  if,  on  the  other 
hand,  ^  is  10  or  100  times  a,  then  x  must  be  ^^d  or  T-J^yif. 
This  latter  arrangement  is  the  most  accurate  where  prac- 
ticable, as  by  this  means  it  is  possible  to  determine  the 
value  of  X  within  ^  and  yj^*  respectively.  For  measuring 
small  resistances,  therefore,  it  is  advisable  to  have  b  larger 
than  a. 

It  is  necessary  to  observe  that  in  order  to  make  a  test 
with  the  Bridge,  the  insertion  of  resistance  in  each  ratio  is 
essential — otherwise,  as  will  be  seen  by  a  consideration  of 

the  formula,  if  in  the  equation  x  ^=^-d  either  a  or  ^  have  no 

b 

numerical  value  (that  is  if  one  ratio  be  either  zero  or  infinite) 

the  value  of  x  cannot  be  determined. 

If  the  ratios  are  equal,  they  can  be  either  10  and  10, 

100  and  100,  or  1,000  and  1,000,  and  the  best  value  to 

employ  may  be  determined  by  experiment.     The  condition 
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required  is  that  the  relative  values  of  «,  ^,  d^  and  x  shall  be 
such  that  the  galvanometer  g  is  in  its  best  position  (that  is, 
where  the  deflection  will  be  greatest  if  the  balance  is  nearly, 
but  not  quite,  perfect).  For  instance,  with  the  ratios  10" 
and  lo*,  and  an  approximate  balance,  note  the  deflection  ; 
change  the  ratios  to  100*"  and  100*,  or  i,ooo*'  and  1,000% 
and  that  ratio  which  gives  the  greatest  deflection  is  the  best 
to  employ.  In  the  same  way  when  unequal  ratios  are  used, 
lo*  and  100*  may  in  some  cases  be  better  than  100"  and 
1,000*,  and  vice  versL  As  a  general  rule,  the  higher  the 
resistance  to  be  measured  (x\  the  higher  should  be  the 
values  of  a  and  b, 

A  and  D  are  the  two  points  between  which  the  ends  of 
the  unknown  resistance  are  joined,  and  in  practice  there  is 
a  reversing  switch  connected  between  these  points  (fig.  239). 
A  is  really  a  double  terminal,  the  lower  part  of  which  is  con- 
nected to  the  ratio  a  and  to  one  of  the  lower  segments  of 
the  switch,  while  the  upper  part  is  connected  to  one  of  the 
upper  segments  of  the  switch.  Similarly,  with  the  terminal 
marked  d,  the  lower  part  of  which  is  connected  to  one  end 
of  the  coils  d  and  to  the  upper  left-hand  segment  of  the 
switch,  while  the  upper  part  is  connected  to  the  lower  left- 
hand  segment.  By  this  means  the  ends  of  the  resistance 
under  test,  which  are  joined  to  the  upper  part  of  a  and  d 
respectively,  may  through  the  switch  be  electrically  con- 
nected either  to  a  and  d  (if  the  switch  connections  are  as 
shown  by  the  figure  at  the  side  marked  *  negative  to  a'),  or 
to  D  and  A  (if  the  switch  connections  are  reversed,  as  shown 
by  *  positive  to  a  ').  The  direction  of  the  battery  current 
through  the  resistance  can  thus  be  readily  reversed,  a  re- 
quirement that  often  presents  itself. 

One  galvanometer  terminal,  instead  of  being  actually 
connected  to  b,  is  joined  to  ^1,  and  the  negative  pole  of  the 
battery  is  joined  to  c  through  k^-  This  provides  means  of 
breaking  or  closing  the  galvanometer  and  battery  circuits 
independently  and  at  will     In  all  tests  the  battery  (right- 
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hand)  key  should  be  first  closed,  and  not  released  until  after 
the  galvanometer  key,  as  otherwise  the  inductive  effect  of 
the  wire  under  test  may  act  upon  the  needle.  The  galvano- 
meter key  should  at  first  be  momentarily  depressed,  since 
if  the  resistance  in  d  is  not  right,  a  lengthened  depression  of 
^i>  by  giving  a  full  deflection,  will  lead  to  much  loss  of  time 
in  making  a  test.  When,  however,  the  adjustment  appears 
nearly  perfect,  that  is,  when  only  a  very  slight  deflection  is 
given,  then  the  key  may  be  held  down,  and  the  final  adjust- 
ment made.  It  should  be  noted  that  too  much  resistance 
in  B  D  will  cause  a  deflection  of  the  galvanometer  needle  in 
one  direction,  and  too  little  resistance  a  deflection  in  the 
reverse  direction. 

The  two  plug-holes  marked  inf  (Infinity)  serve  to 
disconnect  the  series  at  those  points  if  required. 

For  the  accurate  measurement  of  small  resistances,  the 
ratios  of  the  Wheatstone  Bridge  are  sometimes  formed  of 
a  straight  German  silver  wire  one  metre  long  (the  instru- 
ment hence  being  called  the  *  Metre  Bridge ')  stretched  upon 
an  oblong  board  parallel  to  a  metre  scale  divided  through- 
out in  millimetres.  The  junction  c  (fig.  231)  of  the  two 
ratios  depends  simply  upon  the  position  of  the  slider  along 
the  slide  wire  ;  the  positions  of  the  battery  and  galvanometer 
are  also  reversed.  This  instrument,  however,  is  not  used  for 
ordinary  telegraphic  testing. 


CHAPTER  XVIII. 

TESTING. 


Testing  Insulators, — The  testing  of  insulators  should  be 
always  carried  out  before  the  bolts  are  inserted  into  them. 
The  method  of  testing  usually  adopted  is  as  follows  (fig.  241). 
A  trough  T,  lined  with  lead,  is  filled  with  water.  Into  this 
trough  is  fitted  a  rack  so  constructed  as  to  hold  the  insulators 
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which  are  to  be  tested,  and  the  outer  and  inner  cups  of  each  are 

filled  with  water,  and  are  allowed  to  stand  for  several  hours 

to    give    the    water 

time     to    percolate. 

Just  before  testing  a 

hot    iron    is    taken 

slowly  over  the  whole 

batch  very    near  to 

the  rfm  of  each  cup, 

so  as  to  insure  that 

there    shall    be    no 

moisture  there.  ^'''*  '*'* 

A  powerful  testing-battery,  consisting  of  from  200  to 
300  cells,  or  their  equivalent  in  electro-motive  force,  is 
employed.  One  pole  of  this  battery  is  connected  to  one 
terminal  of  a  very  delicate  galvanometer  g — usually  a 
Thomson  reflecting  galvanometer — and  the  other  pole  of  the 
battery  is  connected  to  the  lead  lining  of  the  trough.  The 
wire  from  the  other  terminal  of  the  galvanometer  is  connected 
to  a  metallic  rod  r,  which  is  fitted  with  an  insulating  handle 
to  be  held  in  the  hand.  This  metallic  rod  is  then  dipped 
into  the  outer  and  inner  cups  of  each  insulator  in  succession, 
and,  so  long  as  they  are  perfect,  little  or  no  movement  of 
the  galvanometer  mirror  takes  place.  But  immediately  the 
rod  is  inserted  into  a  faulty  cup  the  leakage  which  occurs 
through  the  mass  of  the  insulator — owing  either  to  the  cup 
being  cracked  or  to  the  material  of  which  it  is  composed 
being  porous— causes  the  needle  to  be  deflected,  showing 
the  existence  of  a  fault  and  so  necessitating  the  rejection  of 
the  insulator. 

Testing  Covered  Wire, — The  method  adopted  for  testing 
gutta-percha  or  india-rubber  covered  wires  is  as  follows. 
The  coil  of  covered  wire  is  immersed  in  a  tank  of  water 
for  twenty-four  hours  to  insure  the  water  finding  its  way 
through  any  defects  that  may  exist  in  the  insulating  covering. 
The  water  is  maintained  at  a  temperature  of  75°  F.  to  secure 
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a  known  uniform  temperature.  The  negative  pole  of  a 
battery  of  about  300  volts  is  then  connected  to  one  end  of 
the  coil,  the  other  end  being  kept  dry  and  clear  of  the  water ; 
Ihe  positive  pole  is  connected  through  the  galvanometer  to 
the  tank,  and  by  the  deflection  of  the  mirror  the  amount  of 
leakage  which  takes  place  through  the  insulating  material 
can  be  ascertained.  If  a  coil  is  found  to  be  faulty  it  is 
wound  upon  a  reel,  and  the  wire  is  then  drawn  slowly 
off  and  passed  through  the  water,  the  connections  of  the* 
battery  and  galvanometer  remaining  the  same.  Immediately 
the  fault  reaches  the  water  the  mirror  is  deflected,  and  the 
exact  locality  can  thus  be  readily  found. 

The  insulation  resistance  per  mile  of  a  description  of 
gutta-percha-covered  wire  which  is  very  often  used  is  never 
less  than  200  megohms,  and  may  reach  1,000  megohms. 
The  conductor  also  is  tested  for  resistance,  the  minimum 
conductivity  allowed  being  carefully  calculated.  It  is  usual 
to  require  99  per  cent,  of  the  conductivity  of  pure  copper 
according  to  the  authorised  standard.  The  electrostatic-capa- 
city is  also  an  important  point,  the  test  for  which  is  carried 
out  as  follows  : — ^A  *  constant '  is  taken  by  observing  the 
deflection  given  by  the  charge  or  discharge  of  a  standard 
condenser  of  suitable  capacity  (J  mf.  or  i  mf.),  and  by  com- 
paring this  with  the  deflection  given  by  charging  or  discharg- 
ing the  wire  under  test  with  the  same  electro-motive  force. 
The  capacities  are  in  direct  proportion  to  the  deflections. 

Testing  Circuits, — The  subject  of  testing  ordinary  tele- 
graph circuits  may  be  conveniently  considered  in  two  parts, 
viz.  : 

a.  Testing  to  ascertain  the  condition  of  the  circuits  for 
the  purpose  of  preserving  a  record,  and  to  anticipate  as  far 
as  possible  the  occurrence  of  faults. 

b.  Testing  to  determine  the  locality  of  a  fault  when  its 
existence  is  known. 

Daily  Tests, — The  former  of  these  is  carried  on  daily  in 
England,  and  the  tests  which  are  taken  are  of  two  kinds. 
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according  as  they  are  applied  to  sub-office  or  head-office 
circuits.  Every  sub-office  on  a  circuit  is  called  by  the  head 
office  at  the  hour  of  commencing  work,  and  reports  the  state 
of  the  signals,  whether  *good'  or  *weak.'  The  head-office 
can  likewise  judge  of  the  state  of  the  signals  received  from 
each  of  the  sub-offices.  If  the  attention  of  any  or  all  of 
them  cannot  be  gained  it  is  assumed  that  there  is  a  fault 
upon  the  circuit,  and  the  responsible  officer  is  informed 
accordingly. 

All  important  circuits  are  tested  every  morning  between 
7.30  and  7.45,  in  order  that  the  condition  of  the  wires  may 
be  ascertained  before  the  day's  work  commences. 

A  remarkably  ingenious  and  satisfactory  method  of 
carrying  out  the  *  Morning  Test'  devised  by  Mr.  A.  Eden 
has  been  introduced  in  connection  with  all  the  principal 
circuits. 

In  the  first  place,  as  far  as  possible  the  wires  are  tested 
in  pairs  by  *  looping '  at  one  end,  thus  reducing  the  actual 
number  of  tests  required  by  half.  In  the  second  place,  the 
observations  are  made  with  one  instrument  only  at  one  end 
of  the  looped  wires,  thus  eliminating  the  errors  due  to 
differing  *  constants '  which  are  apt  to  follow  when  the  results 
depend  upon  testing  instruments  at  both  ends. 

The  theoretical  connections  of  the  system  are  shown  by 
fig.  242,  from  which  it  will  be  seen  that  the  lines  to  be 
tested,  which  are  looped  at  the  distant  end,  are  connected 
at  the  Testing  Office  with  a  double-wound  tangent  galvano- 
meter (fig.  237),  two  10,000*"  resistance  coils,  and  a  testing 
battery,  e.  Under  these  circumstances,  if  the  lines,  both  as 
regards  insulation  and  continuity,  were  perfect,  the  whole 
of  the  current  sent  from  the  battery  through  coil  2-4  of  the 
galvanometer  would  be  received  in  the  reverse  direction 
through  coil  3-1,  and  the  galvanometer  needle  would  be 
unaffected.  The  less  perfect  the  insulation  of  the  line  the 
greater  will  be  the  current  sent  out  and  the  less  will  be  the 
current  received,  and  the  resulting  deflection  of  the  galvano- 
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meter  needle  will  become  a  measure  of  the  actual  loss  at  the 
insulators.  Now,  as  the  actual  resistance  of  any  sections  of 
line  ordinarily  tested  is  small  compared  with  the  resistance 
coils  of  10,000"  inserted  at  the  end  of  each  line,  no  material 
error  will  arise  if  the  total  amount  of  leakage  that  takes 
place  upon  the  whole  loop  be  treated  as  a  single  fault 
in  the  middle  of  the  circuit  having  a  definite  resistance. 

This,  then,  is  the  plan  adopted.  The  leakage,  which  is 
really  due  to  faults  of  high  resistance  distributed  (chiefly 
at  every  insulator)  along  the  entire  length  of  line,  is,  under 
the  conditions  described,  properly  represented  by  an  assumed 
resultant  fault  in  the  middle  of  the  loop  of  such  resistance 


that,  with  the  same  electro -motive  force,  it  will  take  off  a 
current  equal  to  the  total  leakage  at  all  the  insulators,  etc. 
This  resultant  fault  (shown  as  Rj  in  fig.  242)  represents  the 
total  insulation  resistance  of  the  line  under  test. 

The  relative  values  of  the  insulation  resistance  of  various 
lines,  however,  must  evidently  largely  depend  upon  their 
length ;  and,  for  purposes  of  comparison,  it  is  therefore 
customary  to  reduce  the  total  insulation  resistance  to  the 
insulation  resistance  per  mile.  This  is  done  by  multiplying 
the  total  insulation  resistance  by  the  length  of  the  circuit 
in  miles.  That  this  multiplication  is  correct  will  be  clear 
when  it  is  considered  that,  if  the  leakage  along  the  line  be 
supposed  to  be  uniform,  and  that  there  is  no  specific  fault,  the 


Galvanometer  *  Constant^  419 

leakage  along  n  miles  will  be  n  times  greater,  and  the  insu- 
lation resistance  consequently  n  times  less  than  for  one  mile 
of  the  same  circuit.  Now,  the  insulation  resistance  per  mile 
which  is  found  in  England  to  be  capable  of  being  maintained 
upon  open  lines  under  the  worst  ordinary  wet  weather  con- 
ditions is  200,000*  ;  and  this  is  accordingly  adopted  as  the 
minimum  maintenance  standard  for  engineering  purposes. 

Turning  now  to  the  actual  conditions  of  the  insulation 
test  : 

First,  the  tangent  galvanometer  is  adjusted  to  give  a 
*  constant '  deflection  of  80  divisions  on  the  outer  tangent 
scale  *  with  one  milliamp^re  of  current,  so  that  any  given 
deflection  of  d  divisions  represents  a  definite  strength  of 
current  c.     That  is, 

c  =  -~-  milliampbres  ; 
80 

or  conversely,  the  current  in  milliampferes  may  be  re- 
presented in  divisions  on  the  tangent  scale,  thus  : — 

D  =  ex  80 (i) 

when  the  current  passes  through  both  coils  of  the  galvano- 
meter. 

This  *  constant'  of  the  galvanometer  having  been 
obtained,  the  connections  of  the  looped  section  that  is  to 
be  tested  are  made  as  shown  theoretically  by  fig.  242. 
Now,  with  these  conditions,  and  with  a  leakage  fault 
(representing  the  total  insulation  resistance  of  the  loop)  of 
resistance,  Ri,  in  the  centre  of  the  total  resistance  (r),  the 
current  passing  from  the  battery  (e)  through  coil  2-4  of 
the  galvanometer  to  line,  divides  at  the  fault,  part  going 
back  through  the  second  coil  3-1  of  the  galvanometer,  and 
the  other  part  going  to  earth  at  the  *  fault.' 

It  is,  therefore,  required  to  determine  (i)  the  strength 

'  The  outer  tangent  scale  has  a  double  range,  the  zero  being  at  the 
left  hand  end  of  the  scale  instead  of,  as  on  the  inner  scale,  in  the 
centre. 
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of  the  current  'sent,*  (2)  the  strength  of  the  current 
'received/  and  (3)  the  strength  of  the  current  which  passes 
to  earth  through  the  leakage.  As  regards  (i)  and  (2),  it  has 
already  been  stated  that  the  'received'  current  passes 
through  the  second  coil  of  the  galvanometer  in  a  direction 
which  tends  to  neutralise  (or  at  least  reduce)  the  effect  of 
the  *  sent '  current ;  hence  the  deflection  observed  will 
indicate  the  difference  in  effect  between  the  two  when 
acting  through  one  coil  of  the  galvanometer. 

Now,  taking  r  to  represent  the  total  resistance  of  the 
circuit,  including  10,000*'  coils,  battery,  galvanometer,  and 
loop,  the  total  resistance  (including  the  leakage  fault)  from 

the  battery  (of  electro-motive  force  e),  is  made  up  of  ?   and 

the  combined  resistance  of  -  and  Rj — which  is  (see  Appen- 
dix, Section  C,  2), 

R 

1  ^  ^»        ^^         R  X  Ri  ,  . 
or       L. (2) 

R  R  +  2R. 

therefore,  the  total,  including  leakage  resistance,  is 

^  +  ^  X  ^'  :-  r(r+4Ri) 

2         R  +  2R,  2(R+2Rj)* 

The  total  current  sent  to  line  Cg  (in  milliampferes,  if  e 
be  taken  in  millivolts  2)  is  therefore, 

C    =  ^  =  2E(R-h2R,)  ,  V 

^         R(R-h4Rl)  r(r  +  4R,)      ^^^ 

2(r+2R,) 

This  represents  the  *  sent '  current. 

Again,  the  proportions  in  which  this  'sent'  current 
divides  into  the  *  received '  current  Cr,  and  the  *  leakage ' 

2  A  millivolt  is  j^  of  a  volt 
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current  Cl,  is  determined  by  the  law  of  shunted  circuits,^  to 
be  respectively  for  c, 


'R> 

-i_       or      _ii_ (4) 

2 


C 


R 


and  for  Cl, 

R 

ft;:  "  ^'W <^> 

The   *  received'  current  will    therefore    be  found  by 
multiplying  equations  (3)  and  (4)  together,  thus  : 

_  2E(R-h2Ri)    ^       2R|       _    4  E  X  R|  .^. 

r(r  +  4Ri)       RH-2R,'       r(r-|-4Ri)  ^' 

and  the  current  (Cg  — Cr)  actually  measured  will  be  the 
difference  between  equations  (3)  and  (6),  or 

_  2ER+4ER,  — 4ER|   _        2E  .. 

*-s  ~"  ^R — 7 . V —  — ; (y) 

r(r-|-4R,)  R  +  4R| 

Further,  the  *  leakage '  current  will  be  (equations  3  and 
5  multiplied  together) : 

=  gE(R+2R|)                R          _        2  E  .      V 

''        r(r  +  4R,)    ^    R  +  2R,    ""  R  +  4R^    

But  equations  (7)  and  (7a)  are  identical,  which  shows 
that  the  current  actually  observed  on  the  galvanometer 
represents  the  *  leakage '  current. 

It  must  be  noted  that  the  deflective  effect  of  the 
received  current  is  practically  equivalent  to  that  of  a 
current  (Cs— Cr)  passing  through  one  coiV  only  (2-4)  of  the 
galvanometer.  As  already  explained,  the  tangent  galvano- 
meter is  adjusted  to  give  a  deflection  of  eighty  divisions  on 

'  See  Appendix,  Section  D,  where  it  is  shown  that  the  proportion 
of  current  which  will  pass  in  the  sections  of  a  shunted  circuit  is  in 
inverse  proportion  to  the  resistance  of  the  sections. 
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the  outer  scale  with  one  milliamp^re  of  current  passing 
through  both  coils,  which  is  equivalent  to  forty  divisions  if 
the  current  pass  through  only  one  coil.  If,  therefore,  the 
right-hand  side  of  equation  (7)  be  multiplied  by  forty,  it 
will  represent  in  divisions,  d,  the  actual  equivalent  of  the 
*  leakage '  current.    Thus  : 

D  =  --^°-^-  (8) 

R+4R1 

In  the  above  equation  (8)  all  the  factors  are  known  or 
can  be  derived  from  calculation ;  and  the  object  of  the 
forgoing  explanation  has  really  been  the  determination  of 
this  equation.  All  the  essentials  of  the  looping-test  system 
are  dependent  upon  it.  ^ 

The  insulation  resistance,  Ri,  is  the  only  factor  in  the 
equation  that  is  not  actually  known,  and  that  is  determined 
as  follows  : — 

(i)  Assuming  the  total  insulation  resistance  of  a  circuit 
which  is  L,  miles  long  to  be  r'i,  the  insulation  resistance /^r 
mile  will  be  l,  x  r'i,  and  the  total  insulation  resistance,  Rj, 
of  the  length  (in  miles)  under  test  l  will  be 

R,=  L'A5^     (9) 

Now,  by  a  series  of  careful  experiments  it  has  been 
shown  that  for  any  circuit  that  is  wanted  to  meet  the  most 
exacting  of  telegraphic  requirements  (namely,  automatic 
working)  the  total  insulation  resistance  must  not  fall  below 
the  actual  conductor  resistance  of  the  same  circuit.  This, 
therefore,  gives  a  standard  for  insulation  resistance  which 
will  meet  the  highest  working  conditions.  This  may  be 
called  the  *  working  standard.'  In  equation  (9),  taking  r'^ 
the  total  conductor  resistance  of  the  circuit,  to  be  the  total 
insulation  resistance  for  this  standard,  the  insulation  resist- 
ance of  the  section  evidently  will  be 


Ri  = 


Li  X  r' 


c 


(10) 
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(2)  Further,  at  p.  419  it  was  explained  that  the  average 
climatic  conditions  in  England  are  such  that  it  is  not 
ordinarily  possible  in  unfavourable  weather  to  maintain  a 
mileage  insulation  much  above  200,000*  ;  and  this  accord- 
ingly determines  another  standard  of  insulation,  which 
may  be  designated  the  *  maintenance  standard.'  Under  this 
standard  the  total  insulation  resistance,  R],  of  any  section  l 
miles  long  will  evidently  be 

^^^200,000    (j^j 

Equations  (10)  and  (11)  therefore  give  two  values  for  Ri 
which  may  be  inserted  in  equation  (8). 

The  further  development  of  the  explanation  can  be  most 
conveniently  proceeded  with  by  help  of  a  specimen  weekly 
report  of  *  Moming  Tests '  (p.  424). 

The  particulars  given  in  columns  i  to  10  are  in  the  nature 
of  fixed  records ;  and  for  offices  where  a  considerable 
number  of  tests  have  to  be  made,  the  forms  are  printed  with 
those  columns  filled  in. 

Columns  i  to  3  need  no  comment. 

Columns  4  to  8  are  obtained  from  engineering  records, 
checked  by  actual  tests  made  when  opportunities  occur. 

Columns  9  and  10  are  obtained  by  calculation  in  the 
manner  which  will  now  be  explained. 

First,  as  to  column  9 — *  Working  Standard  Deflection.' 
This  is  simply  a  calculated  deflection  obtained  by  giving  to 
R,  in  equation  (8)  the  value  deduced  from  equation  (10). 

(i)  Thus,  for  example,  in  order  that  the  lv.eh  i  *  circuit 
may  have  its  maximum  efficiency,  the  total  insulation  resist- 
ance, R|,  of  the  (double)  section  between  eh  and  the  office 
at  which  the  wires  are  looped  (ce  ^)  must  not  be  less  than 

_  21775  (column  7)  X  3160  (column  8) _.^^^. 
""' F98-^r(cdumn~5) ^^^^  ^^  ' 

3160*',  in  accordance  with  the  rule  just  explained,  representing 
the  *  working  standard '  of  insulation  resistance  for  the  whole 

'  Liverpool- Edinburgh.  *  Carlisle. 
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circuit.  This  calculation  explains  the  need  for  columns 
5,  7,  and  8  upon  the  Test  Sheet.  If  the  total  insulation  re- 
sistance fall  below  the  total  conductor  resistance,  loss  of 
speed  in  automatic  working  will  immediately  result. 

The  value  of  Ri  in  equation  (8)  for  this  example  is  thus 
found  to  be  346978*. 

(2)  The  value  of  r  in  the  same  example  is  20,000" 
-f  30-  +  320-  +  31 10  (column  4). 

R=  20,000*  +  30*  -f-  320"  +  3110*  (column  4) 
=  20350-  +  31 10"  =  23460*. 

(3)  Further,  as  regards  e.  When  the  galvanometer  has 
been  adjusted  to  give  a  deflection  of  80  divisions  with  one 
milliampfere,  the  *  constant '  of  the  testing  battery  is  taken. 
This  is  made  as  nearly  as  possible  no  divisions,  or  2^ 
milliampferes.  With  the  resistance  which  is  in  circuit  when 
this  constant  is  taken,  the  electro-motive  force,  e,  that  would 
give  exactly  no  divisions  would  be  55*5225  volts  or  55522*5 
millivolts  ;  and  e  for  all  purposes  of  calculation  is  therefore 
assumed  to  be  of  that  value. 

To  continue,  then,  the  example  of  the  lv.eh  i  circuit : 
E  is  55522*5,  R  is  23460,  and  Rj  is  3469*78 ;  therefore 
(equation  8) 

^  55522*5  X  80  4441800  o.  - 

23460-^4(346978)      37339*12 

or  practically  119,  which  is  accordingly  entered  in  column 
9  as  the  working  standard  deflection.  If  the  observed 
deflection  does  not  exceed  this,  the  section,  so  far  as  insula- 
tion is  concerned,  is  good  enough  for  the  maximum  high 
speed  which  can  be  maintained  upon  the  whole  circuit. 

A  similar  calculation  for  circuit  ce.eh  ^  shows  the  Work- 
ing Standard  Deflection  in  that  case  to  be  167. 

Column  10.  By  the  insertion  in  equation  (8)  of  the 
value  of  R]  obtained  for  the  Maintenance  Insulation  Standard 
of  200,000"  per  mile  from  equation  (11),  namely, 

'     198-31 

'  Catlisle-Edinbuigh. 
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the  value  which  represents  the  *  Maintenance  Standard  De- 
flection *  is  found.     Thus  : 

_  4441800  , 

D  =  —3^^ _=  161-55, 

23460  +  4034 

which  is  entered  on  the  Test  Sheet  as  162  divisions. 

Similar  calculations  for  the  next  two  pairs  of  wires  in 
the  Test  Sheet  give  the  results  indicated. 

The  observed  deflections  are  entered  in  column  11  for 
each  day  of  the  week  which  is  embraced  by  the  Report. 

The  foregoing  test  as  described  is,  however,  applicable 
only  in  cases  where  two  wires  can  be  paired  in  a  section ; 
but  it  is  sometimes  impracticable  to  obtain  two  such  wires. 
When  this  is  so,  the  sections  which  cannot  be  paired  are 


put  to  earth  at  the  distant  end  through  a  resistance  of 
I  o,  1 60  *".  The  conditions  are  then  as  represented  by  fig.  243 . 
By  comparison  of  this  with  fig.  242)  it  will  be  seen  that  the 
general  conditions  in  the  two  cases  are  precisely  similar, 
except  that  the  *  received '  current  does  not  pass  through  the 
second  coil  of  the  galvanometer. 

For  purposes  of  comparison  the  Standard  Deflections 
for  single- wire  tests  are  therefore  calculated  in  precisely  the 
same  way  as  for  looped  wires — that  is,  by  means  of  equation 
(8).  In  this  way  the  Standard  Deflections  for  the  mr.eh  '  3 
circuit  are  found  to  be  loi  and  150. 

The  actual  deflection  observed  in  the  application  of  the 
test,  however,  is  determined  by  very  difierent  conditions. 

'  Manchester-Liverpool, 
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The  deflection  is  really  a  measure  of  the  'sent*  current, 
which  is  represented  by  equation  (3). 

But  if  the  insulation  of  the  line  were  perfect  the  current 
sent,  c's,  would  of  course  be 

c's  =  | (12) 

In  each  of  these  cases  the  current  circulates  in  only  one 
coil  of  the  tangent  galvanometer,  so  that  its  deflective  power 
is  40  divisions  per  milliamp^re.  Converting  the  currents 
represented  by  these  two  equations,  (3)  and  (12),  to  their 
equivalents  in  tangent  divisions,  they  become  respectively 

and 

D's=l?^ (14) 

and  if  (14)  be  deducted  from  (13),  then 

D.^D-,  =  4ojg(2R  +  4R.  ~R~4R.)^     ^^^^--liS) 

r(rH-4Ri)  RH-4Ri 

Comparing  this  with  equation  (8),  it  will  be  seen  that 
the  difference  between  the  sent  current  reading  upon  the 
galvanometer  and  the  theoretical  sent  current  for  a  perfect 
line  (equation  15)  is  exactly  half  the  deflection  which  is  the 
equivalent  of  the  actual  leakage  current.  Therefore,  in 
order  that  the  entries  in  the  *  Daily  Test'  spaces  of  the 
Test  Sheet  (column  11)  may  be  comparable  with  the 
standard  deflections,  for  single  wires  the  actual  galvanometer 
reading  is  reduced  by  the  theoretical  *  perfect  insulation ' 
reading,  and  the  result  multiplied  by  2. 

For  example,  the  mr.eh  3  circuit  on  the  Test  Sheet 
(p.  424)  is  tested  as  a  single  wire.  Equation  (14)  shows  that 
the  deflection  with  perfect  insulation  would  be 

D'  =  40X55522-5  _2220900  ^ 

^     20350  + 1150       21500  ^^' 


428  Testing 

or  practically  103  divisions ;  but  the  deflection  actually 
observed  on  Monday  was  139  divisions ;  the  entry  made 
was,  therefore, 

(139— 103)  X  2s=72  divisions. 

It  should  be  observed  that  if  on  a  looped  circuit  there 
be  no  deflection,  or  if  on  a  single- wire  circuit  the  deflection 
be  equal  to  the  perfect  insulation  deflection,  then  it  is  a 
sign  that  the  insulation  is  'perfect' — that  is,  good  beyond 
the  measuring  power  of  the  galvanometer. 

Again,  if  on  a  single-wire  circuit  the  deflection  be  less 
than  the  *  perfect  insulation '  standard,  it  evidently  indicates 
that  the  proper  current  does  not  pass  to  earth  at  the  earthing 
office — that  is,  that  the  line  is  either  fully  or  partially  dis- 
connected. If,  on  the  other  hand,  the  deflection  be  about 
double  the  *  perfect  insulation '  standard,  it  is  evident  that 
the  resistance  has  been  reduced  by  half — that  is,  that  the 
circuit  is  direct  to  earth,  so  cutting  out  the  10,160*  coil  at 
the  distant  end.  The  range  of  deflection,  therefore,  for 
single-wire  tests  is  between  that  for  *  perfect  insulation,' 
which  is  entered  as  *  Inf.'  (infinite),  and  double  that  deflec- 
tion. This  range  is  noted  against  the  circuit  as  a  fraction, 
thus  ;  ^g,  in  the  Test  Record  Book  (p.  430.) 

Hitherto,  in  the  examples  taken  the  underground  section 
of  the  wires,  both  as  regards  the  section  under  test  and  the 
two  circuits  of  which  that  section  forms  parts,  has  been  so 
inconsiderable  as  compared  with  the  whole  length  involved 
that  it  could  be  ignored  without  materially  affecting  the  accu- 
racy of  the  test.  This,  however,  is  not  the  case  if  for  either 
condition  (the  section  or  the  whole  circuit)  the  underground 
portion  reaches  (say)  five  per  cent,  of  the  whole.  It  must 
then  be  properly  allowed  for.  Now,  the  proper  minimum 
standard  of  insulation  for  covered  work  is  one  megohm  per 
mile,  and  the  total  insulation  resistance,  Ri^  of  any  length 
in  miles,  l,  is  therefore 

=  1,000^00  ^^^ 

L 


Correction  for  Covered  Work  429 

It  will  be  at  once  understood  that  this  Ri'^,  which  is 
virtually  a  covered  work  leakage  fault,  is  practically  a  shunt 
upon  the  open  leakage  fault,  Ri°;  and  that  consequently  the 
total  insulation  resistance,  r'i,  of  the  whole  circuit  will  be 
(Appendix,  Section  C,  2)  : — 


_R,"  X  R,° 

1 


R'.  = 


«•!       A    K-i 


Ri"  +  R,° 

From  this  the  insulation  resistance,  Ri°,  of  the  open  work 
is  seen  to  be  ; — 

RlM<_R'i  ,  g. 

*       Ri«  -  r',  ^    ' 

which  value  must  be  used  instead  of  the  total  insulation  re- 
sistance of  the  circuit  which  is  obtained  by  reference  to 
column  8  in  the  Test  Sheet. 

If  a  considerable  length  of  covered  work  exist  also  in  the 
section  under  test  a  similar  modification  of  the  value  of  Rj 
obtained  from  equation  (9)  must  be  used  for  insertion  in 
equation  (8). 

Taking,  for  example,  the  entry  of  the  *  Anglo '  wire  on  the 
Test  Sheet  (p.  424),  other  records  show  that  the  total  length  of 
underground  work  on  this  circuit  is  16*48  miles.  The  insu- 
lation resistance  of  the  covered  length  is  therefore  taken  as 
1,000,000/16*48  =£:  60,679"  \  ^^d  (equation  16)  the  insula- 
tion resistance,  Rj®,  of  the  open  work  of  the  circuit,  instead 
of  being  taken  as  1,460'",  must  be 

R  o  _  60,679  X  i>46o_-  ._.._„ 
""'  "60,67^=^460  ~''^^5  9  • 

From  this  the  total  insulation  resistance  of  the  section 
under  test  (equation  9)  would  therefore  be 

104-38  (column  7)  X  i,495'9-i  200-8 
i2o'i2  (column  5)  ' 

if  there  were  no  considerable  amount  of  covered  work  in  the 
section  ;  but  there  being  io'56  miles  (with  an  insulation  re- 
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sistance  of  ^°??»^^^  =  94,696*'),  the  actual  total  insulation 

10*56 

resistance,  R|,  must  be 

=  94,696  X  1,299-8  ^       82-; 
94,696  +  1,2998 

which  value,  being  inserted  in  equation  (8),  gives  the  standard 
working  deflection  as  166*9  divisions,  and  this  is  entered  in 
column  9  as  167. 

It  will  be  observed  that  the  insulation  standard  for  the 
whole  circuit  is  fixed  upon  the  basis  of  the  open  work 
(equation  16),  but  that  for  the  section  under  test  the  total 
insulation,  including  the  covered  work  in  the  section,  is 
recorded. 

It  may  be  as  well  also  to  follow  this  example  by  the 
corresponding  calculation  for  the  maintenance  standard 
^column  10). 

If  in  this  case  there  were  no  considerable  amount  of 
covered  work  in  the  section,  the  insulation  resistance  would 
be  taken  as 

12012        '     ^   ' 

but  as  it  was  just  found  that  the  insulation  resistance  of  the 
10*56  miles  of  covered  work  is  94,696*,  the  maintenance 
insulation  standard,  Ri,  of  the  section  must  be 

94,696x_i,66s^     636- 
94,696  +  1,665 

and  by  the  insertion  of  this  value  in  equation  (8)  the  main- 
tenance standard  deflection  (column  10)  is  found  to  be 
practically  158  divisions. 

Similar  calculations  might  be  made  for  circuit  102,  on 
which  the  total  length  of  covered  work  is  23*86  miles. 

In  the  first  instance,  the  results  of  the  tests  are  entered  in 
the  Test  Record  Book  and  copied  on  to  the  Test  Sheets  weekly. 
This  book  differs  in  some  details  from  the  Test  Sheet :  for 
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instance,  besides  the  entry  of  the  range  of  deflection  for 
single  wires  (p.  428),  correction  of  the  actual  to  the  leakage 
deflection  is  not  made  at  the  time  of  testing,  because  the 
testing  officer  often  has  a  great  many  observations  to  make 
in  a  very  limited  time,  and  must  therefore  not  be  troubled 
with  unnecessary  details. 

The  testing  officer,  however,  is  expected  while  entering 
the  observed  deflection  in  the  Record  Book  to  note,  by  com- 
parison with  the  Standard  Deflections  (or  with  the  range  for 
single  wires),  whether  the  condition  of  the  section  is  such  as 
to  necessitate  the  localisation  of  a  fault.  Thus,  the  reading 
on  Wednesday  for  the  second  loop  on  the  sheet  (p  424)  is 


lO.OOO**" 


noticed  to  be  110,  although  on  the  two  previous  days  the 
deflections  were  less  than  those  for  the  third  (and  practically 
similar)  loop.  Immediately,  by  turning  the  lever  of  his 
testing  switch,  he  alters  the  connections  to  those  shown  by 
fig.  244,  so  that  the  current  from  the  testing  battery  divides 
in  opposite  directions  through  the  galvanometer  coils,  and 
so  to  earth  through  the  fault.  According  as  the  resistance 
between  i  and  the  fault  and  4  and  the  fault  is  the  less,  the 
deflection  will  be  to  the  left  or  right.  If  the  records  (as  in 
this  case)  show  that  the  two  wires  of  the  loop  have  approxi- 
mately the  same  resistance,  the  direction  of  the  deflection 
will  indicate  whether  the  fault  is  on  a  or  on  b.    If  the  wires 
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are  unequal  in  conductor  resistance,  the  rule  is  that  the  wire 
of  higher  resistance  shall  in  all  cases  be  connected  to  i,  and 
then  that  wire  may  be  assumed  to  be  the  faulty  wire  if  there 
be  either  no  deflection  or  if  the  deflection  be  to  the  left 
If  the  deflection  be  to  the  right,  then  the  test  does  not  show 
for  certain  on  which  wire  the  fault  exists.  This  rough  trial 
affords  a  basis  for  subsequent  localisation. 

If  time  permits,  when  all  the  other  tests  are  completed, 
the  distance  of  the  fault  may  be  localised  thus  :  Connecting 
the  two  wires  so  that  a  deflection  to  the  right  is  obtained 
with  the  connections  as  in  fig.  244,  this  deflection,  </,  is 


leo 


Fig.  245. 

noted.  Turning  the  lever  of  the  testing  switch,  the  officer 
secures  the  connections  shown  in  fig.  245,  and  again  notes 
the  deflection,  d. 

In  both  instances  currents  of  same  strength  pass  to  the 
A  and  B  lines  ;  but  d  represents  in  divisions  the  difference 
between  the  two  currents,  while  d  represents  the  (greater) 
current  passing  through  b.  The  two  currents  are,  therefore, 
in  the  proportion  of  d  (through  b)  and  d  —  ^/  (through  a)  ; 
and  accordingly  the  resistance  Rb  between  4  and  the  fault  is 


Rb  = 


2D  —  ^ 


X  R  -  i6o' 


(17) 
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where  r  represents  the  total  resistance  of  the  loop  (column 
4)  +  the  resistance  of  the  galvanometer  coils  (320*). 

For  example,  in  the  case  just  referred  to,  d  was  found  to 
be  (say)  36  divisions,  while  d  was  (say)  149  divisions.  Then 
the  resistance  from  4  to  the  fault  was 


Rb  = 


=  ■^^^1 — K  ^  (2)4io  +  320)  -  160=  1,017-'. 
295  —  30 


This  information,  namely,  that  the  mr.eh  2  circuit  is 
faulty  at  a  distance  of  1,017"  from  eh,  is  accordingly  supplied 
to  the  sectional  engineer ;  and  on  reference  to  his  records  it 
appears  that  the  actual  conductor  resistance  of  this  wire  is 
1,150*  (lv.eh  2  being  1,260*")  ;  so  that  (as  the  line  is  of  same 
gauge  throughout)  the  distance  of  the  fault  from  ce  is  evi- 
dently about 

07.31  X  hlS^rli^T^  iri6  miles. 
1,150 

In  taking  the  readings  the  testing  officer  should  be  care- 
ful not  to  read  d  too  high,  or  d  too  low.  The  error  in  the 
estimation  of  the  distance  in  ohms  need  not  exceed  2  per 
cent,  if  the  observations  be  accurately  taken  and  the  loop 
resistance  correctly  stated,  even  allowing  for  the  unavoidable 
range  of  variation  permitted  in  the  electro-motive  force  of 
the  testing  battery. 

It  will  be  observed  that  a  'fault'  is  localised  in  the 
instance  just  cited,  although  the  deflection  given  by  the  test 
is  below  even  the  standard  working  deflection.  In  fact,  the 
testing  officer  should  know  by  experience  when  the  observed 
deflection  is  higher  than  it  would  be  if  there  were  no  specific 
fault,  and  should  *  localise '  accordingly. 

Still  considering  the  specimen  Test  Sheet  (p.  424),  it  will 
be  noticed  that  the  first  loop,  although  its  *  maintenance 
standard '  is  lower  than  that  of  either  of  the  next  two  loops, 
gives  generally  a  higher  leakage  deflection.  As  the  three 
loops  are  very  similar,  and  for  the  most  part  go  by  the  same 
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route,  the  testing  officer  should  proceed  to  test  the  first,  with 
a  view  to  ascertaining  whether  there  is  any  particular  sub- 
section whose  insulation  is  below  the  average  for  the  whole 
section. 

To  make  this  comparison  it  is  necessary  that  he  shall 
be  able  to  determine  what  actual  total  insulation  the  whole 
section  has  ;  that  is,  what  the  observed  *  leakage  deflection  * 
represents  as  regards  insulation  resistance.  This  could,  of 
course,  be  calculated  from  equation  (8) ;  but,  in  order  to 
save  such  calculation,  the  officer  is  provided  with  a  series  of 
tables  giving  the  required  information  as  accurately  as  is 
necessary  for  the  purpose. 

A  portion  of  such  a  table  is  shown  on  p.  435. 

Assuming  a  fixed  series  of  conductor  resistances  for 
loops  by  stages  of  500",  the  insulation  resistances  that  would 
give  the  various  deflections  from  i  to  198  divisions  on  the 
tangent  scale  are  calculated  on  the  basis  of  equation  (8). 
For  this  purpose  the  equation  needs  to  be  re-stated  thus  : 

D  (r  +  4R1)  5=  80  E, 

that  is 

80  E  —  D  R 


Ri  = 


4D 


and  the  most  convenient  form  for  the  purposes  of  the 
calculation  is 

^        4D       4  D  4  ^    ' 

R  in  this  formula  is,  of  course,  the  sum  of  the  conductor 
resistance  of  the  loop,  Rl,  the  two  10,000"  coils,  the  galvan- 
ometer coils  (320*)  and  the  nominal  resistance  of  the 
battery  (30"),  or  Rl+  20,350-.  The  calculation  then  becomes 
very  simple.  Taking  100  divisions  deflection,  for  a  500* 
loop 

1,110,450      20,350-1-500 
"^^       -^ 4  =  "»io4-5- 5,212-5=5,892, 
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which  is  entered  opposite  loo  divisions  in  the  500**  loop 
column.  But  the  calculation  for  the  second  column  differs 
from  the  first  only  in  that  Rl  is  ijooo*  instead  of  ^ocT, 
This  only  necessitates  that  ^%^  be  substracted  from  the 
previous  figure.  This  is  entered  in  the  second 'column  and 
so  on,  deducting  125  from  each  column  to  determine  the 
value  of  the  next  following. 

By  means  of  these  tables  the  total  insulation  resistance 
of  any  loop  can  be  approximately  determined  without  cal- 
culation. For  instance,  the  insulation  resistance  of  the 
second  loop  in  the  report  on  p.  424  for  Wednesday,  when 
the  deflection  was  no  divisions,  is  found  to  be  4,384*  from 
the  2,500*  loop  column.  Actual  calculation  for  the  loop  of 
2,410*'  would  have  given  a  result  of  4,400*. 

Reverting  again  to  the  disparity  between  the  deflections 
from  the  first  loop  in  the  report  and  those  from  the  other 
similar  loops,  let  it  be  supposed  that  on  Friday,  when  the 
deflection  was  100  divisions,  the  testing  officer  determined  to 
see  whether  the  high  deflection  was  due  to  a  specific  fault  or 
not.  By  reference  to  the  tables  he  finds  that  for  a  3,000* 
loop  (that  in  question  being  3,110*)  a  deflection  of  100 
divisions  represents  a  total  insulation  resistance  of  5,267*, 
or  1,044,499*  (that  is,  5,267*  x  198*31)  per  mile.  He  then 
proceeds  to  test  the  lines  to  localise  the  fault  by  deflection 
d  and  d  or  by  Wheatstone  Bridge  before  the  wires  are  un- 
looped  at  the  distant  office ;  or,  if  necessary,  after  *  Morning 
Test '  by  testing  the  faulty  wires  singly  to  avoid  stopping  two 
wires  at  once,  or  it  may  be  done  by  getting  the  wires  looped 
at  various  points  between  eh  and  ce.  If  it  be  found  that 
the  presence  of  any  particular  section  tends  to  reduce 
the  insulation  below  the  average  of  1,044,500*  per  mile 
for  the  whole  loop,  that  section  is  reported  as  requiring 
attention. 

The  tables  are  calculated  only  for  loops  ranging  up  to 
^,500*",  but  occasionally  this  resistance  is  exceeded.     When 
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this  is  so  the  insulation  can  still  be  read  from  the  tables, 
thus:  Take  the  insulation  resistance  for  the  observed 
reading  from  the  column  which  is  nearly  4,000*"  less  than 
the  actual  loop  resistance,  and  reduce  that  by  1,000*,  which 
will  represent  the  insulation  resistance  for  the  higher  loop. 
The  accuracy  of  this  procedure  will  be  easily  seen  from  an 
inspection  of  equation  (18).  It  is  evident  that  by  whatever 
amount  r  is  decreased,  if  the  equation  is  to  be  true  Rj  must 
be  increased  by  one-quarter  the  same  amount.  Hence, 
when  R  is  taken  as  4,000*  below  its  actual  value,  the  insula- 
tion must  clearly  be  shown  as  1,000*  above,  and  the  reading 
must  accordingly  be  reduced  to  that  extent.  The  tables 
themselves  indicate  this  ;  for  instance,  the  values  in  the 
5,500*  loop  column  are  in  all  cases  exactly  1,000*  less  than 
those  in  the  1,500*  loop  column. 

Special  7>5/^.— The  above  test  is  quite  sufficiently  accu- 
rate for  ordinary  purposes,  but  every  important  wire  should 
be  accurately  tested  at  least  once  a  month,  both  for  in- 
sulation and  conductivity  (that  is,  the  actual  conductor 
resistance),  and  the  results  should  be  carefully  recorded. 
By  comparing  these  with  previous  tests  incipient  faults  can  be 
readily  detected,  so  that  they  may  be  removed  before  they 
become  serious  enough  to  interfere  with  the  ordinary  working. 
This  testing  is  done  by  means  of  the  Wheatstone  Bridge. 

Insulation  Tests, — The  necessary  connections  required 
when  testing  are  indicated  by  fig.  246,  and  little  further  need 
be  added  respecting  them.  For  the  insulation  test  the  line 
is  attached  to  terminal  a,  and  an  earth-wire  is  connected  to 
terminal  d,  to  which  the  positive  pole  of  the  battery  is  also 
brought.  The  negative  pole  of  the  battery  is  joined  to 
the  k<^  terminal.  The  negative  current  is  invariably  employed 
for  insulation  testing,  so  the  reversing  switch  should  be 
arranged  as  shown  in  fig.  239  *  negative  to  a.'  If  the  test  be 
within  the  total  of  the  resistance  coils,  viz.  1 1,1 10*,  the  whole 
of  the  resistance  in  each  arm,  viz.  1,110*,  should  be  un- 
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plugged.  As  a  general  rule  the  resistance  in  each  arm 
while  a  wire  is  being  tested  should  approximate  as  closely  as 
possible  to  the  expected  result  of  the  test.   If  the  test  be  over 
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Fig.  246. 


n,iio*  and  under  111,100*,  then  the  resistance  in^  should 
be  made  to  bear  to  that  in  a  the  ratio  of  i  to  10,  by  inserting 
only  100*  in  the  former,  while  the  1,000*  coil  is  inserted 
in  the  latter.  Again,  if  the  test  be  over  111,100"'  and 
under  1,111,000",  the  resistance  in  b  should  bear  to  that  in 
a  the  ratio  of  i  to  100,  and  this  can  be  effected  by  inserting 
10*  in  the  former  and  1,000"  in  the  latter.  The  highest 
resistance  which  can  be  measured  by  this  form  of  bridge  is 

1,111,000"  or  1 1,1 1  o"    X  l^^^y  the  latter  factor  being  the 


10 


highest  ratio  which  can  be  obtained  from  the  resistances  in 
a  and  b.  The  total  insulation  resistance  being  thus  found, 
the  insulation  per  mile  is  obtained  by  multiplying  this  result 
by  the  number  of  miles  of  wire  tested. 

Conductivity  Test, — In  taking  the  conductivity  or  wire- 
resistance  test  the  connections  are  the  same  as  in  the 
previous  case ;  the  only  difference  in  the  arrangement  is 
that  the  distant  station  now  puts  the  wire  to  earth,  instead 
of  leaving  it  disconnected.  The  same  remarks  as  have  been 
made  about  the  resistance  which  should  be  inserted  in  the  arms 
of  the  bridge  when  taking  the  insulation  test  apply  equally 
to  this  test.  But  as  the  wire-resistance  never  exceeds  11,110", 
the  test  obtained  when  1,110"  is  inserted  in  each  of  ^ne 
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branches  can  be  verified  by  varying  the  ratio  of  a  to  ^,  mak- 
ing it  either  i  to  lo  or  i  to  loo,  and  altering  the  resistance 
coils  accordingly. 

In  making  this  test  it  has  been  assumed  that  the  distant 
end  of  the  line  has  been  put  to  earth,  and  that  earth  has 
been  joined  to  terminal  d.  Considering  the  difficulty,  how- 
ever, which  frequently  exists  in  the  way  of  obtaining  good 
earth  (p.  354),  and  the  danger  which  is  thus  incurred  of 
additional  resistance  being  thereby  inserted  in  the  circuit,  it 
is  advisable  if  a  second  wire  is  available  to  dispense  altogether 
with  the  earth  and  to  use  the  second  wire  as  a  return,  so  as 
to  obtain  a  metallic  circuit  The  end  of  this  wire  should 
then  be  joined  on  to  terminal  d  in  place  of  the  earth-wire, 
and  the  distant  station  should  be  instructed  to  loop  the  two 
together.  If  the  wires  are  of  the  same  gauge  and  traverse 
the  same  route,  the  resistance  of  each  will  be  half  of  the 
total  resistance.  But  supposing  that  they  are  not  of  the 
same  gauge  or  go  by  different  routes,  and  that  a  third  wire 
is  available,  the  resistance  of  each  wire  can  then  be  found 
as  follows  : — 

Let  Resistance  of  No.  i  wire     =    x 

»>  »  2       „  :^      _y 


w  >> 


3     »       =     2 


Take  three  tests  of  these,  having  two  of  the  wires  looped 
for  each  test,  so  that  the  resistance  of 

X  ■\-  y    •=■     a 

y  -\-  z     '=^     c 
a  +  b  ^  c 


ri^i 


Then  x    = 

y    = 

z    = 


2 

a  -k-  c  —  b 
2 

b  •\-  c  ^  a 
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The  resistance  test  should  invariably  be  taken  with  both 
the  negative  and  positive  current ;  for,  although  the  result 
obtained  would  be  the  same  with  each  supposing  the  wire 
to  be  quite  clear  throughout,  in  actual  practice  it  is 
seldom,  if  ever,  the  case.  Earth  currents  are  always  more 
or  less  present,  and  defective  joints  in  the  wires,  as  well  as 
hidden  flaws  that  may  exist  in  them,  introduce  a  disturbing 
element  on  account  of  the  different  effects  produced  by  the 
negative  and  positive  currents  at  these  points.  The  mean 
of  both  tests  should  then  be  calculated,  Le,  calling  Xx  the  test 
obtained  by  the  negative  current,  and  ^2  that  obtained  by 
the  positive  current,  the  real  conductivity  resistance  of  the 

line  may  be  taken  as  =  ^^      — ?. 

2 

The  conductivity  resistance /^r  mile  is  this  total  resist- 
ance divided  by  the  number  of  miles  of  line  tested. 

Localising  faults, — When  a  test  shows  the  existence  of  a 
fault,  the  first  step  to  be  taken  is  to  ascertain  as  nearly  as  possible 
its  locality.  Practically,  on  over-ground  wires,  a  fault  is  local- 
ised by  simply  disconnecting  or  putting  the  wire  to  earth  at 
successive  stations  until  it  is  localised  between  two  stations. 
At  certain  stations  along  the  line  the  wires  are  led  into  test- 
boxes  for  the  purpose  of  affording  facilities  for  crossing,  dis- 
connecting, and  putting  to  earth.  Previously  to  communi- 
cating with  any  of  these  offices,  however,  it  ought  to  be 
ascertained  whether  or  not  the  fault  may  not  be  in  the 
apparatus  at  the  station  itself.  This  is  done  by  short-circuit- 
ing the  apparatus  or,  if  there  be  a  line-box  in  the  office,  put- 
ing  the  wire  to  earth,  to  see  if  that  removes  the  fault. 

Taking  first  of  all  the  case  of  a  disconnection.  Let  a  d 
(fig.  247)  be  a  circuit  between  A  and  D  led  into  line-boxes 
at  B  and  C,  and  suppose  that  a  disconnection  has  appeared 
upon  it.  Then,  if  A  is  the  testing  station,  the  wire  is  first  of 
all  put  to  earth  at  the  test-box  there,  and  a  galvanometer 
inserted  between  it  and  the  instrument.  As  soon  as  it  is 
ascertained  that  the  fault  is  outside  the  office  by  the  galvano- 
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meter  being  deflected  when  the  instrument  key  is  depressed, 
A  advises  B  to  put  the  wire  to  earth  for  one  or  two  minutes! 
If,  when  this  is  done,  the  indication  of  the  current  is  still 
obtained  on  the  galvanometer,  the  fault  is  beyond  B,  and  C 
is  next  advised  to  treat  the  wire  in  the  same  way,  B  having 
of  course  restored  it  at  the  expiration  of  the  time  named.  If 
A \ c ^ ^t. 


Fig.  247. 


the  line  be  through  to  C,  D  is  advised,  and  if  the  galvano- 
meter be  now  unaffected  (or  affected  but  very  slightly,  that 
is,  simply  through  the  normal  leakage  between  A  and  the 
locality  of  the  disconnection)  the  fault  is  between  C  and  D, 


4 


Fig.  248. 

and  the  lineman  is  at  once  advised  of  its 
nature  and  locality. 

AVith  an  earth  fault  a  similar  course  is 
pursued,  differing  only  in  the  fact  that  at  the 
various  test-boxes  the  wire  is  disconnected 
^a  instead  of  being  put  to  earth. 

When  two  wires  are  in  contact  they  are 
both  put  to  earth  at  the  testing  station,  and  disconnected  at 
the  others.  Thus  (fig.  248)  the  indication  at  A  of  the  two 
wires  Nos.  i  and  2  being  in  contact  would  be  that  the  current 
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sent  along  one  would  be  received  on  the  other.  To  No.  i, 
therefore,  the  current  is  applied,  and  in  circuit  with  No.  2, 
which  is  put  to  earth  direct  at  the  test-box,  a  galvanometer 
is  inserted  ;  B  is  then  asked  to  disconnect  both  wires,  and  if 
when  this  is  done  no  indication  is  observed  on  the  galvano- , 
meter  the  contact  is  beyond  B.  The  same  is  done  at  C.  If 
there  is  then  no  deflection,  although  when  C  restores  the 
wires  the  current  sent  along  No.  i  is  received  on  No.  2,  the 
fault  must  be  between  C  and  D.  Upon  no  account  whatever 
should  B,  C,  or  D  put  either  wire  to  earth  ;  no  reliable  test 
for  a  contact  could  be  made  if  this  were  done,  for  if  earth  be 
put  on  near  the  contact  the  greater  portion  of  the  current 
would  go  to  earth  and  not  along  No.  2  wire  to  A. 

Crossing  Wires. — The  speedy  restoration  of  communica- 
tion upon  busy  circuits  is  a  matter  of  such  importance  that 
immediately  a  fault  upon  such  a  circuit  is  localised  every 
effort  should  be  made  to  cut  it  out  of  the  circuit,  and  so  re- 
store communication  at  once.    This  can  be  done  only  by 
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crossing  the  wire  with  any  other  of  less  importance  which 
may  happen  to  exist  between  the  two  stations  where  the 
fault  has  been  localised.  Suppose  that  ae  (fig.  249),  an 
important  through  circuit  between  A  and  E,  becomes  faulty 
between  C  and  D,  and  that  there  is  between  the  same  points 
a  less  important  circuit  picking  up  the  stations  B,  C,  and  D. 
At  C  and  D  the  faulty  section  of  the  through  wire  is  thrown 
out  until  the  fault  is  removed.  In  its  place  is  substituted  the 
section  c  d  of  the  *  pick-up'  circuit,  the  instruments  of  which 
at  C  and  D  are  joined  to  earth.  Communication  is  thus  pre- 
served between  A  and  E,  the  former  of  which  can  transmit 
the  work  of  B  and  C,  and  the  latter  that  of  D.  In  this  way 
the  inconvenience  felt  from  faults  is,  in  a  well-organised 
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system,  reduced  to  a  minimum,  and  frequently  four  or  five 
wires  between  two  important  centres  may  have  faults  upon 
them,  and  yet  only  one  of  them  be  really  broken  down,  pro- 
vided the  faults  are  not  in  the  same  sections.  Upon  trunk 
lines  of  telegraph  which  are  traversed  by  important  wires  it 
becomes  a  question  for  grave  consideration  whether  it  would 
not  be  advisable  to  erect  a  spare  wire  for  the  sole  purpose 
of  restoring  the  normal  communication  as  far  as  possible 
when  a  fault  occurs  upon  one  or  more  of  the  working  circuits. 
Every  important  office  should  have  one  or  more  alter- 
native routes  by  means  of  which,  in  the  event  of  its  main 
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line  of  communication  being  broken  down,  an  outlet  may  be 
found  for  the  traffic.  Thus  {fig,  250),  supposing  all  the  direct 
wires  between  Brighton  and  London  to  be  broken  down, 
Brighton  has  cross  country  circuits  to  Portsmouth,  South- 
ampton, Eastbourne,  Hastings,  and  various  other  towns 
which  are  themselves  in  direct  communication  with  London, 
so  that  any  one  of  them  can,  by  simply  removing  the  earth 
and  crossing  the  wires  in  their  line-box,  restore  communica- 
tion between  London  and  Brighton. 

Intermittent  faults  are  by  far  the  most  difficult  to  deal  with ; 
and  it  is  often  impossible,  on  account  of  their  short  dura- 
tion at  one  time,  to  localise  them  at  once  by  crossing  in  the 
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usual  way.  Where  a  wire  subjected  to  an  intermittent  fault 
can  be  crossed  with  another,  the  fault  can  be  traced  thus  : 

Suppose  that  on  the  wire  a  e  {^g,  249)  an  intermittent 
fault  makes  its  appearance,  the  wire  should  be  crossed  with 
the  section  a  b  of  the  other  wire,  and  kept  so  until  the  fault 
reappears  ;  and  then  in  succession  the  other  sections  b  c, 
c  D,  &c.,  are  crossed  until  the  fault  is  found  to  be  upon  the 
wire  ABODE.  Only  in  this  way  can  it  be  ascertained  in 
what  section  the  fault  exists. 

The  testing  at  an  intermediate  station  is  exactly  the  same 
as  that  described  for  a  terminal  station.  By  putting  earth 
on  either  side,  and  thus  ascertaining  on  which  side  the  fault 
exists,  the  station  does  really  become  terminal  for  the  time 
for  all  practical  purposes. 

The  method  generally  adopted  for  ascertaining  the 
locality  of  faults  upon  the  over-ground  lines  in  England  is 
that  which  has  been  described  above.  The  testing  stations 
are  comparatively  close  to  each  other,  and  a  fault  being 
known  to  exist  between  two  of  them,  can  generally  be  re- 
moved an  hour  or  two  after  the  lineman  has  started  in 
search  of  it.  But  upon  covered  wires  this  cannot  be  done, 
for,  although  the  fault  can  be  localised  in  the  same  way,  the 
same  facilities  for  examination  do  not  exist  as  in  the  case  of  an 
over-ground  Hne.  If  no  other  steps  are  taken  for  ascertain- 
ing the  locality  of  a  fault  upon  a  covered  wire  beyond  the 
disconnecting  or  putting  it  to  earth  at  the  testing  stations, 
then  the  wire  has  to  be  cut  and  tested  at  each  successive 
flush-box  until  the  defective  section  is  found.  The  in- 
convenience and  delay  attending  this  may  be  overcome  in 
many  instances  by  employing  what  is  known  as  the  loop  test^ 
provided  there  is  available  another  wire  in  good  condition 
between  the  testing  points.     (But  see  p.  397,  Wire-Finder^ 

The  Loop  Test — If  the  insulation  of  a  line  were  perfect, 
a  condition  which  is  never  practically  attained,  the  localisa- 
tion of  earth  faults  would  become  a  very  simple  matter. 
Thus,  for  instance,  let  the  wire  a  d  (^g,  247)  find  earth  at  a 
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point  between  C  and  D,  and  suppose  that  the  fault  is  a  per- 
fect earth,  that  is  to  say,  offers  no  resistance.  If  A  is  the 
testing  station,  and  the  wire  when  tested  in  this  condition 
gives  a  resistance  of  140"*,  then,  allowing  14*'  as  the  resistance 

per  mile,  the  distance  of  the  fault  from  A  is  —  =10  miles. 

14 
But  the  majority  of  faults  of  this  kind  do  offer  a  greater  or 

less  resistance,  and  the  insulation  of  the  line  is  always  more 

or  less  defective,   so  that  theoretical  calculations  of  this 

nature  cannot  be  carried  out  in  practice. 

The  advantage  of  the  loop  test  consists  in  its  being  inde- 
pendent, within  certain  limits,  of  the  resistance  of  the  fault. 

First  Method, — A  reference  to  fig.  251  will  show  the 
connections  which  have  to  be  made  in  one  method  of  taking 
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this  test  with  the  Wheatstone  Bridge.  The  negative  pole 
of  the  battery  is  brought  to  the  key  k^^  the  positive  being 
put  to  earth.  The  galvanometer  is  inserted  in  the  usual 
way,  the  good  and  bad  wires  are  joined  together  at  the  line- 
box  of  the  distant  station,  and  the  end  of  the  former  is  con- 
nected to  terminal  a  and  of  the  latter  to  terminal  d.  The 
resistances  in  the  Bridge  should  then  be  adjusted  until 
equilibrium  is  obtained.  Calling  x  the  resistance  between 
the  fault  and  terminal  d,  and  y  the  resistance  from  terminal 
A,  according  to  the  principle  of  the  bridge  : 

a  \  y  \\b  :  d  -\-  x 
or    a(d  ->r  x^-^b  xy. 
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But  L,  the  total  wire  resistance  of  the  whole  loop  (which 
can  be  ascertained  on  reference  to  the  record  of  periodical 
tests),  is  X  '\-  y.  Therefore  ^  =  l  —  ^,  and,  substituting 
this  value  of  ;^  in  the  former  equation  — 

a  (^  +  ^)  =  ^  (l  —  ^) 

^  X  L  — tf  X  d 


X  = 


a  -^  b 


(i) 


And  the  values  of  a^  b^  4  and  l  being  known,  the  resist- 
ance of  X  is  obtained  :  this  divided  by  the  resistance  per 
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mile  of  the  wires  gives  the  distance  in  miles  of  the  fault 
from  the  testing  station. 

If  the  two  arms  of  the  bridge  a  and  b  be  made  equal  to 
each  other  the  above  equation  becomes — 

L  —  d  /  V 

*^ T (^> 

Second  Method, — A  second  method  of  taking  the  loop 
test  is  shown  by  fig.  252.  In  this  the  resistance  in  the  arm 
a  should  be  plugged  up,  and  ^,  d  then  become  the  two 
arms  of  the  Bridge.  The  connections  being  made  as  shown 
in  the  figure,  and  ^,  d  adjusted  until  equilibrium  is  obtained 
[x  zxiAy  being  the  resistances  between  the  fault  and  terminals 
D  and  A  respectively)  it  follows  that — 

b  y.  x^:^  d  y.  y 
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but 


that  is 


b 


y  =  ^: 


b  +  d 

and  this,  divided  by  the  wire-resistance  per  mile,  gives  the 
distance  in  miles  of  the  fault  from  the  testing  station. 

If  the  two  wires  employed  have  not  the  same  resistance 
per  mile,  then  the  value  ofy  must,  of  course,  be  divided  by 
the  resistance  per  mile  of  the  faulty  wire. 

And  if  the  total  resistance  of  the  two  wires  be  not  known, 
it  must  be  found  by  making  the  connections  as  shown  in 
fig-  251,  except  that  the  earth  connection  should  be  removed 
and  the  positive  pole  of  the  battery  taken  to  terminal  d. 

If  two  wires  are  in  contact  the  distance  of  contact  from 


I — -Gy 


A 


r 

L 


^    LJ 


1 
J 


..i^z£. 


uNr  I 

-X ■* 


J^tkir] 


mdUSarth 
MNC  2 


f-O- 


u 


FmttUrt 


^Airw, 


H|l|" 

Fig.  253. 

the  testing  station  can  be  readily  found,  provided  that  the 
fault  itself  offers  no  resistance.  The  two  wires  form  a  loop 
whose  resistance  can  be  measured  by  means  of  the  Bridge, 
and  half  of  this  divided  by  the  resistance  per  mile  of  the 
wires,  will  give  the  distance  from  the  testing  station. 

If,  however,  the  contact  does  offer  a  certain  resistance, 
the  locality  can  be  ascertained  by  connecting  the  Bridge  in 
much  the  same  way  as  was  done  in  the  second  method  of 
taking  the  loop  test  described  above.  The  connections 
required  for  this  are  shown  in  fig.  253.    The  resistance  in  a 
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is  plugged  up  as  before,  and  ^,  d  become  the  arms  of  the 
Bridge.  One  of  the  two  wires  is  disconnected  at  the  distant 
station,  while  the  other  is  put  to  earth  there.  The  former 
is  connected  to  the  positive  pole,  and  being  thus  made 
practically  only  a  battery  wire,  does  not  enter  into  the  calcu- 
lation. The  resistances  in  b  and  d  being  now  adjusted 
until  equilibrium  is  obtained,  it  follows  that : 

^  X  X  =  ^  X  j: 

but  X  +  j;  is  known,  let  it  be  l, 

then  X  =  L  —  ^ 

therefore  b{^  —  x)'=  d  y.  x 

that  is  ^  =  \.- ^ 

b  '\-  d 

the  distance  of  the  fault  from  the  testing  station  can  thus 
be  ascertained. 

Unless  the  circumstances  are  very  exceptional,  the  resist- 
ance of  an  *  earth  *  should  not  be  permitted  to  exceed 
lo*.  Ordinarily  it  is  by  no  means  a  simple  matter  to  make 
a  reliable  test  of  the  resistance  of  an  *  earth,'  but,  where 


UNCI. 


Fig.  254. 

facilities  exist,  the  following  method  of  testing,  devised  by  Mr. 
F.  H.  Pomeroy,  is  satisfactory  and  simple.  The  Wheatstone 
Bridge  is  connected  up  as  shown  in  fig.  254,  where  line  i 
is  any  line- wire  put  to  earth  at  the  further  end,  and  a  is  the 
*  earth  '  which  is  to  be  tested.  Balance  is  obtained  on  the 
Bridge  in  the  usual  way.  Let  the  resistance  required  to 
balance  be  r. 
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The  battery  is  now  reversed  and  the  other  connections 
are  altered  as  shown  in  fig.  255.  The  negative  pole  of  the 
battery,  instead  of  going  direct  to  earth  at  a,  is  connected 
with  a  second  circuit  (line  2),  which  runs  in  a  different 
direction  to  line  i  (preferably  at  about  right  angles  to  it), 
and  which  is  put  to  earth  at  the  further  end.    A  second 
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balance  is  then  obtained  on  the  Bridge.  Let  the  resistance 
required  to  obtain  this  be  r.  Then  the  resistance  of  the 
earth  at  a  is 

g  (r  —  r) 
a  -^  b~ 


(General  Case). 


Or,  if  the  two  arms  a  and  b  of  the  Bridge  are  equal,  then  the 
resistance  of  the  earth  is 

""  ^  (Special  Case) 


that  is,  half  the  difference  between  the  two  resistances. 

As  it  is  desirable  in  making  the  two  tests  that  the  current 
passing  at  the  earth-plate  in  both  cases  should  be  approxi- 
mately equal,  the  battery  power  for  taking  the  second  test 
should  be  rather  greater  than  that  used  in  taking  the  first. 
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If  a  galvanometer  be  kept  in  circuit  with  the  battery,  and  the 
battery  be  so  adjusted  that  the  deflections  of  the  galvano- 
meter are  about  the  same  in  both  tests,  then  the  current 
passing  at  the  earth  a  will  also  be  about  the  same  in  both 
cases. 

The  object  of  reversing  the  battery  for  the  second  test  is 
to  arrange  that  the  current  flowing  out  at  the  earth-plate 
under  test  (a)  may  be  in  the  same  direction  as  it  is  in  the 
first  test  J 

Test-Boxes,  —If  an  office  contains  but  a  few  instruments, 
and  is  not  a  testing  station,  each  wire  is  led  direct  to  the 
instrument  which  it  is  intended  to  work.     But  if  the  number 
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of  instruments  be  considerable,  each  wire  is  first  led  to  a 
test-box  and  brought  thence  to  its  instrument.  Test-boxes 
are  likewise  fixed  at  offices  situated  on  a  trunk  line,  and 
into  them  are  led  all  the  wires  which  pass,  for  the  purpose 
of  giving  facilities  for  testing.  The  plan  usually  adopted 
in  fitting  up  line-boxes  is  shown  in  fig.  256,  but  this  is 
frequently  departed  from  to  meet  local  requirements. 

On  a  wooden  frame,  generally  formed  of  mahogany,  and 
varying  in  size  according  to  the  number  of  wires  which  are 
to  be  led  up  to  it,  seven  rows  of  brass  terminals  are  s)mimet- 
rically  fixed.     The  upper  and  lower  rows  of  terminals  are 

*  For  the  Theory  of  this  Test,  see  Appendix,  Section  G. 
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used  for  the  *  Up '  and  *  Down  '  line  wires  respectively  :  the 
two  rows  below  and  above  them  are  *  Instrument '  terminals, 
and  the  centre  row  are  *  Earth '  terminals.  The  number  of 
earth  terminals  varies  according  to  the  number  of  line- wires, 
but,  as  a  general  rule,  for  every  two  of  the  latter  there  should 
be  one  earth  terminal.  The  line  terminals  are  numbered 
consecutively  from  left  to  right.  Various  systems  have  been 
adopted  in  assigning  the  numbers  to  the  wires  in  a  test-box  ; 
that  which  has  been  found  to  answer  best  is  to  assimilate 
the  test-box  in  this  respect  to  the  terminal  pole  outside  the 
office,  where  such  exists,  and  so  arrange  the  numbers  upon 
both  as  to  coincide  with  each  other. 

In  addition  to  marking  the  numbers,  it  is  advisable  to 
attach  bone  labels  to  the  terminals,  and  indicate  upon  these 
the  names  of  the  various  circuits.  The  labels  can  be 
changed  according  to  any  alteration  rendered  necessary  by  a 
rearrangement  of  the  wires.  In  fig.  256  the  wires  going  to 
terminals  i  and  4  have  intermediate  instruments  joined  up 
on  them ;  at  2,  two  circuits,  one  *  Up '  and  one  *  Down,' 
are  connected,  and  at  5  only  the  *  Up '  side  is  in  use,  while 
at  3  the  wire  is  brought  in  simply  for  testing  purposes.  It 
is  always  advisable  to  leave  a  few  spare  terminals,  in  order 
to  provide  for  the  normal  increase  of  wires. 

The  wires  are  connected  to  the  terminals  at  the  back  of 
the  box ;  these  connections  should  invariably  be  soldered. 
The  earth-wires  running  along  the  back  of  the  box  should 
be  carefully  soldered  to  each  of  the  terminals  marked  earth. 
The  terminals  themselves  should  be  kept  bright  and  clean, 
and  ought  always  to  be  well  screwed  down,  so  as  to  prevent 
disconnections.  To  guard  still  further  against  this,  the  wire 
employed  in  the  connections  for  a  test-box  should  be  of 
a  stouter  description  than  the  No.  20  gutta-percha  covered 
wire  which  is  frequently  used. 

At  large  offices  where  there  are  a  great  many  circuits  it  is 
found  convenient  to  have  a  battery-box  fitted  up  upon  the 
same  principle  as  the  line-box,  and  in  close  proximity  to  it. 

G  G  2 
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In  these  boxes  the  terminals  are  arranged  in  sets  of  four, 
forming  the  comers  of  a  square,  the  left  and  right-hand  top 
comers  being  used  respectively  for  connecting  the  negative 
and  positive  poles  of  the  battery,  and  the  two  lower  terminals 
being  for  the  instmment.  The  battery  can  by  this  means 
be  easily  disconnected  from  the  instrument  for  testing, 
changing,  or  increasing  power.  All  the  batteries  in  the 
battery-room  are  connected  to  the  battery-box. 

Battery  Testing. — ^There  are  two  requirements  with  re- 
gard to  which  batteries  need  to  be  tested — resistance  and 
electro-motive  force^  and  the  different  methods  by  which  each 


■ 


Fig.  257. 

of  these  may  be  determined  are  very  numerous.  It  is  pro- 
posed to  describe  only  the  simplest  of  these. 

Resistance  Test,  Half  Deflection  Method. — First,  to  find 
the  intemal  resistance  (r)  of  a  battery,  having  given  a  galvano- 
meter of  a  known  resistance  g,  and  of  which  the  relative 
values  of  the  different  deflections  are  known  (for  example, 
a  tangent  galvanometer),  and  a  set  of  resistance  coils.  Join 
the  galvanometer  and  the  coils  in  circuit  with  the  battery 
as  shown  in  fig.  257  and  adjust  the  resistance  so  as  to  get 
a  convenient  deflection,  d.  Suppose  the  resistance  to  be 
R,.  After  noting  the  deflection,  increase  Ri  to  R2  until  the 
value  of  the  deflection  is  reduced  to  \  d. 

In  the  first  case  we  have  in  circuit  r  +  g  +  Rj  and  in 
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the  second  case  r  +  g  +  R2>  but  the  current  in  the  second 
case  is  only  half  that  in  the  first,  which  shows  that  by  in- 
creasing R,  to  Rj  the  total  resistance  was  doubled  ;  therefore 
the  difference  between  r,  and  Rj  is  equal  to  the  total  resist- 
ance in  the  first  test,  that  is 

R2  —  Ri  =  /-  +  G  +  Ri 
or  r=  R2  —  (g  +2R,) (i) 

As  all  the  quantities  on  the  right  of  the  equation  are  known, 
the  resistance  (r)  of  the  battery  can  easily  be  deduced. 

Very  frequently  this  test  is  made  with  a  galvanometer  of 
practically  no  resistance,  and  then  the  first  reading  is  taken 
with  no  resistance  in  circuit  except  that  of  the  battery  itself. 
In  that  case 

^=R2 (2) 

or  the  resistance  of  the  battery  is  equal  to  the  added  resistance. 
Electro-motive  Force  Test, — The  value  of  the  electro- 
motive force  of  a  battery  requires  to  be  compared  with  the 
unit  (the  volt) ;  but  as  there  is  no  actual  practical  standard 
it  is  usual  to  compare  the  electro-motive  force  with  that  of  a 
recognised  standard  cell  (see  p.  41),  or  with  a  special  form 
of  Daniell  cell,  the  electro-motive  force  of  which  is  fairly 
constant  and  is  assumed  to  be  equal  to  1.079  volts. 

Equal  Resistance  Method, — If  now,  it  be  required  to  find 
the  electro-motive  force  of  a  battery,  join  up  the  standard 
cell  whose  force  (Ej)  is  known  to  be  1.079  volts  in  circuit  with 
a  tangent  galvanometer  and  a  set  of  resistance  coils,  as  shown 
in  fig.  257,  and  insert  a  sufficient  resistance  to  obtain  a  con- 
venient deflection  on,  say,  the  tangent  scale ;  let  this  deflection 
be  dx  divisions.  Note  the  total  resistance  in  circuit  (r). 
Now  remove  the  standard  cell  and  insert  the  battery  whose 
electro-motive  force  (ej)  is  to  be  ascertained,  and,  if  this  has 
a  different  resistance  (which  must  be  ascertained  by  previous 
test)  readjust  the  resistance  in  b  d  so  that  the  total  resistance 
may  be  the  same  as  in  the  former  test.  Again  note  the  de- 
flection, d^. 
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Now,  by  Ohna's  law,  the  current  Ci  producing  the  deflec- 
tion dx  is 

and  the  current  C2,  producing  the  deflection  d^^  is 

Co  =  — . 
R 

And,  dividing  the  latter  by  the  former  we  obtain 

C2  __  E.2 

ci  ~  i"/ 

but,  as  the  relative  values  of  the  deflections  are  directly  pro- 
portional to  the  current  strength,  they  may  be  substituted  ; 
thus — 

^2  =  5?  or  ^  =  -1?— volts. 
d^       El       dx       1.079 

Since  1.079  ^s  the  assumed  electro-motive  force  of  the 
standard  cell,  and  as  d^  and  d^  are  known,  the  actual  electro- 
motive force  of  the  battery  can  be  easily  calculated. 

With  the  tangent  galvanometer  shown  in  fig.  237,  if  the 
deflection  given  by  the  battery  under  test  be  inconveniently 
great  as  compared  with  that  given  by  the  standard  cell,  one 
of  the  *  shunts '  may  be  inserted,  in  which  case  E2  must  be 
multiplied  by  the  reciprocal  of  the  shunt ;  for  instance,  if 
the  shunt  be  -jV*  multiply  by  ten,  and  so  on. 

Equal  Deflection  Method, — This  is  another  simple  way 
of  testing  for  electro-motive  force.  Join  up  as  in  fig.  25  7,  and 
having  inserted  a  convenient  resistance  note  the  deflection  d 
and  the  total  resistance  (Ri)  in  the  circuit  when  Ej  is  in  cir- 
cuit. Remove  E]  and  insert  E2,  adjusting  the  resistance 
until  the  previous  deflection  is  reproduced.  Now  again  note 
the  total  resistance  R2  in  the  circuit. 

In  this  case,  by  Ohm's  law  the  current  in  each  case 
being  equal  (since  the  deflections  are  so) 

c  =  l^J  and  c  =  ^2,  therefore  ^  =  ?? 

Ri  R2  Ri        Ro 
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that  is  to  say,  the  electromotive  forces  of  the  batteries  are 
directly  proportional  to  the  total  resistances  in  circuit,  and 

—     R2 

E,  (1.079  volts),  R|  and  R2  being  known. 


CHAPTER  XIX 

WIRELESS   TELEGRAPHY 


Wireless  Telegraphy  is  a  mode  of  signalling  through 
space  without  line  wires.  It  is  not  a  complete  and  accurate 
term,  for  the  system  cannot  act  without  the  presence  of 
wires.  A  better  term  is  *  Athene  Telegraphy,'  because  it 
depends  chiefly  upon  electric  disturbances  transmitted  by 
the  aether  in  the  form  of  definite  electric  waves. 

We  owe  the  conception  of  the  propagation  of  electricity 
in  waves  to  Faraday,  who  detected  currents  in  this  form 
through  long  underground  copper  wires  insulated  with  gutta 
percha;  and  Cromwell  Varleymade  an  artificial  cable,  repre- 
senting a  long  line  from  England  to  Australia,  through 
which  several  waves  were  simultaneously  seen  following 
after  each  other.  It  was  Maxwell,  however,  who  developed 
the  general  principle  of  undulatory  propagation  and  placed 
it  on  a  solid  mathematical  basis.  Hertz  practically  and 
experimentally  confirmed  the  accuracy  of  Maxwell's  laws. 
Maxwell  also  established  the  doctrine  of  circuitation,  which 
implies  that  every  electric  disturbance  works  through  a 
closed  circuit  and  is  some  form  or  other  of  energy.  If 
electricity  passes  through  conductors  it  takes  the  form  of 
currents,  which  may  be  continuous,  intermittent,  or  alterna- 
ting, according  to  the  form  of  the  exciting  voltage ;  they 
follow  Ohm's  law.  Work  is  done,  heat  is  generated 
according  to  Joule's  law,  h=c^r/,  and  the  voltage  drops. 
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If  it  pass  through  dielectrics  when  the  voltage  is  alternating, 
it  assumes  the  form  of  waves  analogous  to  those  of  light 
These  are  called  displacement  currents ;  they  do  not  follow 
Ohm's  law.  Heat  is  not  generated,  and  there  is  no  drop  of 
voltage — at  any  rate  in  the  aether. 

The  Source  of  Etiergy, — In  all  the  earlier  experiments 
batteries  were  used  as  the  prime  source  of  energy,  but  it  is 
now  found  much  better  to  use  steam,  gas,  or  oil  engines, 
for  with  long  distances  the  energy  required  rises  rapidly. 


Fig.  258. 


These  engines  are  used  to  rotate  alternators,  which  in  their 
turn  generate  alternating  currents  of  various  voltages  and 
frequencies. 

A  (fig.  258)  is  an  alternator  excited  by  a  small  oil  engine, 
o,  sending  alternating  currents  through  the  primary  circuit  p. 
The  secondary  circuit,  s,  is  a  fine  wire  of  many  times  more 
convolutions  than  p,  and  so  constructed  that  the  voltage  of  p 
can  be  multiplied  many  times.     If  we  use  300  volts  in  the 

primary  and  the  ratio  of  transformation  ?=-'-  ,  the  voltage 

s     100 

at  a  will  be  30,000  volts.     This  will  cause  a  spark  to  break 


The  Circuit 
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down  the  air  space  at  a  if  the  distance  of  the  balls  apart  is 
about  I  cm.  The  tendency  of  experience  is  to  use  greater 
capacity ,  and  several  smaller  sparking  gaps  to  make  the 
sparks  ^//(^r  or  of  greater  quantity.  This  is  done  by  reducing 
the  resistance  of  s  and  increasing  the  time  constant  of  the 
coil.  When  the  voltage  reaches  its  maximum  the  sparks  fly 
across  a,  and  in  doing  so  set  up  oscillations  in  the  circuit 
containing  k,  l,  and  tf,  thus  exciting  the  antenna  or  aerial 
A,  E,  to  set  up  electric  waves  in  the  aether.  In  all  our 
previous  applications  we  have  dealt  with  circuits  formed 
entirely  of  conductors  through  which  electric  currents  flow. 
We  have  now  to  consider  circuits  a  large  part  of  which  is 


Fig.  259. 


composed  of  a  dielectric — the  aether.  Maxwell  showed  us 
that  his  displacement  currents  passed  through  dielectrics 
when  the  exciting  E.M.F  was  alternating,  while  no  such 
current  at  all  passed  when  the  exciting  force  was  direct. 
We  have  seen  in  the  description  of  the  working  of  long  sub- 
marine cables  (p.  176)  that  the  circuit  at  each  end  of  the 
cable  contains  a  condenser,  thus  having  parts  of  it  dielec- 
trics. The  question  now  is,  how  does  the  energy  pass 
through  the  dielectric  whether  it  be  the  mica  or  paraffin  of 
a  condenser  or  the  aether  of  space  ? 

A  (fig.  259)  is  the  transmitting  station,  B  the  receiving 
station  ;  p  is  the  primary  coil  of  a  transformer  excited  by  the 
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alternator,  a  is  the  aerial  or  antenna  in  contact  with  the 
atmosphere,  e  is  the  earth  connection,  which  may  be 
either  a  plate  of  metal  buried  in  the  moist  ground  or  in  the 
sea,  or  a  surface  of  wire  netting  resting  on  the  ground. 
At  B,  a'  is  the  antenna  in  connection  with  which  the 
primary  wire  (p')  of  a  transformer  is  placed,  ending  in 
an  earth  connection  e'  as  at  A.  The  secondary  of  this 
transformer  s'  is  part  of  a  circuit  containing  a  receiver  r,  a 
condenser  k',  and  inductance  l',  which  render  the  currents 
that  pass  evident  to  the  senses  so  as  to  convey  readable 
electric  signals.  The  circuit  is  therefore  complete  through 
air  and  earth,  and  when  a  throb  of  energy  passes  around 
the  complete  circuit  to  make  an  electrical  signal  at  B,  we 
have  to  consider  what  occurs,  (i)  in  the  transmitting  portion 
AE,  (2)  in  the  aether  aa',  (3)  in  the  receiving  portion  a'e', 
and  (4)  in  the  return  portion  (earth)  e'e. 

I.  The  Transmitter — Each  revolution  of  the  crank  of  the 
prime  moving  engine,  o,  fig.  258,  can  make  one  or  many 
complete  alternations  of  current.  A  complete  alternation 
means  that  in  one  period  of  time  the  current  passes  through 
every  stage  of  voltage  or  difference  of  potential  from  zero 
through  a  maximum  of  positive,  down  to  zero  again,  then 
through  a  maximum  of  negative  to  zero  once  more. 

In  fig.  260  the  abscissa  (00')  indicates  tinUy  not  motion, 
and  the  ordi nates  indicate  the  potential  at  any  spot  at  each 
instant.  This  complete  succession  of  changes  forms  a  wave, 
and  each  state  in  which  it  is  considered  at  any  moment  is  a 
pJiase  of  that  wave.  Thus  i  is  the  start,  2  is  a  quarter-phase, 
3  is  a  half-phase,  4  is  a  three-quarter  phase,  5  is  the  end  or 
commencement  of  the  next  wave.^  This  complete  cycle  is 
called  a  period  and  the  number  of  these  periods  which  occur 
in  one  second  is  called  the  frequency  of  the  waves — the 
standard  frequency  for  alternators  is  now  fifty.  This  is 
the  frequency  of  the  exciting  currents  in  the  secondary 
circuit,  s,  fig.  258. 

*  I,  3,  and  5  are  called  nodes  +  and  —  loops. 
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But  this  frequency  is  very  much  modified  in  the  circuit 
aa'  e'e  by  sparks,  A  spark  is  the  sudden  development  of 
energy  when  the  strength  of  the  dielectric — air,  oil,  glass, 
gutta  percha,  etc. — is  broken  down  by  an  excess  of  voltage. 
The  dielectric  strength  of  air  is  30,000 — that  is,  it  requires 
30,000  volts  to  rupture  a  centimetre  length  of  air  with  that 
sudden  vehemence  which  produces  an  explosion,  a  sharp 
snap,  and  a  brilliant  flash.  Lightning  is  a  spark  of  gigantic 
dimensions. 

A  mere  spark  alone  does  not  produce  great  frequency. 
It   requires  the   presence    of   electromagnetic  inertia  (or 


O- 


Fig.  260. 


inductance)  L,  and  of  capacity  k  to  do  this, 
frequency  f  is  given  by  the  equation 


In  fact,  the 


F  = 


2ir  >/ 


KL 


when  K  and  l  are  expressed  in  absolute  units.  Experience 
shows  that  this  is  true  with  marvellous  accuracy,  and  it  is 
the  foundation  on  which  tuning  is  based. 

A  spark  is  followed  by  a  train  of  waves,  but  these  are 
rapidly  damped  down  by  resistance  and  radiation  into 
space. 
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The  actual  operating  pulsation  may  be,  and  probably  is, 
in  untuned  systems  only  the  first  wave,  but  tuning  requires 
(jcrsistence.  The  wave  length  used  for  wireless  telegraphy 
varies.  It  is  measurable  in  metres,  in  feet,  or  yards. 
Roughly,  it  is  four  times  the  height  of  the  antenna  when 
the  antenna  is  a  single  win;,  but  this  is  much  modified  by 
the  intrusion  of  additional  capacity  (k)  when  a  network 
of  wires  is  employed.  Any  addition  to  the  antetma 
increases  the  length  of  the  wave,  and  the  addition  of 
capacity  enables  the  height  of  the  antenna  to  be  reduced. 


Devices  have  been  introduced  to  increase  the  capacity  of 
the  antenna. 

The  single  vertical  wire  which  formed  Marconi's  original 
antenna  has,  by  bis  eight  years'  experience,  passed  through 
several  phases,  and  is  now  an  inverted  pyramid,  as  shown 
in  fig.  261.  Its  capacity  is  very  small,  and  it  has  to  be 
supplemented  for  tuning  purposes  when  used  for  receiving 
by  an  adjusting  condenser  K. 

Another  device  is  Lodge's  network.  This  is  shown  by 
fig.  262  and  is  designed  for  military  purposes  over  land. 
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Ai  Aj  and  B|  Bj  are  wooden  yards  of  about  thirty  feet  in 
length,  and  strong  enough  to  support  a  network  of  copper 
wires,  Na  14  S.W.G.,  seventy-five  feet  long,  strung  together 
in  the  manner  shown  in  the  figure.  All  the  wires  of  the 
network  meet  at  the  loop  c,  and  are  continued  in  a  strand 
to  Cj.  The  network  of  wires  is  supported  at  h,,  h^  by 
well-hooded  ebonite  insulators  and  fastened  to  the  two 
poles  at  El  and  f,.    TheyardsAi,  a^  and  b,,  Bj  are  guyed  at 


the  ends  by  light  ropes  attached  to  four  hooded  ebonite 
insulators,  i,,  l,,  I3,  and  i,. 

For  the  second  or  earth  capacity  area  three  lengths 
of  copper  netting,  Gi,  Gj,  O3,  about  five  feet  wide,  are  laid 
out  on  the  ground  immediately  underneath  the  aerial  a,,  a.,, 
B|,  Bj  and  connected  together  by  a  stout  stranded  copper 
lead  D,  Dg. 

The  chief  object  in  long-distance  signalling  is  to  throw 
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all  the  energy  we  can  into  the  spark  determining  the 
radiating  waves.  Tuning  must  be  carefully  nursed.  Tuning 
depends  on  resonance,  and  this  means  the  sympathetic 
vibration  of  two  circuits,  the  one  being  the  exciter  and 
the  other  the  responder.  Sympathetic  vibration  cannot  be 
set  up  except  when  the  circuits  are  in  tune,  that  is,  the 
raising  of  a  similar  frequency  in  the  responder  to  that 
produced  by  impulses  in  the  transmitter.  This  is  effected 
by  adjusting  the  capacity  and  the  inductance.  Excessive 
damping  is  injurious  to  tuning.  There  must,  therefore,  be 
a  certain  persistence  in  vibration  so  that  the  tuning  may 
be  carefully  regulated. 

Thus  the  transmission  of  signals  to  a  distance  from  the 
sending  station  depends  on  several  well-considered  condi- 
tions— energy,  capacity,  inductance,  height  of  antenna, 
radiating  power,  frequency,  damping  and  tuning,  not  the 
least  important  of  which  is  the  last.  The  improvement  in 
the  strength  of  signals  due  to  tuning  and  the  accuracy  with 
which  it  can  be  effected  by  small  steps  in  varying  k  and  l, 
is  remarkable.  It  is  here  that  the  skilled  expert  shines. 
Two  circuits  are  in  tune  when  Li  Ki=L2  Kj.  Fig.  263 
illustrates  Sir  Oliver  Lodge's  mode  of  making  up  the 
transmitting  end.  a  is  the  antenna  where  the  vibrations 
must  be  excited,  s  and  /  the  transformer  which  regulates  the 
voltage  in  the  antenna,  k^  K2  K3  the  capacities,  a  the  spark 
gap  which  oscillates  the  energy,  s  the  secondary  and/  the 
primary  of  the  transformer,  e  the  earth,  and  d  the  source 
of  energy.  The  antenna  a  radiates  forth  into  space  electric 
waves  of  given  intensity  and  frequency  some  of  which  are 
picked  up  by  the  receiving  station,  the  circuit  being  ultimately 
completed  through  the  earth. 

2.  The  Dielectric, — The  antenna  at  a  (fig.  259)  radiates 
forth  these  electric  waves  in  all  directions,  but  it  is  only  one 
tuned  station  which  ought  to  receive  and  use  them  as  signals. 
Any  other  station  and  even  buildings  and  trees  may  receive 
these   waves.     It   is   not  difficult  to  tap  and  disturb  the 
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operations  between  a  and  b.     This  is  the  grave  defect  of 
Athene  Telegraphy.     Secrecy  at  present  is  impossible. 

The  antenna  is  thus  thrown  into  a  state  of  electrical 
oscillation  which  excites  waves  in  the  aether  which  surrounds 
it.  Every  point  of  the  antenna  sets  up  complete  periods  of 
variable  voltage  (fig.  260).  Waves  are  excited  in  the  aether 
which  have  three  components,  having  the  velocity  of  light 
3x10^®  cm.  per  second :  one  of  propagation,  in  a  forward 
direction ;  the  second,  in  a  lateral  direction,  having  electro- 
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static  properties ;  and  the  third,  also  lateral,  having  electro- 
magnetic properties — the  two  latter  act  at  right  angles  to 
each  other  and  to  the  line  of  propagation.  The  electro- 
static waves  are  like  rays  of  polarised  light  vibrating  in  a 
vertical  plane ;  the  electromagnet  waves  similarly  vibrate  in 
a  horizontal  plane.  The  system  of  wireless  telegraphy 
which  Sir  William  Preece  introduced  in  1886  uses  the  latter. 
Mr.  Marconi  used  the  former  in  1896.  Fig.  264  illustrates 
these  waves.     The  abscissae  in  this  case  indicate  distance. 
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The  electrostatic  waves  are  meridian  lines  and  are  lines  of 
electric  force,  the  electromagnetic  waves  are  lines  of  latitude 
and  are  lines  of  magnetic  force  moving  onwards  and  out- 
wards. The  direction  of  the  flow  of  energy  is  the  line  of 
propagation  onward.  The  intensity  of  action  of  these 
lateral  waves — that  is,  their  amplitude — varies  in  clear 
space  inversely  as  the  square  of  the  distance  from  the 
antenna.  The  intensity  is  not  the  same  in  all  directions. 
It  is  a  maximum  at  the  equator  for  electric  waves  and 
at  the  poles  for  magnetic  waves.  Hence  for  utilising  the 
former,  we  use  vertical  antenna,  and  for  the  latter, 
horizontal  wires  on  poles.     If  we  take  in  the  latter  case, 


a  wire  along  which  a  current  is  flowing,  every  point  gives 
lines  of  electric  and  magnetic  force  as  shown  by  fig.  265. 
The  direction  of  the  current  is  the  wave  front  and  the 
line  of  the  flow  of  energy.  The  lines  of  magnetic  force  are 
closed  curves  and  they  expand  outwards.  The  lines  of 
electric  force  are  radial  and  are  projected  outwardly.  All 
three  components  move  with  the  velocity  of  light  either  in 
the  aether  or  the  wire. 

The  mean  waves  used  have  a  frequency  of  the  order  of 
a  million,  and  the  length  of  those  sent  out  from  the  Marconi 
station  at  Poldhu  are  about  1,000  yards  from  loop  to  loop. 

'  Due  10  PoiBcarr& 
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3.  Tke  Receiver. — The  antenna  at  the  receiving  station 
should  be  the  same  in  dimensions  as  that  at  the  sending 
station,  but  this  cannot  always  be  secured,  especially  on 
board  ship.  Anyway,  the  product  of  the  inductance  (l)  and 
of  the  capacity  (k)  should  be  the  same  to  secure  the  best 
signals. 

A  (fig.  266)  is  the  antenna,/  the  primary  wire  of  the 
transformer,  k,  Kj  K3  are  adjustable  capacities,  c  Lodge's 
coherer,  r  the  receiver,  b  the  local  battery. 

The  aerial  is  the  recipient  of  an  alternating  electro- 
motive force  due  to  the  impact  of  successive  electric  waves 
received  from  space,  which  are  cumulative  in  their  action 


upon  the  receiving  system  and  generate  in  time  a  potential 
difference  between  the  ends,  measurable  in  volts.  They  are 
not  continuous,  but  they  come  in  trains  of  thirty  or  forty 
waves  gradually  damped  down  to  nothing.  Each  wave  is  a 
minute  store  of  energy,  and  every  aerial  is  so  constructed  of 
capacity,  inductance,  and  resistance  that  thisenei^y  is  accu- 
mulated and  formed  into  those  conditions  required  by  Ohm's 
law  to  give  us  current  and  therefore  drop  of  voltage,  which 
is  its  transformed  state  in  the  receiving  system. 

The  first  relay  used  by  Marconi  was  called  a  '  Coherer,' 
and  the  term  remains,  though  the  Branly  form  of  coherer 
itself  is  obsolete-     The  term  Coherer  was  introduced  by  Sir 
HH 
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Oliver  Lodge,  who  found  that  when  two  imperfectly  con- 
ducting surfaces  were  in  light  touch  and  a  current  was 
passed  across  the  contacts  they  stuck  together  or  *  cohered.' 
But  this  adhesion  was  easily  ruptured  by  sound  waves  or 
by  mechanical  vibration.  Lodge  found  that  the  coherer 
responded  to  electric  waves  absorbed  by  the  apparatus 
without  any  previous  current  having  passed.  The  waves 
did  not  produce  absolute  adhesion,  but  they  lowered  the 
resistance  of  the  surface  by  improving  the  imperfect  contact 


i-^ 


Fig.  366.  (Lodge's  System.) 

Tubes  of  glass  were  filled  with  metallic  filings.  Thus  the 
number  of  imperfect  contacts  was  greatly  increased  and  the 
sensitiveness  improved ;  in  fact,  the  resistance  varied  from 
infinity  to  a  few  ohms. 

Marconi's  orginal  coherer,  a  modification  of  the  inventor, 
Branly,  was  a  glass  tube,  shown  in  fig.  267,  in  which  two 
silver  pole  pieces  d^  were  fixed,  separated  from  each  other 
by,  but  in  contact  with,  some  fine  silver  and  nickel  filings. 
The  tube  was  exhausted  of  air  and  the  ends  sealed,  and 
wings  w  Wi  fixed.     It  was  made  part  of  a  circuit  containing 
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a  local  battery  and  a  sensitive  telegraph  relay  whose  contact 
points  I  2  completed  the  circuit.  But  it  required  decohering. 
This  was  done  by  the  blows  of  a  light  hammer  fixed  in  the 
same  local  circuit  actuated  by  electro-magnetism  and  tapping 
the  glass  tube  after  the  signal  was  received. 

Castelli  of  the   Italian   Royal   Navy  showed  how   to 
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Fig.  267. 

dispense  with  the  tapper.  He  proposed  iron  or  carbon 
poles,  c  I  c',  separated  by  a  globule  of  mercury.  The  latest 
form  is  shown  by  fig.  268.  The  mercury  and  carbon  cohere 
only  when  currents  are  flowing.  But  it  is  not  reliable.  It 
sometimes  ceases  to  act    and    often   fails    to    decohere. 


Fig.  268. 

Lodge's  coherer  (fig.  269)  is  a  distinct  improvement  on  this. 
He  keeps  his  contact  surfaces  in  constant  motion.  One 
electrode  is  a  thin  steel  disc  d  constantly  rotating  in  oil,  to 
which  a  fine  film  adheres,  and  in  mercury  b.  The  film  is 
easily  pierced  by  the  voltage  in  the  receiving  circuit,  but 

H  H  2 
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it  is  at  once  restored  on  the  cessation  of  the  current  The 
contact  surfaces,  steel  and  mercury,  are  clean  and  fresh  and 
are  always  in  working  order. 


Fig.  269.  (Lodge's  Coherer.) 

An  excellent  relay  is  Dr.  Lee  de  Forest's  electrolytic 
*  responder,'  as  he  calls  it. 

The  two  electrodes  are  separated  by  an  electrolyte 
through  which  a  local  current  passes,  and  the  polarisation 
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and  depolarisation  of  the  faces  of  the  electrodes  by  the 
impact  of  the  received  currents  make  or  break  the  circuit. 

The  messages  are  read  by  telephone,  and  the  speed  of 
signalling  acquired  is  simply  marvellous — forty  words  by 
hand  sending  and  sound  reading  have  been  attained.  Its 
sensitiveness  is  said  to  be  remarkably  delicate  and  far 
surpassing  that  of  Marconi's  original  coherer. 

Marconi  has  more  recently  introduced  a  magnetic 
detector  that  is  apparently  giving  considerable  satisfaction. 


Fig.  270. 


Steel  or  iron  when  magnetised  directly  or  by  induction 
is  singularly  sensitive  to  changes  of  magnetism  when  electri- 
cally disturbed,  m  m'  are  fixed  permanent  magnets,  and  w 
is  a  continuous  moving  band  of  iron  wires  passing  over  the 
pulleys  p  p',  and  thread  the  coils  (p  the  primary  and  s  the 
secondary)  of  a  transformer. 

The  antenna  a  is  connected  to  earth  through  the  primary, 
and  the  secondary  has  a  telephone  t  in  its  circuit.    The 
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delicate  received  currents  are  sufficient  to  vary  the  magnetic 
condition  so  that  distinct  and  clear  sounds  are  heard  in  the 
telephone.     The  apparatus  is  reliable  and  sensitive. 

The  Germans  have  been  working  very  earnestly  to  make 
wireless  telegraphy  practical,  and  we  are  much  indebted  to 
them  and  particularly  to  Dr.  Slaby  for  the  light  he  has 
thrown  on  the  theory  of  the  subject  and  the  use  he  has 
made    of   these    conclusions  to  practical    purposes.     To 
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Fig.  271. 

Dr.  Slaby  we  are  indebted  for  the  multiplier  (fig.  271),  which 
utilises  to  the  best  advantage  the  currents  in  the  antenna. 
A  is  the  antenna,  l  a  regulating  inductance,  m  a  coil  repre- 
senting electrically  ^e  antenna.  This  places  the  coherer 
T  where  it  is  subject  to  its  maximum  action. 

The  chief  feature  of  this  multiplier  m  makes  that  por- 
tion of  the  circuit  equal  in  l  and  k  to  the  antenna  a,  so 
that  the  waves  set  up  in  the  antenna  and  receiving  apparatus 
are  such  that  the  centre  c  is  a  node  and  the  two  ends  loops. ^ 

^   Vide  p.  459,  fig.  260. 
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Thus  the   maximum  potential  differences  act  with  great 
advantage  to  the  signals  received. 

Duddell's  thermo-galvanometer  (fig.    272)  gives  us  an 
instrument  which  measures  the  strength  of  the  very  minute 


N 


Fig.  272. 
* 

currents  in  the  receiving  circuit  A  short  fine  wire  r  is  fixed 
to  two  bars  immediately  below  a  bismuth-antimony  thermo- 
junction  t.  This  fine  wire  r  carries  the  currents  to  be 
measured,  and  being  thus  warmed  the  radiant  heat  falls 
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on  the  thermo-junction  which  forms  part  of  a  coil  or  loop 
c  which  deflects  in  a  strong  magnetic  field  n,  s.  The 
coil  is  suspended  by  a  quartz  fibre  q  to  which  is  attached 
a  mirror  m.  It  measures  currents  of  '00016  ampere. 
Coherers  as  a  rule  require  for  their  operation  a  steady 
potential  difference  of  the  order  of  a  volt,  but  no  careful 
experiments  have  yet  been  published  on  this  point 

4.  The  Earth, — It  must  be  clearly  understood  that  in 
aetheric  telegraphic  circuits  we  are  dealing  with  currents  in 
conductors  and  waves  in  dielectrics.  Each  in  its  turn 
represents  the  energy  in  circulation.  At  each  station  the 
antenna  and  apparatus  are  actuated  by  currents ;  the  aether 
between  the  two  conveys  the  energy  in  the  form  of  electric 
waves.  The  earth  completes  the  circuit  and  conveys  the 
energy  back  to  the  source  as  current  The  part  played  by 
the  earth  is  as  important  as  any  other  part  of  the  circuit, 
and  its  functions  have  been  much  neglected.  A  very  small 
fraction  of  the  energy  excited  at  the  sending  station  reaches 
the  receiving  station.  What  becomes  of  the  missing 
energy  ?  How  much  is  radiated  into  space  ?  How  much 
enters  the  earth  from  neighbouring  systems?  What  do 
houses,  trees,  hills,  mountains  do  to  divert  the  energy  ? 

It  is  quite  clear  that  much  depends  on  the  resistance  of 
the  earth.  Sea  is  the  best  earth  we  have.  Land  is  the 
worst  unless  it  is  thoroughly  moist  Indeed  the  sand  of 
the  desert  and  the  dry  cracked  parched  earth  of  South 
Africa  are  fatal  to  aetheric  telegraphy  unless  moisture  can 
be  reached.  It  has  been  possible  to  send  messages  by  the 
De  Forest  system  from  St  Louis  to  Chicago,  three  hundred 
miles  apart,  but  the  river  connects  the  two  places  to  make 
a  good  earth.  Signals  have  been  sent  by  the  Marconi 
system  from  Cornwall  to  Ban  on  the  Adriatic,  one  thousand 
miles  apart,  but  each  place  is  on  the  sea. 

Many  failures  in  this  system  of  working  are  undoubtedly 
due  to  *  bad  earth.' 

It  is  usual  to  make  direct  contact  with  the  earth  by 
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burying  a  plate  of  copper  either  in  the  sea  or  in  the  ground. 
But  this  is  not  imperative,  for  a  flat  surface  of  metal  or  a 
large  strip  of  network  of  wire  laid  flat  on  the  surface  acts 
well  (fig.  262).  It  increases  the  capacity  of  the  system  and 
acts  upon  the  earth  by  induction.  This  system  is  used 
largely  by  Lodge,  especially  for  military  purposes  (p.  461). 

A  condenser  of  sufficient  capacity  is  very  useful  when 
the  *  earth'  is  bad.  -Athene  telegraphy  can  thus  be 
carried  out  over  short  distances  without  direct  contact  with 
the  earth.  This  is  valuable  for  the  soldier ;  the  sailor  always 
has  the  sea. 

5.  Disturbances, — We  have  already  referred  to  the 
troubles  due  to  bad  earths,  but  we  have  also  troubles  in  the 
atmosphere.  Marconi  has  found  a  great  difference  in  the 
strength  of  signals  sent  by  day  and  by  night.  Daylight 
whips  out  of  the  waves  so  much  of  their  energy  that  they 
fail  to  excite  the  receiver  when  the  distances  exceed  five 
hundred  miles.  Even  at  shorter  distances  between  Poldhu 
and  Poole,  about  two  hundred  miles,  signals  failed  in  day- 
light, but  they  were  restored  by  increasing  the  energy  at 
the  transmitting  end. 

In  the  Royal  Navy  it  has  been  found  that  the  inter- 
position of  high  land  reduces  the  distance  considerably  by 
absorbing  the  waves.  There  is  no  doubt  that  houses  and 
trees  have  the  same  effect  The  influence  of  trees  has  been 
admirably  studied  by  Captain  Squier,  of  the  U.S.A. 
engineers.  But  atmospheric  electricity  is  the  \^orst  enemy, 
for  it  sends  false  signals.  The  approach  of  lightning  is 
often  indicated  by  impulses  affecting  the  receiver  in  the 
manner  of  the  Morse  signals  giving  the  letters  E,  I,  S,  R, 
etc.  It  also  diminishes  the  distance  to  which  signalling  is 
possible.  Captain  Jackson,  R.N.,^  says  the  fine  weather 
signalling  distance  is  reduced  by  lightning  from  30  to  70 
per  cent.  Whatever  tends  to  absorb  the  energy  contained 
in  the   aether  waves   must   necessarily  diminish  the  range 

*  Re  Proc.  R»  S. ,  May  190a. 
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of  signalling.  Even  material  particles  like  sand,  salt,  or 
even  water  globules,  such  as  are  brought  from  Africa  by 
the  sirocco  in  the  Mediterranean,  or  such  as  produce  the 
khamsin  in  Egypt,  reduce  the  working  distance. 

Wireless  Telegraphy  is  still  in  its  experimental  stage, 
but  great  progress  has  been  made  and  undoubtedly  will  be 
made  in  the  near  future.  The  sea  is  its  domain.  Here  it 
is  practical  and  even  commercial,  but  not  reliable  for  con- 
tinuous periods.  It  has  not  yet  been  proved  effective  over- 
land excepting  for  comparatively  short  distances  where  the 
earth  is  moist  Secrecy  is  impractical  and  attainable  only 
by  codes.  It  is  still  complicated,  and  it  needs  skilled 
experts  at  each  end. 

The  fascination  of  Marconi's  operations  has  obscured 
the  merits  of  the  Preece  system,  but  given  a  receiver  as 
sensitive  to  the  magnetic  waves  as  the  coherer  is  to  the 
electric  waves,  there  is  no  reason  why  the  latter  system 
should  not  be  as  successful  as  the  former.  Indeed  there 
are  reasons  why,  under  certain  conditions,  it  should  be 
superior,  for  it  would  render  unnecessary  the  very  uncertain 
and  capricious  spark  gap,  it  would  be  independent  of  the 
vagaries  of  the  atmosphere,  and  it  would  eliminate  th^  evil 
influence  of  trees  and  vegetation. 
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SECTION  A.— OHM'S  LAW. 

(References,  pp.  6,  454.) 

The  flow  of  electricity  between  any  two  points  is  r^ulated  by  the 
electro-motive  force  of  the  generator,  and  the  resistance  of  the  conductor 
between  them.  It  is  therefore  necessary  to  know  the  relations  which 
exist  between  these,  and  this  Law  of  the  Current  was  determined  by 
the  great  physicist  Ohm  early  in  the  nineteenth  century.  He  found 
that  the  strength  of  current  which  flows  in  a  circuit  varies  directly  as 
the  electro-motive  force  and  iftversely  as  the  total  resistance.  The 
law  thus  expressed  is  called,  after  the  discoverer,  *  Ohm's  Law.'  It 
may  be  shown  thus  : 

r-^^v^^f  ^ovioo  «c  Electro-motive  Force 
Current  vanes  as — ^ . 

Resistance 

Thus,  if  the  electro-motive  force  be  doubled,  the  current  will  also  be 
doubled  ;  but  if  the  resistance  be  doubled,  the  current  will  then  be 
halved. 

Now,  when  the  standard  units  of  these  functions  are  applied  to  the 
above  expression,  it  may  be  stated  as  an  equation,  thus  : 

/^.,»^««f  ;«*  ««,rxi..oe      Electro-motive  force  in  volts         ,   .,. 
Current  m  amperes  =  ^ — . . — , ;  and  this  may 

Resistance  m  ohms 

be  shortened  to  r  _  ^  /.\ 

^  "  R-  ^'^ 

Giving  numerical  values  to  these  letters  (Ex.   i),  if  the  electro- 
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motive  force  (E)  be   lo  volts  and  the  total  resistance  of  the  circuit 
(R)  be  25  ohms,  what  will  be  the  strength  of  the  current  ? 

Here,  ^  =  J?  =  '4  amperes, 

or  this  may  be  stated  in  the  sub-unit  roilliamperes, 

C  -  '4  X  1 ,000  =  400  milliamperes. 


But  formula  (i)  C  =       may  be  rewritten 

R  ■|2r 

C  R  «  E,  (2)  Fig.  I. 

which  shows  that  the  electro-motive  force  (E)  in  a  circuit  is  propor- 
tionate to  the  product  of  the  current  strength  and  the  resistance. 
Thus  (Ex.  2)  if  the  strength  of  current  in  a  circuit  of  1,079  ohms 
resistance  (including  resistance  of  the  battery)  is  20  milliamperes,  what 
is  the  electro-motive  force  ? 

E  =  1,079  X  T5§5  =  1*079  X  20  =  21-58  volts. 

As  I  -079  volts  represents  the  highest  electro-motive  force  of  a 
Daniell  cell,  the  above  conditions  would  result  from  a  battery  consisting 
of  20  Daniell  cells,  presuming  the  total  resistance  in  circuit,  1,079  •», 
included  that  of  the  battery. 

Equation  (2)  also  indicates,  what  is  the  fact,  that  the  electro-motive 
force  for  part  of  a  circuit  may  be  calculated.    Thus 

(fig.  2),  the  current  strength  C  is  due  to , 

R  +  Ri 

that  is  to  say,  the  strength  of  current  throughout 

the  circuit  is  C,  and  therefore  E„  the  electro-motive 

force,  or,  as  it  is  more  usually  expressed,  the  differ' 

ence  of  potential  between  A  and  B  through  R,  will 

be  CR,  =  E..  (3) 

N.B. — ^This  equation  is  not  correct  when  there 
is  a  source  of  electro-motive  force  in  the  section  of  circuit  dealt  with  ; 
for  instance,  it  would  not  apply  to  the  difference  of  potential  between 
A  and  B  if  the  resistance  between  those  points  through  R  were  sub- 
stituted for  R,. 

Again,  ^  "=  t;  ™^y  ^  written  R  =  ^»        "  (4) 

R  C 

from  which  it  is  clear  that,  having  given  a  fixed  electro-motive  force, 
the  resistance  through  which  it  is  made  to  act  will  be  indicated  by  th6 


reciprocal  of  the  currents  i-^- 
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SECTION   B.— CALCULATION  OF  STRENGTH   OF 

CURRENT. 

(References,  pp.  7,  10,  122.) 

As  seen  in  the  previous  section,  the  strength  of  an  electric  current 
flowing  in  a  circuit  depends  upon  the  electro-motive  force  of  the 

generator  (whether  that  be  a  voltaic  battery,  a 
magneto  machine,  a  dynamo,  or  a  secondary  bat- 
tery) and  upon  the  resistance  through  which  the 
electro-motive  force  is  applied.  In  calculating  the 
strength  of  current  it  is  necessary  that  the  total 
resistance  included  in  the  circuit  be  taken.  For 
example  (fig.  3),  with  a  battery  of  electro- motive 
force  E  and  resistance  r,  joined  in  circuit  with  re- 
FiG.  3.  sistance  coils  R  and  galvanometer  of  resistance  G, 

what  is  the  strength  of  the  current  (C)  ? 

Here,  C  = ^ , 

R  +  G  -H  r 

and  if  E  =  21  volts,  R  =  1,416  ohms,  G  =  250  ohms,  and  r  =  84  ohms, 
then 

C  ^  21  xl.ooo  (millivolts)  ^  2^,000   „i„i^^^,e, 

1,416  -H  250  -I-  84  1,750 

=  12  milliamp^res. 


SECTION  C- COMBINED  RESISTANCES. 
(References,  pp.  121,  163,  165,  388,  406,  409.) 

For  any  given  conductor  of  uniform  section  the  electrical  con- 
ductivity varies  directly  in  proportion  to  the  transverse  sectional  area, 
and  inversely  in  proportion  to  the  length  ;  that  is  to  say, 

n    A    4.'  •*.         '^           Sectional  area 
Conductivity  varies  as -. .^ . 

Length  of  conductor 
Now  resistance  is  the  converse  of  conductivity,  so  that 

T5    •  .               •          Length  of  conductor 
Resistance  varies  as  —~p — . ^ 

Sectional  area 
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For  instance,  a  piece  of  copper  wire  of  certain  sectional  area  and  ten 

]rards  long  will  give  double  the  resistance 

of  five  yards  of  similar  wire,  and  the  re-     "^^^^^^^^^^^^^^^^^^^^^^^^J? 

sistance  of  equal  lengths  of  wire  whose  R,      Rj      R,      R4 

sectional  areas  are  in  the  proportion  of  fig.  4. 

I  to  3  will  be  respectively  as  3  to  i. 

It  is  clear  that  if  a  series  of  resist- 
ances be  joined  up  successively,  as  R,, 
R^  R3,  R4  (fig.  4),  the  total  resistance 
between  A  and  B  will  be  R,  +  Rj  +  R, 
+  R4 ;  that  is,  the  total  resistance  of 
a  series  of  resistances  joined  successively 
is  the  sum  of  the  separate  resistances. 

But  if  the  same  four  resistances  be  joined,  as  shown  in  fig.  5,  what 
will  be  the  resistance  ?  These  are  said  to  be  joined  *  in  multiple,*  or  *  for 
quantity.*  It  will  be  at  once  seen  that  there  are  here  four  ways  for  the 
current  between  A  and  B,  and  the  resultant  resistance  must  therefore 
be  reduced.  Now  we  may  assume  that  each  wire,  R„  Rj,  R,,  R4,  is 
equal  in  length,  and  that  if  they  vary  in  resistance  (or  conductivity)  it 
is  owing  to,  their  varying  sectional  areas.     The  relative  conductivities 

of  these  wires  are  — ,    — ,   :^ ,  and   --  ;  so  that,  relatively,  the  total 

R,     Rj    R3  R4 

conductivity  between  A  and  Bis—  +  —  +  --+^  ;  and  the   total 

R|       Rj       R3       R4 

resistance  (R)  is  the  reciprocal  of  this,  namely, 

R  = 


Ri     Rj     R3     R4 

that  is,  thi  joint  resistance  of  two  or  more  resistances  joined  for  quantity 
is  the  reciprocal  of  the  sum  of  the  reciprocals  of  the  several  resistances. 

The  case  where  there  are  only  two  resistances,  R,  and  R^,  may  be 
reduced  to  simpler  form,  for 

R  -      '       =_i =    RiR. 

J.  +i.      R2+R1     R,  +  RjJ  (2) 

Ri     R2      R|  Rj 

that  is,  the  joint  resistance  of  two  resistances  joined  for  quantity  is  the 
product  of  the  two  divided  by  their  sum. 

(Ex.  I.)    (a)  Four  resistances,  respectively  40 ",  60*,  80",  100 •, 
are  joined  in  series ;  what  is  the  total  resistance  ? 

R  «  40  +  60  +  80  +  100  =  280  -. 
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[b)  What  is  the  joint  resistance  when  joined  in  multiple  ? 

I  I  I 


R  = 


40     60     80     100  1,200  1,200 

=  i»^°^ohms  -  15-58-. 

n 

(Ex.  2. )  What  is  the  joint  resistance  of  two  resistances  respectively 

40  •  and  60  *"  ? 

j^  _  40  X  60  ^  2,400  ^  ^^  , 

40  +  60        100 

It  should  be  observed  that  the  sectional  areas  of  circular  or  square 
conductors  vary  as  the  square  of  their  diameters  or  sides  respectively, 
and  that,  consequently,  resistances  of  equal  lengths  vary  inversely  as  the 
squares  of  their  diameters ;  thus  the  relative  resistances  of  equal  lengths 
of  circular  wires  whose  diameters  are  dy  and  d^  will  be  inversely  propor- 
tional to  {d^Y  ^^'^  (^2)^  respectively.  [The  actual  areas  would  of  course 
be  W)2  X  7854  and  {d^f  x  7854.] 

Suppose  now  that  there  are  two  wires  of  equal  length  whose  areas 
are  as  2  to  i ;  their  weights  will  of  course  be  in  the  same  proportion,  and 
their  resistances  as  i  to  2.  If  the  length  of  the  thinner  wire  be  doubled 
the  resistance  will  also  be  doubled,  and  will  hence  he  four  times  that  of 
the  thicker  wire,  while  their  weights  will  be  equal.  Again,  suppose  the 
area  to  be  as  3  to  i  and  the  lengths  i  to  3,  then  the  resistance  of  these 
equal  weights  will  be  as  i  to  9 ;  hence,  for  equal  weights  of  similar 
uniform  conductors^  the  resistance  varies  directly  as  the  square  of  the 
length  and  inversely  as  the  square  of  the  area  or  as  the  fourth  power  of 
the  diameter, 

(Ex.  3. )  Two  wires  of  equal  weight  are  respectively  10  yards  and 
15  yards  in  length  ;  what  are  their  relative  resistances? 

As  lO^  :  \^y  or  100  :  225  =  4  to  9. 

(Ex.  4.)  The  respective  diameters  of  two  circular  wires  of  equal 
weight  are  4  and  5.;  what  are  their  relative  resistances  ? 

As  ^-  :    \,  or    J-  :  -—  =  625  :  256 ; 
4*      5*  256     625  :>        :>    ' 

that  is,  the  resistance  of  the  wire  of  diameter  4  is  625  if  that  of  the  wire 
of  diameter  5  be  taken  as  256. 
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SECTION  D.— SHUNTS. 
(References,  pp.  165,  166,  388,  406,  409.) 

It  sometimes  happens  in  measuring  a  current  by  means  of  a  galva- 
nometer that  the  deflection  which  the  current  would  give  is  too  great 
to  be  conveniently  measured,  and  in  such  case  recourse  is  had  to  the 
use  of  a  shunt.  The  application  of  the  term  is  not  strictly  limited  to 
galvanometers,  but  to  any  form  of  resistance  which  is  arranged  to 
divert  or  take  off"  part  of  a  current  flowing  in  a  section  of  a  circuit.  In 
dealing,  however,  with  the  more  restricted  case,  the  general  principle 
will  be  also  explained. 

If  the  needle  of  the  galvanometer  G  when  placed  in  circuit  with  the 
battery  E  be  deflected  to  an  inconvenient  extent,  a  second  way  for  the 
current  may  be  made  by  joining  the  resistance  S  in 
multiple  with   the  coil  of  the  galvanometer.     As 
indicated    by  the  previous    section   (C)  this  will 
reduce  the  resistance  between  A  and  B  (fig.  6)  to 

^^     .     Incidentally  this  will  have  the  effect  of 
G  +  S 

increasing    the    actual  current  flowing   from    the 

battery,  but  this  may  either  be  compensated  for  by 

correspondingly  increasing  the  resistance  of  the  other 

part  of  the  circuit,  or  it  may  be  ignored.     Now, 

the  conductivity  of  these  two  paths  between  A  and  B  are  as  —  to  i 

G      S 

or  as  ^,  '  -  to  -: ;  that  is  to  say,  the  proportion  of  current  which 

will  flow  in  the  two  sections,  the  galvanometer  and  the  *  shunt,*  will 
be  respectively  as  S  is  to  G  ;  so  that,  if  the  current  be  supposed  to  be 
subdivided  into  S  +  G  parts,  S  parts  will  pass  through  the  galvano- 
meter and  G  parts  through  the  shunt.  It  will  now  be  evident  that, 
by  giving  S  certain  definite  values  as  compared  with  G  the  resistance 
of  the  galvanometer,  and  then  measuring  the  current  passing  in  G,  the 
total  current  of  the  undivided  circuit  may  be  calculated.  Suppose,  for 
instance,  that  S  be  equal  to  G,  then  S  +  G  =  2  S,  and  it  is  clear  that 

S  S 

the  current  flowing  through  G  is  only  r<-—r^  or  '  ^  that  is,  one-half  of 

that  flowing  in  the  undivided  circuit.  Again,  if  S  +  G  be  made 
equal  to  lo  S,  100  S,  or  1,000  S,  then  the  current  flowing  through  G 
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will  be  ^,  y}^,  or  ^^  of  that  flowing  from  the  battery,  and  the  multiply- 
ing power  of  the  shunt  in  these  cases  will  be  respectively  10,  100,  and 
1, 00a  But  it  is  clear  that  these  proportions  may  be  obtained  by  giving 
S  a  value  equal  to  i»  ^  or  ^  G,  from  which  may  be  deduced  the 
general  rule  that,  calling  the  multiplying  power  of  the  shunt  m, 

S  =  -^-  (I) 

m  —  I 

(Ex.  I.)  A  jj^  shunt  is  to  be  applied  to  a  galvanometer  of  320* 
resistance ;  what  must  be  the  value  of  the  shunt  ? 

Here,  S  =  2?^=  3-232-. 
9? 

It  was  remarked  above  that  the  introduction  of  a  shunt  has  the 

effect  of  reducing  the  total  resistance  of  the  circuit,  and  reference  was 

made  to  compensating  for  this  decrease.     This  compensation  (R) 

must  be  equal  to  G  less  the  combined  resistance  of  G  and  S,  that  is 

R     r  -  2JL?  -  G  (G  +  S)  ~  G  X  S  _  G  X  G . 
G+S"  G+S  "G+S' 

but,  as  was  seen  in  (i),  S  »=  ,  m  being  the  multiplying  power 

fw  —  I 

of  the  shunt ;  therefore 

R  ^  _G  X  G     _  G  _  G  (iw  -  I) 


G  + 


G         (« -  I)  +  I  m       '  (2) 


m  —  I  m  —  1 

(Ex.  2.)  In  Ex.  I  what  compensation  resistance  (R)  should  be 
inserted?  R  =  32^M)  =  3i6-8-. 

10^9 


SECTION   E.— THE  WINDING  OF  ELECTRO-MAGNETS. 

(References,  pp.  45>  54»  55»  S^j  57-) 

For  telegraphic  purposes  the  (copper)  wire  used  on  electro-magnets 
is  invariably  covered  with  silk. 

As  a  general  rule  it  may  be  taken  that  the  diameter  of  the  bobbins 
should  not  exceed  |  of  the  length  of  the  electro-magnet  core. 

It  is  usual  to  specify  the  resistance  to  which  electro-magnets  are 
wound,  as  this  is  important  for  purposes  of  calculating  strength  of 
current,  &c  ;  but  this  must  not  be  taken  absolutely  as  indicating  the 
efficiency  of  the  electro-magnet.    It  has  been  pointed  out  (p.  56)  that 

I  I 
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the  efficiency  depends  upon  the  number  of  convolutions  around  the 
core  ;  that  b,  virtually,  upon  the  actual  length  of  wire  used,  and  for  a 
given  resistance  the  length  of  wire  will  vary  directly  as  the  square  of 
the  diameter ;  hence  the  larger  the  wire  the  more  convolutions  there 
will  be  and  the  greater  the  efficiency  of  the  electro-magnet  Therefore 
the  largest  possible  wire  which  the  bobbin  will  take  for  the  specified 
resistance  should  be  used  in  winding  electro-magnets.  Incidentally  it 
may  be  noted  that  the  larger  the  wire  the  less  likely  it  is  to  be  fused 
by  currents  of  unusual  strength  :  for  this  reason  the  rule  applies  also  to 
ordinary  resistance  coils. 


SECTION  F.— CONDENSER. 
(References,  pp.  140,  176,  416.) 

The  principle  of  the  Leyden  jar  was  discovered  in  1 746,  probably  by 
Von  Kleist,  although  the  discovery  is  more  commonly  associated  with 
the  name  of  Muschenbroek,  or  of  Cunens  of  Leyden.  It  consists  of  a 
wide-mouthed  bottle  coated  inside  and  out  with  tinfoil  to  about  three- 
fourths  its  height.  Connection  with  the  inside  coat  is  generally  ob- 
tained by  means  of  a  chain  attached  to  a  metal  rod  which  terminates 
in  a  knob  (see  fig.  232).  The  two  coats  of  the  jar  thus  separated  by 
the  glass  have  a  power  of  retaining  a  certain  quantity  of  electricity  in 
the  form  of  a  charge,  and  the  amount  held  depends  upon  the  surface 
of  the  coatings,  and  the  thickness  of  the  glass.  When,  however^  we 
come  to  deal  with  the  more  convenient  method  of  obtaining  capacity 
— the  condenser — where  the  customary  glass  of  the  Leyden  jar  is 
abandoned  in  favour  of  some  more  convenient  dielectric,  the  electro- 
static capacity  is  found  to  vary  in  conformity  with  three  conditions, 
namely:  (i)  Directly,  as  the  surfaces  of  the  opposing  conducting 
plates ;  (2)  inversely,  as  the  distance  between  the  opposing  conducting 
plates  ;  and  (3)  directly,  as  the  specific  inductive  capacity  of  the  dielectric 
This  last  is  a  property  inherent  to  all  non-conducting  substances, 
in  virtue  of  which  they  have  the  power  of  effecting  induction  to  a  specific 
extent.  Comparatively,  if  air  be  taken  to  have  a  specific  inductive 
capacity  of  100,  then  that  of  glass  is  190,  that  of  paraffin  198, 
of  gutta-percha  420,  and  of  mica  500.  For  use  in  making  condensers 
glass  is  inadmissible,  except  for  very  small  capacities,  on  account  of  its 
fragility ;  gutta-percha  cannot  be  relied  upon  because  in  thin  sheets  it 
soon  becomes  brittle ;  and,  in  fact>  the  only  dielectrics  ever  used  for 
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condensers  under  ordinary  conditions  are  mica  and  paraffined  paper. 
Mica,  from  the  fact  that  it  can  be  so  readily  split  into  very  thin  sheets 
and  that  its  specific  inductive  capacity  is  very  high,  is  most  suitable,  but 
its  high  price  prevents  its  use  except  for  special  purposes,  such  as 
standard  condensers.  All  ordinary  condensers,  therefore,  are  con- 
structed with  paraffined  paper. 

As  stated  above,  the  capacity  varies  directly  as  the  surfaces  of  the 

opposing  plates.      If  now  three 
condensers,  F,,  F.,  F,,  be  joined 


^     *         '      ^      up,  as  shown  in  fig.  7,  the  effect 


Pj^  is  clearly  to  connect  all  the  A 

plates  together,  so  that,  practi- 
cally, they  become  one  plate  of  large  area,  and  so  also  with  the  B 
plates  ;  hence,  by  such  an  arrangement,  the  total  capacity  (F)  becomes 

F  =  F,  +  Fj  +  F3.  (I) 

Again,  the  capacity  varies  inversely  as  the  distance  between  the 

plates.     Assume  the  distances  in  fig.  8  are  ^  ,    J. ,    i.  ;   then,  if  the 

•         Fi     F.^     F3 

three  condensers  be  joined  as 

shown,  the  B  plate  of  F,  is 

practically    brought    opposite 

PiQ  8^  that  of  F2  by  the  connection 

of  the  A  plates  of  F,  and  Fj, 

but  at  distance  ^  +  ^  ,  and  similarly  with  Fg  and  F,,  so  that  the  dis- 

F|      Fg 

tance  between  plate  B  of  F,  and  plate  A  of  F,  is  J-  +  i-  +  i-,  and 

'1      F2      F3 

the  capacity  (F)  is  therefore 

F  -  ^ 

I    .    I   _^    I  (2) 

F,      F,      F, 

The  special  case  of  two  capacities  works  out  similarly  to  that  of  the  law 
of  combined  resistances  (section  C),  and  becomes 

F  =  -J^.  (3) 


SECTION   G.— TESTING   *  EARTHS.' 

The  theor}'  of  the  method  of  finding  the  actual  resistance  of  an 
« earth/  which  is  described  at  p.  448,  may  be  explained  thus  : 

I  I  2 
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First  Test. 

LINC.U 


>i 


EARTH 

B 


Fig.  9. 

Let  X  be  the  resistance  of  the  earth  A  (the  resistance  required), 
„  y         „  „  „  B  (not  known), 

and  L)  „  „         line  i ;  then,  when  balance  is  obtained. 

aR  =  *(L,  ^ry^-.x) 
aR  =  ^(L, +^)  +  ^jp.  (I) 

Second  Test. 

LINE. I. 


or 


FiG«  za 

In  this  case,  when  balance  is  obtained, 

a(jr  +  r)  =  *(L,  +^); 
that  is,  or  +  ar  =  ^  (L,  +  y). 

Then,  by  subtracting  (2)  from  (i) 

a  R  —  fljp  —  ar  =  ^jc, 
or  ;c  (fl  +  ^)  =  fl  (R  —  r) ; 


that  is,  jr  a 

and,  if  a  and  b  are  equal,       x 


a  (R  -  r) 
a^-  b 
R-r 


EARTH 

B 


(2) 


{General  Case) ; 
(Special  Case), 


Section  G  (i) 
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SECTION  G  (I).— FAULTS   IN  SUBMARINE   CABLES. 

Mr.  E.  Raymond- Barker  has  developed  Jona*s  graphic  method  and 
has  successfully  extended  the  same  to  the  localisation  of  *  Partial 
Earths ' ;  also  to  the  graphic  treatment  of  Mance  bridge  readings 
where  current  from  a  fixed  battery  is  varied  by  succeeding  equal  ratio 


I 

06  J 


0.7- 


P<v» 


Tests  on  9"  Copper  exposure  Core  3^, 

II  Copper  wires  round  z:  wires  unstranded  at  ezposnre. 

True  Resistance  to  To  represent  appearance 

break"*  izsa  ohms*  often  presented  by 

real  breaks. 


((.II 

A 

Bridge  readinffs  with 

40.10,10  &  5  oellt  (Scale  zero) 

giving  »!,»J^,6k.3|^Him  Amps. 


(igi, 

Manoe  Bridge  readings 
with  90  cells  Z.  to  L. 


01-  -n  .«     10,100, 1000. IMOO. 

Scale  aero:  Batios-itt-i55'iiJ55'ijjj5jj5* 


1U2  IIM      1153 


llance  , 

B  Bepeated 
with  earth  of 
rery  old  rusty  iron. 


Fig.  II. 


coils  in  the  fork  of  the  bridge,  the  resultant  plottings  of  bridge  readings 

with  corresponding    -v/m.a.  being  utilised  for  the  production  of  a  curve 
the  lower  extremity  of  which  points  approximately  to  a  figure  repre- 
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senting  true  resistance  up  to  break  or  fault.  Fig.  1 1  illustrates  this 
method  as  applied  to  an  artificial  fault  and  fig.  12  exhibits  the  localisa- 
tion of  an  actual  fault  in  one  of  the  Atlantic  cables. 


Graphs  of  actual  Localisation  tests  to  broken  ends 


Test 

f     1  Ordinairy  Bridee  Readibgs 
^        Ztoli  to.scale  zero. 

^  y  S  With  approxJfihllJS.ALSjnA.to  break 
Western  end  of  break.  V/^  3  True  resistance  to  break  Ifi^ohms 


(1913*^  inserted) 

jK^nrre  plotted  from  mean 
/  of  5  almost  exactly  Similar 
seta  of  Bridge  readings 

Ratios  10.M.1M.  10.0W 

10  100  1000  10.000 

10  Cells.ZtoX.  Scale  aero 


Bridge  readings 

.  Z  to  L.  Scale  sero 

Ratio  1000 ;  1000 

^         Manoe  readings 
end  of  break  A^   Z  to  L.  Scale  sero 
10  ;  10      " 
100:100 


1000:  1000 

10.000 :  laooqj 


4 


Batiof 


C»im>iuookoi* 


tnierted 


1200102030 


1100  10209040 

rm  p«.  cable  18-9*(S)  a2)|Fsk^ 
U-S*  (»I21S-12S2  OhmO 


Fig.  z&. 


SECTION   H.— STANDARD  WIRE  GAUGE. 

Table  showing  Areas  of  Cross  Section  of  Round  Wire,  and  Resistance, 
Conductivity  and  Weight  for  Copper  and  Iron  Wire. 


Il 

Diameter    1 

Copper  (pure) 

Iron 

1 

Area  of 



Ins. 
.500 

Cms. 

Cross 

Section. 

square  cms, 

Resist- 
ance, 
ohms  per 
metre 

Conduc- 

tirity, 

metres 

per  ohm 

Weight. 

grammes 
■per  metre. 
Density  8.90 

Resist- 
ance, 
ohms  per 
metre 

.00080 

Conduc- 
tivity, 
metres  per 
ohm 

Weight, 

grammes 

per  metre. 

Density 
7.79 

l!r 

1.270 

1.267 

000135  7402.x     ,1127.4 

1245.3 

986.8 

6/0 

.464 

X.X78 

1.09Q 

,000157  6370 

970.2 

.00093 

1071.8 

849.0 

5/0 

■432 

1.097 

.945 
.81X 

.00U181 

5525 

840.8 

.00106 

943-4 
800.0 

735-9 

4/0 

.400 

I.OIO 

.0002II 

4736 

721.3 

.00125 

631.3 

3/0 

.372 

•945 

.701 

.000244  4098 

624.2 

.00145 

689.7 

546-3 

2/0 

.348 

.884 

.6x3 

.000279  3584 

545-9 

.00166 

602.4 

477-8 

0 

•324 

.823 

.532 

.000322  3107 

473.2 

.00191 

523.6 

414.2 

X 

.300 

.762 

"♦§5 

.000375 

2666 

406.x 

.00223 

448.4 

355-5 

3 

.276 

.701 

.386 

.0004442253 

343.2 

.0026^ 
.00316 

378.8 

300.5 

3 

•252 

.640 

.322 

.000532 

i88x 

286.5 

316.S 

250.8 

4 

.232 

.589 

.275 

.000628 

1592 

242.5 

.00373 

268.x 

212.8 

5 

,212 

.538 

.228 

.000751 

X331 

202.7 

.00446 

224.2 

177-4 

6 

.192 

.488 

.X87 

.000916 

1092 

X66.3 

.00544 

X83.8 

145-6 

7 

.176 

.447 

.157 

.00109 

917.8 

139.8 

.00648 

154.3 

122.4 

8 

,160 

.400 

.130 

.00132 

757-2 

115.3 

.00784 

127.6 

100.9 

9 

^^ 

.366 

.X05 

.00x63 

614.9 

93.7 

.00968 

103.3 

82.0 

xo 

.128 

.325 

.0829 

.00206 

484.6 

73.8 

.0122 

81.97 

64.6 

XX 

.1x6 

.295 

.0682 

.00251 

398.3 

60.7 

.0x49 

67.11 

53-1 

X2 

.104 

.264 

.0548 

.00312 

320.3 

48.8 

.0185 

54-05 

42.7 

13 

,092 

.234 

.0429 

.00398 

250.6 

38.2 

.0236 

42.37 

33-4 

14 

.080 

.203 

.0324 

.00528 

X89.5 

28.9 

.0314 

31-85 

25-3 

»5 

.072 

.X83 

.0263 

,00651 

153-5 

23-4 

.0387 

25-84 

20.5 

x6 

.064 

.X63 

.0208 

.00824 

12X.3 

x8.5 

.0^89 
.0042 

20.45 

x6.2 

>7 

.056 

.X42 

.0x59 

.0108 

92.7 

14.  X 

15-58 

12.3 

x8 

.048 

.122 

.0x17 

.0x47 

68.2 

X0.4 

.0873 

11.45 

9.10 

19 

.040 

.1016 

.0081X 

.021 X 

47-4 

7.X9 

.125 

8.000 

6.29 

ao 

.036 

.0914 
.0813 

.00657 

.0260 

38.4 

5-84 

.154 

6.493 

511 

2X 

.032 

.00519 

.0330 

30.3 

4.62 

.196 

5.102 

4-04 

22 

.028 

.07IX 

.00397 

.0431 

23.2 

3-54 

.256 

2.865 

3.10 

23 

.024 

.06x0 

.00292 

.0587 

X7.05 

2.60 

.349 

2.28 

a4 

.022 

.0559 

.00245 

.0698 

i4'32 

2. 18 

•415 

2  410 

1.91 

'1 

.020 

.0508 

.00203 

.0845 

IX.84 

X.80 

.502 

1.992 

'•55 

26 

.0x8 

.0457 

.00x6^ 
,00x36 

.X04 

9-59 

X.46 

.618 

X.618 

1.28 

*Z 

.0164 

.0417 

.125 

7-97 

X.2X 

.742 

1-348 

1.06 

28 

.0148 

.0376 

.ooxxx 

.154 

6.48 

.988 

.915 

X.093 

.865 

29 

.0136 

•034s 

.000937 

.X8:j 

5.46 

.834 

1.087 

.9200 

-730 

30 

.0124 
.0116 

.0315 

.000779 

.220 

4.55 

.693 

1.307 

.765^ 

.607 

31 

.0295 

.OC0682 

.251 

3.98 

.607 

X.49X 

.6707 

.531 

32 

.0108 

.0274 

.00c 59 X 

.290 

3-45 

.526 

1.723 

.5804 
.4808 

.460 

33 

.0100 

.«254 

.000507 

.338 

2.96 

.451 

2.080 

-395 

34 

.0092 
.0084 
.0076 

.0234 

.000429 

.398 

2.51 

.382 

2.364 

,4230 

•334 

35 

.0213 

.000358 

.478 

2.09 

.3^8 

2.839 

.3522 

.278 

36 

.0193 

.000293 

.585 

1.71 

.260 

3.475 

.2878 

.228 

37 

.0068 

•0173 

.000234 

•730 

1.37 

.208 

4.336 

.2306 

.x82 

38 

.0060 

.0x52 

.000182 

•943 

X.06 

.162 

5.60X 

.1785 

-142 

39 

.0052 

.0132 

.000137 

i!^ 

.801 

.X22 

7.4x2 

.1349 
.0906 

.107 

40 

.0048 

.0122 

.000117 

.682         .1038 

8.708 

.0909 

4» 

0044 

.0x12 

.0000982 

.OOOOOIX 

1.742 

.574         .0874 

10.350 

.0765 

42 

.0040 

.0102 

2  X09 

.474         .0721 

12.530 

.0798 

.0631 

43 

.003b 

.00914 

.OOC0656 

2.61  X 

.383         .0584 

15.510 

.0645 

.05 IX 

44 

.  032 

.008x3 

.0000519 

3-300 

•303         .0462 

x9.6oa 

.05x0 

.0404 

45 

.0028 

.007XX 

.0:00397 

4  3'o 

.232         .0353 

25.^ 

.0391 

.0309 

40 

.CX>24 

.oo6xQ 

.0000292 

5.848 

.X71!        .0260 

34-740 

.0288 

.0228 

% 

.C020 

.00508 

.000:^203 

8.475 

,xi8t        .0180 

50.340 

.0199 

.0158 

.00x6 

.00406 

.0000129 
.0000073 
.0000050 

13.23 

.076         .0x15 

78.580 

.0x27 

.OIOX 

49 

.0012 

.00305 

23.42 

.043 

.oo65d 

139.100 

.007x9 

.0057 

00X0 

.^002^ 

^VJl 

.0^          004SII 

200.600 

_:«H99 

.0040 
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Area  in  square  cms. 
Ohms  per  metre 
Metres  per  ohm 
Grammes  per  metre 


t» 


t» 


)> 


t) 


Lengths  in  millimetres 
centimetres 
metres 


I) 
>> 
»» 


kilometres 


Weight  in  grammes 


X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 


*> 


kilogrammes   x 


Note. 

•iSS 
•305 
3-28 
•000672 

•01075 

47 

•03937 

•3937 
32809 

1-0936 

•62138 

15-432 

2 '2 


s  area  m  square  ins. 

e  ohms  per  foot. 

=  feet  per  ohm. 

=  lbs.  per  foot. 

=  ozs.    „ 

==  grs.   „ 

»  length  in  ins. 


>» 


>» 
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feet 
yards, 
miles, 
weight  in  grains  troy. 

lbs.  avoirdupois. 


)> 


SECTION  I. 
COPPER  CONDUCTORS. 

The  folloMring  standards  for  copper  conductors  have  been  agreed 
upon  by  the  Engineering  Standards  Committee  in  London  as  from 
August  1904. 

(i)  A  wire  one  metre  long,  weighing  one  gramme,  and  having  a 
resistance  of  0*1539  standard  ohm  at  60°  Fahr.  (i5-6°  C.)  is  taken  as 
the  standard  for  hard-drawn  high-conductivity  commercial  copper. 

(2)  Hard-drawn  copper  is  defined  as  that  which  will  not  elongate 
more  than  i  per  cent,  without  fracture. 

(3)  A'wire  one  metre  long,  weighing  one  gramme,  and  having  a 
resistance  of  0*1508  standard  ohm  at  60^  Fahr.  (15*6°  C),  is  taken  as 
the  standard  for  annealed  high-conductivity  commercial  copper. 

(4)  Copper  is  taken  as  weighing  555  lbs.  per  cubic  foot  (8*89 
grammes  per  cubic  centimetre)  at  60°  F.  (15*6®  C.)  which  gives  a 
specific  gravity  of  8*90. 

(5)  The  average  temperature  co-efficient  of  0*00238  per  degree 
Fahr.  (0*00428  per  degree  C.)  is  adopted  for  commercial  purposes. 

(6)  A  variation  of  2  per  cent,  from  the  adopted  standard  of  resis- 
tance is  allowed  in  all  conductors. 

(7)  A  variation  of  2  per  cent  from  the  adopted  standard  of  weight 
is  allowed  in  all  conductors. 
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(8)  An  allowance  of  i  per  cent,  increased  resistance,  as  calculated 
from  the  diameter,  is  allowed  on  all  tinned  copper  conductors  between 
diameters  0*104  ^^'^  '^28  (Nos.  12  and  28  S.W.G.)  inclusive. 

(9)  In  cables,  for  the  purpose  of  calculation  of  tables,  a  lay, 
involving  an  increase  of  2  per  cent,  in  each  wire,  except  the  centre 
wire,  for  the  total  length  of  the  cable  is  taken  as  the  standard. 

(10)  The  legal  standard  vdre  gauge  is  adopted  as  the  standard  for 
all  wires. 


SECTION  J. 
WORKING  CURRENT  OF  POST  OFFICE  INSTRUMENTS. 

(References,  pp.  56,  477.) 

In  Section  E  of  the  Appendix  the  relation  which  exists  between 
the  resistance  of  an  electro-magnet  and  its  efficiency  b  explained,  and 
the  principle  there  pointed  out  is  always  insisted  upon  in  all  instru- 
ments used  in  the  Postal  Telegraph  Service.  With  this  object — that 
is,  to  secure  that  the  resistance  shall  as  nearly  as  possible  represent  a 
certain  number  of  convolutions  of  wire  around  the  electro-magnets — the 
size  of  wire  to  be  used,  as  well  as  its  resistance,  is  invariably  specified 
in  connection  with  the  manufacture  of  instruments.  Hence  all  in* 
struments  of  one  form  may  be  safely  relied  upon  to  be  of  fairly 
equal  efficiency. 

The  following  Table  shows  (i)  the  resistance  of  the  coils  of  some 
of  the  standard  instruments  in  general  use  ;  and  also  (2)  the  <  figures 
of  merit '  (that  is  to  say,  the  minimum  current  with  which  the  instru- 
ment is  expected  to  work  when  tested  before  being  issued  from  the 
Stores)  ;  and  (3)  the  range  of  current  allowed  when  calculating  for 
battery  power. 
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0 

1 

1 

Working 

Resistance 
;  of  Coils. 

F^nre  of 
Merit. 

Current. 
Milliamp^es 

i 

Ohms. 

Milliamp&res 

Mini- 

Maxi- 

mum 

mum 

1 

Wheatstone  ABC  (magneto) : 

t 

^  Must  work 

well  on  short 

1 

Communicator 

800] 

circuit,  and 

also   through 

Indicator         .        •        .        . 

250 

■ 

an   external 

resistance  of 

j 

Bell 

250) 

7ooo*». 

Single  Needle  (Induced  Coils)     . 

200 

306 

Needle  to 
deflect  to  stop 

15 

20 

Bright's  BeU : 

I»ns 

Relay 

200 

3*2 

IS 

20 

Sounders  {2X^   electro  magnel 

t           19-2 

73 

— 

with  SCO*  shunt  coil ;  see  p.  i66 

0 

Relays : 

Standard  A     •        .        .        . 

400 

•5 

14 

17 

„       B     • 

200 

•5 

14 

17 

„       C     . 

1200 

•087 

14 

17 

Non-polarised  B      .        .        . 

400 

6 

Siemens 

400 

1*13 

15 

20 

Sounder  {Tcf  shunted  with  500**. 

Used  for  local  circuits  only) 

19*2 

55 

60 

80 

Direct  Inker  (including  galvano 

meter,  30" )         .        .        . 

330 

49 

15 

20 

[Speed  of  slip  between  6  anc 

I 

7  feet  per  minute.] 

Local  Inker  (40"  with  506"  shunt 

)       37 

69 

— 

— 

Automatic  Receivers   . 

200 

10 

— 

[Speed  of  slip  to  range  from  8  t( 

> 

(key) 

60  feet  per  minute.] 

175 
(400  words 
per  minute) 

20 

25 

Telephone : 

. 

Post  Office  Telephones : 

Induction  Primary  Coil . 

I 

— 

— 

— 

Induction  Secondary  Coil 

25 

— 

— 

— 

Induction  Primary  Coil    foi 

Trunk  Lines 

I 

— 

— 

— 

Induction  Secondary  Coil  foi 

r 

Trunk  Lines 

250 

— 

Receiver    (joined    in    multi- 

ple) each    .        .        .        . 
Relay    .         ,         .         .         . 

120 

— 

100 

6 

i  16 

— 

Bell,  Trembler 

100 

13-5 

20 

~ 

Sections  K  and  L 
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SECTION 

K. 

I.  ELECTRO-MOTIVE 

FORCE   OF  BATTERIES. 

Bichromate  Battery  (p.  29) . 

.     2*14  volts 

(approximate). 

Grove  (p.  30)       .        .        . 

.  196  .. 

Bunsen  (p.  31)     . 

.    1*96   „ 

Leclanch^  (pp.  23,  29) 

.    I  "60    , , 

Smee  (p.  12)         .         .         . 

.       IIO      ,. 

Daniell  (p.  12)     . 

.    1*07    „ 

Secondary  (p.  36) 

•       2'00      „ 

The  electro-motive  force  of  a  cell  depends  solely  upon  the  chemical 
action  which  takes  place,  and  is  quite  independent  of  the  internal  resist- 
ance between  the  poles. 

II.  RESISTANCE  OF  BATTERIES. 

The  resistance  of  a  cell  depends  upon  its  chemical  constituents  and 
their  density,  and  the  construction,  shape,  and  size  of  the  cell,  the 
thickness  and  density  of  porous  pot  (if  one  is  used),  &c.  Hence  it  is 
difficult  to  indicate  any  standard,  but  the  following  gives  the  range  of 
resistance  permitted  for  Post  Office  Batteries  : — 


Bichromate,  Fuller's  quart  size  (p.  29) 

Daniell  (p.  14) 

Chamber  (p.  21) 

Leclanch^,  Porous  Pot  (p.  24)     . 
Agglomerate  (p.  2i8)  . 


t> 


r 

(about) 


Standard. 
Ohms 


2 

4 

5 

2 


Highest 

allowed. 

Ohms 


3 
6 

3 


So-called  Dry  Leclanch^  cells  are  made  which  possess  lower 
internal  resistance  than  the  Wet  cells. 


SECTION   L. 


ACTUAL  SPEED  OF  WORKING   OF  POST  OFFICE 

INSTRUMENTS. 

The  following  Table,  showing  the  maximum  speed  observed  in 
actual  working  with  the  principal  forms  of  apparatus  employed  in  the 
British  Postal  Telegraph  Service,  has  been  prepared  as  a  record. 
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No.  of 
Messages 

per  hour 

Naof 

Tdegra- 

I^istsat 

eadi  end  of 

the  wire 

No.  of 
Messages 

per 

Telegraphist 

per  hour 

Morse : 

Simplex  Sounder  . 

Duplex  Sounder    . 

Quadruplex  Sounder 
Hughes     .... 
Wheatstone  Automatic 

6l 
112 
249 
106 
412 

I 
2 

4 

2 

9 

61 
62*25 

S3 
4577 

It  should  be  noted  that  there  is  no  essential  difference  in  the  speed 
of  Sounder  working  in  different  systems ;  the  differences  shown  above 
surise  from  conditions  of  actual  practice. 

As  an   indication    of    the  perfection  to  which  the  Wheatstone 
Automatic  apparatus  has  now  been  brought,  it  may  be  stated  that  on 
February  3,  1892,  550  and  600  words  per  minute  were  printed  at  Bir- 
mingham on  the  racing  circuit  from  Leicester,  serving  simultaneously 
Birmingham,  London,  Manchester,  and  LiverpooL 


SECTION  M.— SAGS  FOR  COPPER  AND  IRON  WIRES. 

At  various  temperatures  which  provide  for  a  factor  of  safety  of 

4  ai  22°  Fahr, 


22 

as 
30 
35 
40 
45 
50 

55 
60 

65 
70 

^ 
85 

95 

xoo 


Sags  for  various  Spans 


Copper  Wire 


50  yds. 


60  yds.  70  yds.  80  yds.  90  yds. 


Iron  Wire 


50  yds.  60  yds.  70  yds. 


80  yds. 


90yds. 


The  tag  varies  with  the  material  and  not  with  the  gauge. 
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^ 


OS 

Ph 
Ph 

o 


CO 

H 

CO 

I 

o 


CO 


in  Mnruddmax 


3^ 


loo 
\6 

«5z; 


I 


m 


Mr 


N  i/»0  *OQ  i/»0  *OQ  *^0  *OQ  M^Q  »/»0  Sh< 

e4  e4  to  to  ^  Tf  t/)  t/)so  vo  t^  t^oo  oo  cS  o%  O       •g  S  ^ 


Sk-P        ^<?  5o^vO  toil  d\00  f>%^0  Tf  Tf  to  N  11  11  S* 

>»      ss^^^totototow  «  w  w  w  «  w  «  «  «  « 


0  0$         ^O  NO  rovp  00  VO  f>%  CI  O  00  ON  Q  e«  U^Qv  MOO 
>•       =5>5>TftOtOrOWWtlWWtltlN«MM« 


g.1 


m|        ^  O  *'»^to^ii  cooqvO  ^"^i>Q  tOi>«  i> 


« 


e4 


^S*^      j5m  o  toc^vo  Tf«  S  o<»oo  t>*iov6  *o»n^ 


««5       rfQvONO««"i^e«tiNrot^i-i\OMr%to 
Sj-d       JS»  00  O  vo  to  "I  OvOO  t^VO  *0  Tf  ^  to  to  w  « 

^  "^   ^  to  to  NNWl^<»1^<^<»1Wt1N<N<t1 


o\ 


to 


8.4    i8'&S?"8  2  8§8<g{l«5S;S,'*g.'S,       « 


^i 


,0  OvO  O  (*lvO^  ^VQ  00(*lvOe|vOC«00^ 
Jg  N  Ov  to  to  M  O\00  t^^  to  *0  Tf  ^  tn  to  C«  cl^ 

•^   to  CINCIC|HHN<N<MMt1MIHN<N<M 


^i  4Hll2"§?'5'§'^'§'S''§Ss2S 


•si  i 


O  (*IV0V0V0  tlOO  O  CivO 
t4  f>»t4  Ov»^vO  ^    " 
S=  tow   tl    H    H    M    l-l 


3>«8'S2'8  3-8^ 


^ 


^ 


Jn  toO»^to^to8  nO  OCvOx  OvOO  0000 
•-^  to  MNn^mhhhn^n^h 


^QOOtON  tOtOQ   '^^Q^  too  t^tOtOM  O^ 
^vo  ^tO«  M  O  O  OvOvoOOOOO  »^»^i>»^vo 


o  o5        ei5  Q  *'*^  "^SJ  00  tj  f>  to  ov\o  to  w  00  vo  ^  w 

oS'p      j3^  ^  w  M  o  ovo%oooo  »^t>>»^»%^^vovo 


^i 


t>\o 


^Q  ei«-«OOVO  Q  TfONtOMOOvO  tOM  0\  i>V_ 

^vo  ^c«  o  ovovoo  t>»  t>  t>»^  vo  vo  vo  to  to  to 

S   M    M    M     M 


nM  ^  O  vO  tOOOOO  w   TfOVp  tOQOO  tOtON   OOQ 

»8>a      Jgvo  ton  choooo  t^t^^vovo  tototototo^ 

^  >,  S   M    M    M 


^•^ 


^ 


8vO  W  O  00  t>»  »^vO  vo  tr»tiMr»TfTfTf^^Tf 

S  M   M   n 


•  O  n  Ovi  '^OvtOM  f>«tot4  QOOvO  TftON 
^  W  n  ON  OvOO  »^  t^  »^vo  vovovo  u^WiWiWixrt 

Sum 


^i 


.  O  OvvO  vo  OvTfQvtnt)  Ovt>*tr»tOM  OvOQ  i> 
S  N  O  OvOO  t^  »^vO  VOVO  tr»iOtr»totOTf^'^ 

M     H      IH 


«  o5  f  .;{  O  vp  M  M  toOO  to  Ovvo  to  m  Qv  »>.vO  ^  to  N 
S.'S   Js  t«  O  Ov  i>  t>*^  vo  t/»i/»»oiOTfTfTf^Tf^ 

•^>,  S   l-l    M 


^  A         .iO  ^  ^  '^vo  MVOtoO  t^tntOM  O  Ov  t^vo 
^•3        Jg  W  O  00  t^vO  VO  to  to  tr»  ^ '^ '^ '^ '^  to  to  to 
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SECTION  O.— STRESSES.    IRON  WIRES, 


emperatore 
Degrees  F. 

Stresses  in  lbs. 

for  vari 

1 

lous  Spans  in  yards 

300 

lbs.  per  mile 

400  lbs.  per  m 
(x7X  mils  diameter,  No 

ile 

•  (z3x  mils  diameter,  No.  lo^  S.W.G.) 

1     • 

.  7i  S.\ 

V.G.) 

H.S 

50  yds. 

60  yds. 

lbs. 

70  yds. 

80  yds. 

90  yds. 
lbs. 

50  yds. 

60  yds.  70  yds. 

80yds. 

90yds. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

23 

135 

135 

135 

135 

135 

270 

270 

270 

270 

270 

25 

lao 

184 

127 

128 

130 

239 

247 

253 

256 

259 

30 

103 

ZIO 

"5 

119 

Z23 

205 

2x9   230 

238 

243 

35 

X^ 

xoo 

X07 

ZI3 

"5 

Z82 

199   2x3 

233 

230 

40 

^ 

99 

105 

XIO 

165 

X84  ' 

% 

3x0 

219 

45 

77 

'^ 

99 

105 

153 

172 

199 

210 

50 

72 

81 

95 

XOI 

143 

x6i  1  177 

X 

20X 

55 

67 

77 

85 

91 

97 

134 

153  1  X69 

194 

60 

S* 

73 

8z 

88 

94 

X27 

X46  ;  162 

«75 

187 

65 

6z 

70 

78 

85 

§8 

I2X 

139  1  155 

X69 

i8z 

70 

S8 

^ 

75 

82 

1x6 

134  '  149 

163 

175 

iS 

56 

^ 

73 

79 

^5 

XZI 

139   144 

X58 

165 

54 

63 

70 

77 

23 

107 

X34   X40 

153 

8s 

52 

60 

68 

75 

8x 

103 

X20     135 

149 

x6i 

90 

50 

5? 

66 

73 

79 

100 

117      X32 

145 

157 

95 

48 

56 

5* 

71 

77 

97 

113   '   128 

'*^ 

154 

xoo 
Poles 

47 

55 

63 

69 

75 

94 

XIO  1  125 

138 

150 

1 

per 

35 

29 

25 

23 

X9i 

35 

29      25 

23 

I9i 

mile 

1 

Factor  of  safety  of  4  at  22®  Fahr.  for  all  wires. 
The  stress  varies  with  both  the  gauge  and  the  material. 

The  stress  for  100  lbs.  (No.  14)  copper  wire  is  half  that  for  200  lbs.  and  the  stress 
for  800  lbs.  (No.  4i)  copper  wire  is  doable  that  for  400  lbs. 


SECTION   P. 


ACCUMULATORS. 


So  many  mistakes  are  made  in  naming  the  poles,  plates  of  cells, 
and  electrodes,  from  which  currents  start  and  towards  which  they  flow, 
that  the  following  figures  (p.  495)  have  been  drawn,  which  give  at  a 
glance  the  correct  information,  as  used  in  this  text-book. 
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Diagrams  illustrative  of  the  Nonunclature  conventionally  applied 
to  the  Poles  and  Plates  of  Cells  ^  etc, 

VOLTAIC  CELL 


Pole- 


Cathode 

Meoative 
Plate 


H 


ACCUMULATOR 


-|-POLE 


Anode 

Posittye 
Plate 


Pole— 


Amode 


Ptf 


H 


<4»P0LE 


Cathode 


CJJABQINQ 


PbO^ 


DISCHARQINQ 


Anode 


< 


VACUUM  TUBE 


<y-^o- 


Spark 


•^ — > 

J  .—  Catmode 


INDEX 


AB  C  svstem  (Wheat- 
stone  s),  8x 

rate  of  working^,  107 

resistance  of  ecus,  490 

—  communicator,  87,  490 

—  —  adjustment,  89 

—  —  contact  maker,  89 

—  indicator,  ox,  490 

—  —  induced,  03 

—  instrument  faults,  ^8 

—  transmitter  (Wheat- 
stone),  103 

Accumulators,   36-41,    laa, 

494.  ^95 
Acoustic  system,  54 

—  dial  (Neale's),  70 
Adaptability     of     various 

sjrstems,  108 

Aerial  suspension  of  dry- 
core  cables,  381,  382 

Alphabet,  Morse,  59 

—  single-needle,  43 
Amalgamation,  17 
Ampere,  7,  122 
Anode,  37 
Antimony,  xx 
A-poles,  328 
Armature,  56,  171 
Arms,  pole,  ^39 
Artificial  cable,  185-X87 
Varley's,  455 

—  lines,  xa7 

Astatic  galvanometer,  403 
Automatic  »gnalling,  270 

—  switch,  196 

—  tel^xaphy,  15a,  170 

Bain's  system,  153 

cable  drcuits,  18^ 

initial  delay.  170 

rate  of  working,  170, 

491 
removal  of  faults,  390 

working  current,  490 

Wheatstone    s^^tem, 

I53»i68 
quadmplex  working, 

ax8 


Automatic  transmission, 
Muirhead's  improve- 
ments in,  184 

—  transmitter,  157 


BAIN'S  automatic      i 
tem,  153 

—  chemical  re  order,  77 
Baker's  fluid,  35a 
Balancing,  method  of,  143 
Battery,  xo 

—  Bunsen's,  31,  491 

—  chamber,  21 

—  Daniell's,  12-X7,  491 
-'dry,'a9  . 

—  Fuller's  bichromate, 

491    . 

—  gravitv,  31 

—  Grove  s,  30,  491 

—  Leclanch6's,  23,  27, 

491 
agglomerate,  28 

—  materials,  impurities  in, 
X5,  16 

—  Meidinger's,  34 

—  Minotto's.  32 

—  Muirhead  s  chamber,  21 

—  power,  123 

—  rack,  ax 


29. 


28, 


—  secondary,  36-41,122, 401 

—  Siemens'    and  Halske  s, 

—  Smee  s,  X2,^  491 

—  system,  universal,  X2X 

—  test  box,  451 
Batteries,  charging,  15,  36 

—  cleaning,  ip 

—  electromotive  force,  453, 

*/5.,49i       ^ 

—  faults  m^  38^ 

—  local  action  m,  16 

—  resistance,  452,  49X 

—  toting,  45a 
Baudot  type-printer,  96 
Bell,  Brieht's,  68,  490 

—  trembler,  254,  490 


Bells,  ABC  magneto,  9a, 
490 

—  magneto,  355 

Bell's  telephone,  240,  243- 

^.«4S,249. 

Binding  wire,  349 

Bismuth,  ix 

Blake's  transmitter,  251 

Bohlken's  earth  borer,  321 

Borers,  earth,  321 

Boucherbing,  2^ 

Boxes,  distribution,  377-379 

—  test,  379-38X 
Brackets,  339 
Branly's  coherer,  465,  466 
Bridge  brackets,  341 

—  duplex,  X48 

—  metre,  4x4 

—  principle  telephone,  259 

—  Wheatstone,  410 
Bright's  bell^  68,  490 
Britannia  joint,  352 
British  wire  gauge,  311,  487 
Bronze  wire,  3x0 
Brown's  interpolator,  191 

-  relay,  X90-X91 
Buller's  pole,  297 
Bunsen's^  battery,  31,  491 
Bumetising,  390 
Buzzer  fii 


CABLE,  artificial,  185- 
X87 
;■  Varley's,  455 

—  circuits,  X77-i9x 

—  liehtning  protector,  402 
Cables,  capacity  of,  T39, 141 

—  dry  core,  ^63-382 
amal  suspension, 

38X,  382 
distribution  boxes, 

377-379   .   . 
drawmg-m,  365-368 

jointing,  368-375 

sleeves,    370-374, 

378,  379»  38a 

K  K 
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Index 


Cables,  dry  core,  test  boxes, 

37^-381   . 

—  retardation  on,  139 

—  ^>c^  of  wOTking,  180, 

—  submarine,  faults  in,  485- 
486 

—  working  of  short,  187 
Cadmium,  xi 
Calling  lamp,  2^ 
Capacity,       inductive      or 

electrostatic,  6,  118,  138, 
166,  x8i,  227,  283,  416, 
482 

—  specific  inductive,  482 
Caps  for  insulators,  316 
Cardew's  vibrating  sounder, 

79-81 
Castelli's  improvements  in 

wireless  teu^^phy,  467 
Cathode,  ^7 
Cell,  simi>le  action  of,  xx 

—  ^vanic,  8 
Chamber  battery,  2x 
Chaise,  X41 
Charring  poles,  289 
Chatterton's  compound,  25 
Chemical  recorder.  Bain's, 

77 

—  —  solutions  for,  78 
Circuit,  8,  no 

—  arrangements,  X23 

—  closed,  1 10,  1x5,  117 
Geraian  method,  117 

—  compensation  duplex,  127 

—  earth  as  part  of,  xio 

—  leak,  202,  259 

—  local,  65 

—  metallic,  175,  257,  270 

—  open,  110 

—  single-needle,  112,  X15 

—  telephone,  244,  256-284 
call,  28X 

junction,  280 

—  telephone,  peg,  and  cord, 
264,  274,  279 

record,  28  x 

transfer,  266 

trunk.  279 

Circuits,  caole,  177-189 

—  testing,  416 
Circular*peg      (telephone), 

260 
'  Clearing '  lamp,  236,  238 

—  relay,  237 

Closed  circuit,  iio,  1x5,  117 
Coherer,  Lodge's,  465,  466, 

—  Marconi's  original,  466 
Coil  induction,  246,  490 

—  spark,  213 

Coils,        induced       single- 
needle,  51-53 

—  double-wound,  409 

—  resistance,  409 


Combined  redstance,  477 
Communicator,  ABC,  87, 

490 
Commutator,  single-needle, 

Compoisation,  circuit  du- 
plex, 127 

—  capacity,  X43 

—  for  induced  currents,  165 

—  for  shunt,  48X 
Condenser  shunted,  165 

—  grid,  x86 
Condensers,   X40)   X75,  176, 

X85,  416,  482 
Conductivity  test,  4x6,  438 
Conductors,  6,  477 

—  copper  standards  for,  488 
Constant  of  galvanometer, 

416,  4x9 
Construction      (materialsX 
284-317 

—  (open  lines),  317-357 

—  (covered  lines)  357-382 
Ck>ntacts,  382,  394,  44X 

—  loop  test  for,  447 
Controlling    magnet,    407, 

409 
Copper,  II 

—  conductors,       standards 
for,  488 

—  wire,  307 

specification  for,  308- 

3x0 
Cordeaux's  insulator,  316 
Correcting  currents,  227 
Cost  of  Daniell's  battery,  22 

—  Leclanch^'s  battery,  28 
(Coulomb,  ^ 

Covered  wire  testing,  415 

in  tunnels,  357 

Creosoting^  291 
Crossing  wires,  442 
Curbing  current,  184 
Current,  6,  475 

—  compensation,  127 

—  constant,  8 

—  curbing,  184 

—  double,  1x9,  133,  146 

—  earth,  48,  175 

—  effects  of,  9,  45,  55 

—  line,  112,  127 

—  local,  113 

—  resultant,  17 

—  return,  139 

—  single,  62 

duplex,  126-132 

—  strength  of,  7,  xo,  122, 

working,  122,  489 

'  Cut-off'  relay,  233-237 


D 


AILY  tests,  416 
Daniell's  battery,  12, 


491 


De  Forest's  electrolytic 
responder,  468 

Decay  of  timber,  288 

Deckert's  telephone  trans- 
mitter, 251 

Deflection  of  needle,  45 

DesiccatOT,  377,  378 

Detector,  Marconi's  mag- 
netic, 469 

Dial,  Neale's  acoustic,  70 

Dielectric,  140 

Difference  of  potential,  5, 

Differential   galvanometer, 

136.  165 

—  principle  of  duplex,  126 
lagging  noles,  3x9 
Diode,  320 

Dip  of  wire,  348 
Dips,  or  saes,  table  of,  49a , 
Diplex  worlung,  208 
Direct  working,  1x2 
Directing  magnet,  407,  409 
Discharge,  141 
Disconnections,    382,    393, 

Displacement         currents, 

MaxweU's^  457 
Distance-limit     of    speech 

(telephonic),  283 
Distribution  boxes,  377-379 
Distributor,  221,  224 
Double  current   key,    1x9, 

14s 

repeater,  196 

working,  X19,  133, 146 

—  plate  sounder,  69 

—  pole  telephone  receiver, 

245, 

—  pol«,  328 

—  spilt,  146  ^ 

—  wound  coils,  409 
Draw  tonp;s,  347 
Drawing-in  cables,  365-368 

lubricants  for,  367 

wires.  361,  363 

Drop-handle  single  needle, 

47.  »X5 
*  Dry '  battery,  29 
Dry  core  cables,  363-382 
aerial    suspension, 

381,  382 
distribution  boxes, 

jointing,  360-375 

sleeves,      37o-374i 

3781  379.  382 
test  boxes,  379-381 

—  rot,  287 

Duddell's   thermo-galvano- 

meter,  471 
Duplex  telegraphy,  X25-X52 
*  bridge,'  pnndple  of, 

148 


Index 
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Duplex  telegraphy,  differ* 
ential  principle  of,  126 

—  and  single  switch,  144 

—  compensation  circuit,  107 

—  double  current,  133,  146 

—  fast  repeater,  195-204 

—  feults,  389 

—  sinjgle  current,  126-133 

—  universal  battery,  147 


77ARTH,354 
JLLt    —  borers,  321 

—  currents,  48,  175 

—  faults,  38a,  396,  441 
loop  test,  445 

—  resistance  of,  449 
;  test  for,  449,  483 

—  wiring,  34a 
Earthenware,  brown,  314 
Ebonite,  313 

Bklison's    t^ephone    trans- 
mitter, 245 
Electric  quantity,  2,  3 

—  storms,  17s 
Electricity-magneto,  82 

—  positive  and  negative,  4 
Electrification,  3 
Electrode,  37 
Electrolysis,  36 
Electrolyte,  37 
Electrolytic       *  responder ' 

(de  Forest's),  468 
Electro-magnet,  55,  171 

—  winding  of,  ^81 
Electro-magnetic  effects  of 

current^  54 

—  induction,  256 

—  inertia,  79,  143,  164,  284, 
308 

of  iron,  284,  308 

—  switch,  i^ 
Electro-motive  force,  5, 453, 

455,  491 
test  for,  453 

Electrostatic  capacity,  xi8, 

138,   139,   166,   181,  227, 

283,  416,  482 
Elements,  xi 
Embosser,  Morse,  72 
Engaged    tests,   telephone, 

269,  274 
Exchange  Company  s 

Typeprinter,  98 
Exchange,  telephone,  259- 

277 
connections   at,    259- 

283 


FARAD,  6 
Faraday's  discoveries, 

Fast  repeaters,  195,  199 
duplex,  195,  204  ' 


Fast  repeaters,  forked  news, 

208 
Faults,  382-402 

—  ABC,  388 

—  automatic,  390 

—  battery,  384 

—  contacts,  382,  394,  441 

—  disconnections,  382,  393, 

—  auplex,  389 

—  earth,  382,  396,  441 

—  ink  writers,  387 

—  intermittent,    382,    383, 

394i  396, 444 

—  key,  386 

—  lightning,  49,  398 

—  localisation  of,  397,  431, 

440 

—  multiplex,  391 

—  open  lines,  393 

—  quadruplex,  217,  390 

—  relay,  387 

—  smgle-ueedle,  385 

—  sounder,  386 

—  submarine   cables,   485- 
486 

—  underground,  396 
Faure  cell,  40  ^ 
Field,  magnetic,  44,  82 
Figure  of  merit,  490 
Fitting  up  poles,  338 
Fixing  insulators,  343 
Flush  box,  359 

marker,  360 

Force,    electro-motive,     5, 

^  453,  455i  491 

Forked    repeater,    (news), 

208 
(quadruplex),  218 

—  stay,  334 


GALVANIC  cell,  10 
—  polarisation,  12 
Galvanising  wire,  301-304 
Galvanometer,  astatic,  403 

—  differential,  136,  165 

—  Gaugain's  tangent,  407 

—  horizontal,  404 

—  sensitiveness,  404 

—  tangent,  404,  ^17 

—  telephone  exchange,  279 

—  Thomson's,  176,  178,  ^07 
Gas-pipes,     danger      with 

leaden,  35^ 
Gauge,   Bntish   wire,  311, 
487 

—  Mallock's,  311 
Generator,    magneto,    255, 

270 
Glass  as  an  insulator,  3x2 
Gower-Bell  telephone,  249 
Granular  telephone   trans- 
nutters,  251 
Gravity  battery,  31 


Grid  condenser,  185 
Grove's  battery,  30,  491 
Guards,  ^5 
Gulstadt  s  relay,  190 
Gutta-percha  covered  wire, 
357,  361 


HAMILTON'S      pole, 
297 
H-armature,  256 
H-poles,  328 
Hertz's  experiments,  455 
Hexode,  320 
Hole  digging,  319 
Hook  guards,  345 
Horizontal    galvanometer, 

Hughes  microphone,  248 
—  tjrpe-printer,  96 

rate  of  working,  492 

Hunnings'  telephone  trans- 
mitter, 25X 


TMPURITIES    m    bat- 
JL     teries,  15,  16 
Increment  key,  211 
Indicator,  A  B  C,  91,  93, 
490 

—  telephone,  non-polarised, 
261,  264  ^ 

polarised,  270 

ring  off,' 264,  276 

self-restoring,  276 

Induced   needle,    Spagno- 

letti's,  53 
Varley's,  51 

—  currents,     compensation 
for,  165 

Induction  coil,  246, 490 

—  effects  of,  133,  140,  166, 
256 

Inductive  capacity,  4x6, 482 
Inertia,     electro-magnetic, 

79,  143,  ^64,  284,  308 

of  iron  wire,  284,  308 

Ink,  Morse,  75 

Ink  writer,  73,  387,  490 

Instruments,  signalling,  42- 

xxo 

testing,  ^^03-414 

Insulation  resistance,   416, 

418,  ,437 

—  testmg,  4x8,  437 
Insulators,  6,  3x2-3x7 

—  caps  for,  3x6 

—  Cordeaux  s,  3x6 

—  double  shed,  3x5 

—  earthenware,  3x4 

—  ebonite,  3x3 

—  fixing,  343  . 

—  for  aenal  wires,  3x2 

—  forms  of,  3x4 

—  glass,  3x2 
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Insulators  on  coast  lines, 

—  pcmxlain,  313 

—  terminal,  344 

—  testing,  414  ^ 
Intermediate    mstroments, 

113,  X14,  117,  asp  ^ 
Intermittent     £emlts,     382, 

,  383.  394f  396.  444 , 
Interpolator,  Brown  s,  191 

Iron,  II 

—  brackets,  339,  341 

—  poles,  285,  29s 

Buller  s,  297 

Hamilton's,  297 

Mallock's,  297 

Siemens',  295 

—  slide  pipe,  375 

—  wire,  299-107 

Isle  of  W^ht,  circuit  ar- 
rangements of,  133 
Isochronism,  218 


TACKS,  233,  234 
J     J[ohn's  mk  writer,  73 
Jointing,  352 
Joint-box.  359 

marker,  360 

—  resbtance,  477 
Jointing    dry-core    cables, 

368;375 
Joule  s  law,  455         ^      ^ 
Junction  telephone-circuits, 

280 


KEY,    double    current, 
"9.  145 

—  increment,  211 

—  repeater,  203 

—  reversing,  211 

—  single  current,  62 

—  telephone   ringing,   264, 

274,  279  . 
speakmg,     235,    264, 

374,  279         _ 

plug  speakmg,  382 

KR.,  187,  283 
Kyamsing,  290 


LAW,  Joule's,  455 
—  Lenz's,  83 

—  Maxwell's,  455 

—  Ohm's,  6,  454,  455,  475 
Lead,  11 

Lead-covered  cable,  363 
Leading-in,  353 

7- cup,,  353 

Leak  circuit,  202,  259 

Leclanchd  battery,  23,  28, 

81,  ^91 
Length  of  poles,  325 
LenPs  law,  83 


Leyden  jar,  138,  400,  482 
Lightning,  emcts  of,  51, 398 

—  faults,  49,  398 

—  protectors,  399 
Line  current,  113,  137 

—  faults,  393 

—  test  box,  450 

*  Line '  relay,  2« 

Local  action  in  batteries,  x6 

—  battery,  65 

—  circuit,  65 

—  cuirent,  113 
Localisation  of  faults,  397, 

431.  440 
Lodge's  coherer,  465,  466, 
467 

—  network,  460-462 
Loop  test,  444 
Lubricants  for  drawing-in 

cables,  367 


MAGNET,  electro-,  55 
Magnetic   detector, 
Marconi's,  469 

—  field,  44,  82 

—  inertia,  79,  143,  164, 284, 
308 

Magneto  bells,  255 

—  electricity,  82 

—  generator,  255,  270 
MsQlock's  wire  gauge,  3x1 

—  pole,  297 

Marconi's  inverted  pyramid, 

460 

—  magnetic  detector,  469 
Marine  glue,  14 
Marker,  flush-box,  258 
Marshall's  earth-borer,  331 
Materials      (construction), 

284-317 
Maxwell  s        displacement 
currents,  457 

—  law,  455 
Megohm,  400 
Meidinger's  battery,  34 
Mercury  flywheel,  223 
Metallic  circuit,   175,  257, 

272 
M^tre  bridge,  4x4 
Microfarad,  6,  141 
Microphone,  Hughes',  348 
Milliamp^re,  7,  122,  419 
Minotto  battery,  32 
Mirror  galvanometer, 

Thomson's,  176,  178,  407 
Momine  tests,  4x7 
Morse  ^phabet,  59 

—  rate  of  working,  107,  492 

—  recorder,  72 

—  signalling  key,  236 

—  system,  72 
Muirhead's  battery,  21 

—  improvements    in    auto- 
matic transmission,  184 


Muirhead's  relay,  18^x90 
Multiple,  connection  m,  478 

—  board,  233 

—  dry-core  cable,  365 

—  switch,  single  wire  sys- 
tem, 267 

metallic  circuit  sys- 
tem, 272 

Multiplex  telegraphy,  318- 
232 

adjustment,  230 

battery  power  for,  230 

correction     for     syn- 

cronism,^  224 

distribution,  221,  224 

faults,  391 

mercury  flywheel,  223 

reed,  221 

relay  for,  228 

vibration  of  reed,  228 

Multiplier,  Slaby's,  470 

Multiplying  power  of  shunt, 

Murray  printing  telq^^ph, 
170-173 

—  transmitter,  171 


"Vr  BALE'S  acoustic  dial, 

Needle,  deflection  of,  45 

—  system,  42 
faults,  385 

rate  of  working,  107 

Negative  electricity,  4 

—  element  or  plate,  11,  15, 

—  pole,  15.  37 

News,  forked  repeater  for, 
308 

—  transmis^on  ot,  169 
Nickel,  XI 

NcMse    from    vibration    of 

wires,  356 
Non-polansed       indicator, 
I     261 

—  relay,  65,  213,  490 

{  Number  of  poles  per  mile, 

i     325 

i  Numbering  poles,  3x8,  330 

—  wires,  351,  362 


OHM,  6 
Ohm's  law,   6,  454, 

Open  circmt,  iio 
Overground  wires,  317 

faults  in,  393 

Overhouse  wires,  355-^57 


PAINT  for  poles,  330 
Paper,  perforated  or 
punched,  154,  183 


Index 
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Ptqper  insulated  cable,  363 
Parallax  error,  404 
'  Pedal '  commutator^  50 
Peg  and  cord  circuit,  264, 

27.4,  279 

—  cvcular,  260 
Pencil,  microphone,  249 
Penthode,  220,  230 
Perforated  slip,  154,  183 
Perforator,  154,  170,  390 
Permanent     current     tele- 
phone system,  271,  278 

Phonic  wheel,  171,  221 
Pipes,  iron  slide,  375 

—  underground,  358 
*  Pilot '  relay,  238 
Plants  cell,  40 

Plate  protector,  401,  40a 

—  positive,  XI,  15,  37 

—  negative,  n,  15, 37 
Pneumatic  puncher,  156 
Polarised  indicator,  270 

—  relay,  65,  198,  490 

—  sounder,  236,  237 
Polarisation,  gauvanic,  12 
Polarity,  due  to  current,  44, 

55 
Pole  arms,  339 
--  brackets,  339,  341 

—  changer,  209,  215 

—  reverser,  209,  315 
Poles,  A-,  328 

—  charrinjK,  289 

—  dimensions   of    wooden, 
286,  287 

—  double,  328 

—  earth-wiring,  343 

—  fitting  up,  338 

—  H-,  328 

—  hole-digging  for,  319 

—  iron,  285,  295 

Buller's,  297 

Hamilton's,  297 

Mallock's,  297 

Siemens',  295 

—  length  of,  325 

—  number  per  mile,  325 

—  numbering,  318,  330 
-—  painting,  330 

—  roofs,  538 

—  seasonmg,  289 

—  setting,  324 

—  stayme,  327,  330 

—  strength  of,  287 

—  tarring,  289,  329 

—  terminal,  286,  336 

—  wooden,  285 
Pollak-Virag  writing   tele- 
graph, 173-174 

Porcelain,  313 
Positive  electricity,  4 

—  plate,  II,  IS,  37 

—  pole^  15,  38 
Potential,  4 

—  difference  of,  s,  476 


Precce  (SirWra.)  system  of 
wireless  telegraphy,  463, 

^474 

Preservation  of  timber,  288 
Printing    telegraph   (Mur- 
ray), 170-173 
Prolongation,  139,  166 
Protectors,  lightning,  399 

—  cable,  402 

—  Post  Office  patterns,  401, 
402 

—  reel,  400 

—  Siemens'  plate,  401 

—  vacuum,  402 
Punched  paper,  154,  183 
Punning,  325 

Purity  of  battery  materials, 
IS,  16 

QUADRUPLEX     tele- 
graphy^  208-318 

automatic,  318 

battery  power,  212 

faults,  217,  390 

forked  repeater,  218 

Quantity,  electric,  2 

—  and  series,  199,  478 

—  unit  of,  3 

RACK  for  batteries,  21 
^  Ratchet  wheel,  171 
Received   current   testing, 

^417. 

Receiver,  double  pole,  tele- 
phone, 245 

—  Wheatstone's,  154,  162, 
390  490 

—  WiUmot's  improve- 
ments, 161  ^ 

Record  circuit,  281 
Recorder,  Bain's  chemical. 

—  Morse,  72 

—  Thomson's  syphon,  181, 
182 

Reed,  multiplex,  221 
Refreshing  batteries,  19 
Relay,  64.  490 

—  Brown  s,  190-191 

—  compound,  209 

—  *  clearing,'  237 

—  'cut-off,^  233-237 

—  faults,  387 

—  for  multiplex,  228 

—  Gulstadt's.  190 

—  Muirhead  s,  189-190 

—  non-polarised,    65,    213, 

-'^^ilot/  238 

—  polarised,  65,  198,  490 

—  Post  Office  standard,  198, 


■If. 


lemens',  66,  490 
—  translating,  335 


Repeaters,    192-208,    215- 
218 

—  double  current,  196 

—  signalling  from,  203 

—  single  current,  193 
Resistance,  5,  475,  477 

—  coils,  409 

—  insulation,  416,  418,  437 

—  of  batteries,  452,  491 

—  of  instruments,  489 

—  of  *  earth,'  449 

*  Responder,'       electrolytic 

(de  Forest's),  468 
Retardation,  cause  of,  139 

—  effects  of,  139,  166,  225 
Return  current,  139 
Reversing  key,  211 

—  switch,  415 
Revolving  wires,  257 
Rheostat,  135,  412 

'  Ring-off'  mdicators,   364, 

376 
Ringing  key,  364,  374,  379 
Rods,  stay-,  334 

—  for  stays,  336 
Roofs,  pole,  338^ 
Roman-type  printing,  170, 

173 
Rot,  dry,  287 

—  wet,  288 

Routes,  alternative,  284, 443 


SADDLE  stays,  345 
Saddles,  339 
Sag  of  wires,  348 

table  of,  492 

Secondary  batteries,  36,  40, 

122,  A91  ^ 
Self-induction,    effects    of, 
250 

—  of  electro-magnets,  164 
Self-restoring  indicator,  276 
Sensitive  pomrised  sounder, 

236,  237 

Sensitiveness    of    galvano- 
meters, 404 

Se[>arator,  81 

Series,  199,  478 

Setting  up  poles,  324 

Sextuplex,  220 

Shackles,  3^,  352 

Short  circuit.  33 

Shunt- wound  motor,  171 

Shunts,  480 

—  compensation  for,  481 

—  on  condensers,  165 
galvanometers,    165, 

406,  409  . 

sounder,  166,  38 

Siemens'  and  Halske's  bat- 

teiTi  35 

—  plate  protector,  401 

—  poles,  29s 

—  relay,  66,  490 
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Siemens'  and  Halske's  type* 

printer,  104 
Signalling,  aatomatic,  370 

—  from  repeaters,  203 

—  instruments,  43-110 
Signals,  '  disengaged,'  378 

—  '  engaged/  269,  373,  379 
Silver,  11 

Single  corrent  repeater,  193 

duplex,  136-133 

working,  63 

—  needle,  43,  490 

alphabet,  43 

circuit,  113,  115 

—  —  drop-handle  commuta- 
tor, 49 

faults,  385 

induced  needle,  51-53 

simplicity,  105 

tapper  commutator,  50 

transmitter,  215,  317 

—  split,  148 
Slab/s  multiplier,  470 
Sleeves  for  dry-core  cables, 
«,37o-3.74.  378,  379,  383 
blide  pipe,  iron,  375 

Slip,  perforated,  154,  183 
Smee's  battery,  13,  491 
Sound  waves,  341 
Sounder,  57,  58,   113,   336, 
490,  493 

—  double  plate,  69 

—  faults,  386 

—  induced    current   from 
coils,  166 

—  Nesde's,  70 

—  rate  of  working,  107,  493 
•—  sensitive  polarised,  236, 

237 

—  simplicity,  105 

—  tin,  54 

—  upnghting,  210.  215 

—  vibrating     (Cardew's), 

79-81 
opagnoletti's  induced 

needle,  53 
Span,  1148 
opanish  spoon,  330 
Spark  coil,  313 
Speaking  key,  235, 264,  274, 

379 

'^  plug,  283 

Special  tests,  437 

Specific  inductive  capacity, 

483 
Specification  of  copper  wire, 

308-310 

iron  wire,  304,  307 

Speed  of  working,  107,  164, 

166,   170,   180,   187,   195, 

Spiflet's  earth-borer,  331 
Splicing  tool,  333 
Split,  double,  146 

—  single,  X48 


Spoon,  Spanish,  330 
Spring-jack,  360,  368,  372, 

487 
Sprocket  wheel,  171 
Standard  wire  gauge,  311 
Standards  for  copper  con- 
ductors, 488 
Stay,  forked,  334 

—  saddle,  345 

—  strength  of,  336 
Staying,  337,  330 
Stay-rod,  333 

—  splicing  tool,  333 

—  tightener,  334 

Steljes    type-pnnter,    103- 

X04 
Storage  batteries,  36,  133 
Storms,  electric,  175 
Strength  of  current,  7,  10, 

133, 477     ^ 
Stress  of  wires,   348,   493, 

Struts,  337 
Strutting,  330 

Submarine    cables,     faults 
in,  485  486 

—  telegraphy,  174- 191 
Supports,  385 
Surveying,  317 
Switcn,  116 

—  automatic,  196 

—  duplex  and  single,  144 

—  reversing,  413 

—  telephone  exchange,  332 
transfer,  383 

—  *  Umschalter,'  333 
Switchboard,       telephone, 

3^3,  360 
Switoispring,  360,  368,  871, 

373 
Synchronism,  318 
Syphon  recwder,  x8i,  283 


TANGENT       galvano- 
meters, 404,  ^17 
Tap^r,  single-neeale,  50 
Tarring,  380,  339 
Telegraph,  Murray  pnnting. 


^170-173 


'oUak-Virag       writing, 

173717^ 

—  switching   system,    232- 
239 

—  caUing  '  lamp,  234 

—  *  clearing'  lamp,  236,  338 

~  r  "^J?  *37 

—  cut-off  relay,  333-237 

—  jacks.  333,  334 

—  line^  relay,  333 

—  multiple  board,  333 

—  out-station     equipment, 
3p6 

—  *^pilot '  relay,  338 

—  speaking  key,  335 


Telegraj^,  ^>ecial  appara- 
tus, 2^8-^39 

—  translating  relay,  335 

—  *  Umschalter '       switch, 
833 

Telegraphy,  wireless,  455- 

474 
Telephone,  340-384 

—  Bell  receiver,  340,  245 

—  *  bridge  '  principle,  259 

—  circuits,  244t,  256,  284^ 
automatic    signaling 

on,  270 

call,  281 

effect  of  electromagnet 

in,  257-259 
effect  of  induction  in, 

257 

junction,  280 

metallic,  257,  270 

peg   and    cord,    264, 

274,  279 

record,  281 

single  wire,  256,  257- 

270 

subscriber's,  259-277 

transfer,  266 

trunk,  277 

—  Deckert  transmitter,  251 

—  disengaged  signal,  trunk, 
278 

—  distance-limit  of  speak- 
ing, 283 

—  engaged    signal    trunk, 
279 

test,  269,  273 

—  exchange  galvanometer, 
279 

connections    at,     26* 

265,  266,  268,  270,  273, 
275»  278^  280,  283 

multq>le  systems,  267- 

270,  v|^r^^^ 

switch;  232-239 

S3^tem,  265 

—  exchanges,  259-277 

—  flexible  cords  for,  261 

—  galvanometer,  exchange, 

—  Gower-Bell,  249^ 

—  eranular  transmitter,  25  x 

—  Hunnings'     transmitter, 

251 

—  indicator,  non-polarised, 

261,  264  ^ 

polarised,  270,  377 

relay,    non-polansed, 

361,  264 

polarised,  270,  277 

*  ring-off,'  264,  376 

*  self-restoring,'  276 

—  *  leak  '  principle,  259 

—  peg  and  cord  drcuit,  264, 

—  peg,  circular,  boo,  3ox 
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Telephone,  permanent  cur- 
rent system,  971,  278 

—  Post-OflSce,  953 

subscriber's,  249,  253 

—  ringing  key,   264,    274, 
979 

—  speaking  key,  264,  274, 
279 

plug,  282 

—  spring-jacks,    260,    268, 
272^ 

—  switch,  multiple,  metallic 
circuit,  272,  27J 

single  wure,  267-270 

—  —  non-multiple  metallic 
circuit,  270-272 

—  single  wire,  260-267 

—  switchboard,  232,  260 

—  switchsprings,  260,   268, 
271,  272 

multiple.  271,  2;r2 

metallic  circuit,  272 

single  wire,  268 

—  transfer  circuit,  266 
switch,  282 

—  transmitter,      Deckert's, 

351 

Edison's,  245 

granular,  251 

Hughes',  248 

HunninKs',  251 

—  trunk  circuit,  277 
*  disengaged '    signal, 

278 
'  engaged '  signal,  279 

—  wires,  twisted,  257 
Telephonic       transmission 

distance-limit,  283 
Temperature,  effects  of,  on 

stress,  348,  49«-494 
Tension  ratchet,  347 
Terminal    insulators,    344, 

353 

—  poles,  286,  336 
Terminating,  344,  352 
Test-boxes,  379  381, 450 
Testing,  414-45S 

—  battery,  452 

—  circuits,  416 

—  covered  wire,  415 

—  daily  tests,  416 

—  for  conductivity,  416, 438 

—  instruments,  403-414 

—  insulation,  4x6,  437 

—  insulators,  414 

—  loop  test,  444 

—  morning,  417 

—  redstance  ot '  earth,'  449, 

Tetrode,  920 

Thermo     •    galvanometer, 

Duddell's,  471 
Thomson's     galvanometer, 

176, 178,  407 

—  recOTder,  z8x 


limber,  decay  and  preser- 
vation of,  288 

Tin,  zx 

Translating  relay,  235 

Translators,  102 

Transmitter  Vix  cable  cir- 
cuit, X84 

—  increment,  215 

—  reversing,  215 

—  single  current,  915,  217 

—  telephone,  Deckert's,  251 

£dison's,  245 

granular,  251 

Hughes',  248 

Hunnings',  251 

—  type-printing,  98 

—  Wheatstone^  automatic, 
i54i  iS7i  168 

^  —  faults,  390 

—  wireless  telegraphy,  458 
Trembler  bells,  254,  490 
Triode,  220  ^ 
Trunk  circuits,  977 
Type-printing  instruments, 

94 

Baudot's,  96 

Exchange  Co.'s,  98 

Hughes ,  96,  492 

Siemens'  and  Halske' 

104 

—  —  Steljes*,  Z02-Z04 


s, 


UMSCHALTER' 
switch,  232 
Underground    wires,    358, 
361 

—  —  faults,  396 

Units,  electrical,  3, 122,  X41, 

475 
Universal   battery  system, 

I2Z 

Uprighting    sounder,    2x0, 
215 

VACUUM  protector,  402 
Varle/s         induced 
needle^  5x 

—  artificial  cable,  455 
Velocity  of  current,  X39 
Vibrating  reed,  X7X 

—  sounder  (Cardew's),  79- 
81 

Volt,  f, 
Voltaic  cell,  xo 


"I17EATHER      contact, 

Wet  rot,  288 
Wheatstone's  A  B  C,  81, 

490 

—  automatic  system,   153- 
168 

—  *  bridge,"  410 


Wheatstone's  *  bridge,'  prin- 
ciple of  duplex,  1^8 

—  receiver,   154,   162,   X67, 

390.490 

—  transmitter,  X54,  X56,  x68, 

171.  390 

Wight,  Isle  of,  circuit 
arrangements  of,  123 

Willmot's  improvements  in 
G.P.O.  receiving  appa- 
ratus, x6x 

Winding  electro-magnets, 
481 

Wire,  299 

—  bronze,  310 

—  coppKBr,  307 

—  ductility,  305,  307 
— finder,  397 

—  galvanismg,  301,  304 

—  gauge  of,  304,  307 
standard,  311,  487 

—  gutta-percha      covered, 

3.57»  361 

—  uon,  299-307 
jointmg,  352 

—  resistance,  306,  307 

—  specification  of  copper,  • 
308-310 

iron,  304-307 

—  strength,  305-307 

—  tests,  303,  4x5 
Wireless  Telegraphy,  455- 

474 
'  iEtheric  Telegraphy,' 

455 
artificial    cable,  Var- 

ley's.  455 

Branly  s  coherer,  466 

Castefli's        improve- 
ments. 467 

coherers,  465-467 

de  Forest's  electrolytic 

'responder,'468 
detector,      Marconi's 

magnetic,  469 

the  dielectric,  462 

disturbances,  473 

— ^  —  Duddell's        thermo- 

galvanometer,  471 

the  earth,  472 

electrolytic     *  respon- 

der  *  (de  Forest's),  468 
Faraday's  discoveries, 

455 

Hertz'  expenments,455 

Joule's  law.  455 

Lodge's  coherer,  465, 

466,467 

network,  460-462 

magnetic       detector 

Marconi's,  ^69 
Marconi's       inverted 

pyramid,  460^ 

magnetic  detector, 

469 
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Wireless  Tele^n*u>hy,  Mar* 
corn's  original  coherer, 
466 

Maxwell's     displace* 

ment  currents,  457 

law.  455 

multiplier,       Slabys, 

470 

Preece     (Sir     Wm.) 

system,  463,  474 

—  —  propagation  of  elec- 
tricity in  waves,  455 

the  receiver,  465 

*  responder,'  electro- 
lytic (de  Forest's),  468 

SLaby's        multiplier, 

470 
source      <m      energy, 

456 


Wireless  Telegraphy,  ther- 
mo  -  galvanometer,  Dud- 
dell's,  471 

the  transmitter,  ^58^ 

—  —  Varley*s  artificial 
cable,  ^55^ 

Wires,  bmdmg,  349 

—  crosdng,  442 

—  dip  or  sag,  348,  492 

—  drawmg  m,  361 
extra  wires,  363 

—  earth,  342 

—  leading  m,  353 

—  numbering,  351,  362 

—  overeround,  317 

—  overhouse,  3SS-357 

—  spans,  348 

—  stiress  of,  348 

—  twisted  telephone  257 


Wires,  underground,  358- 

361 
Wiling,  346 
Wooden  poles,  285  ^ 
'  Words,  *^  tel^;raphic,  164 
Workine  current,  123, 489 

—  double  current,  119, 133, 

—  Ime  current,  112 

—  local  current,  113 

—  speed  of,  107,  164,  166, 
170,  180,  i88j  195,  491 

Wnter,  direct  ink-,  73 
Writing  telegraph  (Pollak- 
Vira^,  173-174 
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